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ADVISORY COMMITTEES 


Bureau of Land Management advisory boards 
on resource matters and use of public lands, 
guidelines for creation and composition 
adopted 373 

Citizens’ Advisory Committee on En- 
vironmental Quality, federal legislation for 
mandatory refundable deposit on beverage 
containers recommended, report to Presi- 
dent and CEQ 309 

Construction Grants Advisory Group formed 
by industry to advise EPA on construction 

grants ee meeting scheduled 204 

Effluent tandards and Water Quality Infor- 
mation Committee, EPA, report on 
currently available pollution control 
technology under preparation, industry 
data requested, summary of Committee ac- 
tions and testimonies 19 

Environmental Health Advisory Committee 
established as part of EPA science advisory 
board, functions 492 
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Federal Energy Administration’s en- 
vironmental committee, President’s second 
veto of strip mining bill (HR 25) termed 
“outrageous” 252 

Hazardous Materials Committee, EPA, 
meeting scheduled to consider Science Ad- 
visory Board’s report on chloroform in 
drinking water 71 

NASA atmospheric sciences committee es- 
tablished, function 456 

National Drinking Water Advisory Council, 
EPA urged to relax monitoring re- 
quirements and eliminate mandatory plate 
count sampling from proposed primary 
drinking water standards, testimonies 11 

Science Advisory Board, EPA, chloroform in 
drinking water, possible link with human 
liver cancers suggested, report to Hazar- 
dous Materials Advisory Committee 71; 
Board to be restructured by EPA into five 
new committees, suggestions for 
membership solicited, Train 256 

State-federal water programs co 
tablished, EPA, functions 453 


mittee es- 


AEROSOL PROPELLANTS 


See specific entries under CHEMICALS AND 
CHEMICAL INDUSTRY 


AGRICULTURE 


See also PESTICIDES 

Alfalfa dehydration plants, APCC sets 
hearings on emission controls in Colorado 
375 


Dairy ranchers’ compliance with FWPCA, 
Small Business Act (HR 5675) amendment 
proposed to authorize SBA assistance 379 

Dept. of Agriculture, Cooperative Fire Ant 
Control Program to be suspended due to 
EPA’s restrictions on pesticide mirex, EPA 
to expedite decision on benefits and risks of 
chemical 214; EPA negotiates for early 
settlement in proceedings on mirex, 
Quarles testimony 418 

Fertilizer costs increasing, use of organic 
wastes may become economic necessity, 
Train 23 

Fertilizer manufacturing, effluent limitations 
guidelines amended, EPA 403 

Livestock grazing, Interior Dept. agrees to 
timetable in assessing environmental im- 
pact 388 


AIR 


See following heads: 

—AIR POLLUTION (In General) 

—AIR QUALITY STANDARDS 
—NITROGEN AND NITROGEN OXIDES 
—PARTICULATE MATTER 

—SULFUR AND SULFUR OXIDES 
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AIR POLLUTION (In General) 


See also AIR QUALITY STANDARDS; 
NITROGEN AND NITROGEN OXIDES; 
PARTICULATE MATTER; SULFUR AND 
SULFUR OXIDES 

Acid rainfall caused by air pollutants, ad- 
ditional research needed to find extent of 
risk, McQuire 207; precipitation as growing 
problem in northeastern U.S., potential 
serious effects noted, McGlennon 517 

Ala. steel plant’s failure to meet Clean Air 
Act standards, firm agrees to pay penalty 
and shut down open hearth furnaces, con- 
sent agreements with EPA and state 
general attorney 309 

Automotive emissions, see MOTOR 
VEHICLES 

California air pollution alert plans to be 
promulgated, EPA 380 

Doty Sand Pit, Inc., Tex., fined for emitting 
bad odors and dust 418 

Environment Improvement Awards for air 
pollution control management program an- 
nounced, American Paper Institute 421 

Europe’s industrial belt, pollution subjecting 
Scandinavia to damages of .“‘acid rain,” 
effects on water systems, soil, and forest 
growth cited, Oden 144 

Maine 

—Asphalt batching plant’s air emissions, 
EPA Region I office orders installation of 
controls 218; second plant in violation of 
state control regulations, control equip- 
ment to be installed to meet state and 
federal rules, consent agreement with EPA 
253 


—Oxford Paper Co. ordered to install control 
equipment at Rumford paper mill, EPA 
489 


Massachusetts firms issued notices of viola- 
tion for exceeding federal regulations, EPA 
Region I action 528 

Metropolitan Edison Co., Pa., fined for 
emissions from coal-fired boilers at Craw- 
ford Generating Station 418 

Michigan proposes to adjust fees for manufac- 
turing and commercial locations, APCC 
hearings set 455 

Ozone layer, see WEATHER 

Paper mill recovery boilers, replacement 
boilers do not qualify as ‘‘air pollution con- 
trol facility,’ IRS ruling 534 

Residential property values, effects of air and 
noise pollution abatement outlined, 
Transportation Dept. study 211 


Smog emergency measures for California op- 
posed by Stanford Research Institute, 
report summary 393 

Steam electric industry, abatement of ther- 
mal pollution may significantly damage air 
quality, alternative strategies analyzed, 
EPA report 28 


Supersonic transport aircraft, more support- 
ing data on noise and air pollution impacts 
in final impact statement sought, Train 
letter of FAA administrator 258 

Texas vapor recovery regulation, Texaco, 
Inc., and Gulf Oil Corp. fined for violations 
of law 445 

Trace element emissions from power plants, 
EPA seeks contractor to study emissions 
215 

Tree-caused smog reports rejected, EPA 401 

Utility pollution control equipment, FPC sets 
hearings for comments on proposed forms 
for reporting costs 490 

Vinyl chloride, EPA to measure atmospheric 
concentration around IT&T Corp. plant as 
oe of monitoring program, McGlennon 

Washington kraft mill’s application for 
variance from standards and change in 
regulatory order, hearing scheduled, 
Ecology Dept. 260 

Wyoming Industrial Development Informa- 
mn and Siting Act enacted, requirements 
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AIR QUALITY STANDARDS 


See also AIR POLLUTION (In General) 

Air Quality Maintenance Areas (AQMAs), 
EPA plans to rescind deadline for submis- 
sion of plans, Rhoads 361 

California pollution emergency plan, hearing 
scheduled to adopt revisions, Air Resources 
Board 534 

Clean Air Act 

—See also CONGRESS, subheads: House, 
Senate hearings 

—Ambient standards, progress and problems 
in achieving deadline noted, results of 
monitoring statistics cited, Train 305 

—Areawide planning and implementation 
program under Federal water law 
suggested as model for similar program un- 
der Act with major modifications, Haskell 
report prepared for EPA 518 

—Asbestos emission standard ruled not un- 
constitutionally vague, defendants’ motion 
to dismiss criminal proceedings rejected 
(DC La) 69 

—Automobile emission standards, see 
MOTOR VEHICLES ’ 

—Citizen suit provision, Sec. 304 does not 
authorize award of attorneys’ fees in ac- 
tions brought under Sec. 307 (CA DC) 244 


—Constitutionality, Attorney General Levi’s 
congressional testimony questioning legali- 
ty of states being forced to take affirmative 
actions may affect pending litigation and 
future Justice Dept. defense of Act 522 


—Economic impact of amendments, recon- 
sideration urged by House Public Health 
and Environment Subcommittee, Mayo 492 


—Employee protection provisions requested 
of House Health and Environmental Sub- 
committee by United Steelworkers of 
America 391 

—Enforcement activities, increased state 
role recommended by EPA internal review 
group, enforcement strategies and methods 
outlined, report approved by Administrator 
Train 301 


—Enforcement procedures, issuance of notice 
of violation cannot be reviewed directly in 
an appeals court pursuant to Sec. 307 (CA 
7) 389 

—Issuance of notice of violation under Sec. 
113 is nondiscretionary act subject to 
challenge under citizen suit provision of 
Sec. 304 (DC Wis) 389 


—Rogers (D-Fla) cites need for leaving goais 
intact while allowing minor modifications 
in certain deadlines, change in timing for 
automotive emission requirements 
suggested 313 

—State air quality implementation plans, see 
subhead: State implementation plans 

—Stationary source limitations, guidelines to 
insure compliance by federal facilities 
issued, EPA 155 


Fugitive emissions, AISI questions effec- 
tiveness of federal standards, capital ex- 
penditures cited in letter to Zarb 391 

Georgia control regulations, modifications to 
be considered, hearing scheduled 217, 344 

Illinois sulfur dioxide emissions standards, 
hearings on proposed amendments schedul- 
ed 82 

Indiana ambient concentrations for various 
pollutants, hearing on proposed regulations 
scheduled, Air Pollution Control Board 260, 
405 

Indirect sources 

—Argonne National Laboratory study finds 
key assumptions underlying EPA 
regulations incorrect, regulations seen in- 
effective in ensuring maintenance of carbon 
monoxide standards 361 

—EPA pending regulations for reviewing 
sources, model for meeting technical re- 
quirements developed by Stanford 
Research Institute, Dabberdt 82 


—Illinois municipalities’ suit to enjoin con- 
struction of proposed shopping center, 
challenge to EPA regulations rejected, dis- 
missal affirmed (CA 7) 358 

—Natural Resources Defense Council suit 
seeking EPA promulgation of final 
regulations, EPA unsure of when it will 
publish proposals, various courses of action 
under consideration, Stoll letter to NRDC 7 

—Nevada legislation prohibiting adoption of 
regulations more stringent than federal 
rules signed by governor 341 

—New York City proposed convention and ex- 
hibition center, indirect source construc- 
tion permit approved by city Environmen- 
tal Protection Admn., conditions for 
preventing traffic congestion and meeting 
clean air standards included 201 

—Review regulations, six-month suspension 
period drawing to close, EPA tentatively 
decides to suspend requirements indefinite- 
ly for parking facilities and shopping 
centers, review of airports and highways to 
continue 356; parking facility and shopping 
center construction reviews, regulations in- 
definitely suspended, EPA 448; imposition 
of strict limitations on construction and 
operation suspended indefinitely, EPA 485 

—Utah Air Conservation Act, amendments 
providing for control of sources signed by 
governor 344 

Maine open burning law, revisions signed by 
governor, limiting conditions imposed 533 

Maryland pollution control regulations, 
hearings on proposed amendments schedul- 
ed, Health and Mental Hygiene Dept. 33 

Methods specified for meeting cleanup goals 
in particular areas, smaller EPA involve- 
ment sought, Strelow 256 

Minnesota control regulations, amendments 
and new regulations to be considered, hear- 
ing scheduled 217 

National Assn. of Manufacturers issues book 
outlining wide range of control information, 
availability 316 

New Jersey 

—Maintenance plans, factors used in develop- 
ment, hearing scheduled, Clean Air Council 
82 


—Open burning regulations, proposed 
amendments to be considered, hearing 
scheduled, Environmental Protection Dept. 
259, 344 

—Particle emissions from fuel combustion 
and manufacturing processes, emergency 
measurement rules adopted, Environmen- 
tal Protection Dept. 253 

Ohio regulations concerning compliance 
schedules of air emission sources, hearing 
scheduled to consider repealing existing 
regulations and adopt amendments, state 
EPA 217; deadline for. attainment of air 
quality standards extended 424 

Oregon rule prohibiting open burning of 
domestic nonputrescible waste in special 
restricted areas adopted, Environmental 
Quality Dept. 81 

Portland cement plants, new source perfor- 
mance standards for new or modified plants 
upheld (CA DC) 245 

Power plants 

—Capital costs required to meet sulfur oxide 
emissions limits at coal-burning plants 
between 1975 and 1985, EPA increases es- 
timates and assessment of costs for alter- 
native strategies, comparison with industry 
estimates 467 

—Coal conversion, regulations for temporary 
suspension and compliance date extensions 
adopted, EPA 18 

—Flexibility in meeting clean air standards 
urged, various strategies for meeting emis- 
sion limitations proposed, electric utilities’ 
committee’s preliminary report to 
Congress 77 

—New source performance standards for 
coal-fired plants, Navajo suit to require 
stricter standards rejected (CA DC) 468 


INDEX—SUMMARY — REPORTS 1 through 13 


AIR QUALITY STANDARDS—Contd. 
Power plants—Contd. 


—Sulfur dioxide emissions from coal-fired 
power plants to 1985, FEA estimates, 
report summary 473 

Preconstruction review, EPA proposes ad- 
ding ferroalloy production plants to 
facilities subject to review 348 

Significant deterioration of air quality 

—EPA regulations seen inhibiting develop- 
ment of coal, American Petroleum 
Institute report to Congress 150; Train and 
other EPA officials respond to industrial 
claims that rules will block energy and 
economic development, provisions outlined, 
Congressional options noted 246; economic 
slump rather than rules seen as critical fac- 
tor in slowing industrial development, class 
designations and reclassifications review- 
ed, Strelow 335; various petitions for 
review of EPA regulations consolidated for 
review in CA DC 358; electric power plants 
expansion in Florida stifled by regulations, 
Rogers (D-Fla) 367; minor amendments to 
regulations adopted 371 

—TIllinois municipalities’ suit to enjoin con- 
struction of proposed shopping center, 
challenge to EPA rules rejected, dismissal 
affirmed (CA 7) 358 

—Reclassification of air quality areas, EPA 
proposes guidelines for states, criteria for 
evaluating reclassification requests 363 

State implementation plans 

—See also subhead: Transportation control 
plans; specific states; LEGISLATION, 
FEDERAL, HR 1514 

—Air quality maintenance areas, (AQMAs), 
final identification of areas in 20 states and 
territories approved, EPA 32; final 
designations for 18 states published, EPA 
313 


—Categories of sources expected to violate 
emission limitations attainment dates iden- 
tified, EPA 474 

—Enforcement actions extending beyond 
statutory deadlines, EPA proposed 
regulations, comment period extended 214 

—Fuel burning, review of plans reveals little 
leeway for relaxation of requirements to 
permit greater use of highly polluting fuels, 
EPA draft report 517 

—Preparation and submission, EPA revised 
regulations proposed, text 453, 457 

—Preparation regulations amended to require 
individual schedules for submitting air 
quality maintenance area plans 403 

—Supreme Court review of economic and 
technological feasibility of emission 
limitations requested in two cases 445 

—Test procedures, EPA regulations amended 
to correct previous inconsistency 405 

—Variances from plan requirements, U.S. 
Supreme Court decision permitting states 
to grant minor variances, consideration of 
technological and economic feasibility left 
unanswered, other issues raised, analysis 
12 

Stationary sources of pollution, EPA enforce- 
ment progress and problems reviewed, use 
of civil penalties considered, Johnson 357 

Texas 

—Contaminants in San Antonio stockyard 
area, Air Control Board hearing scheduled 
344 


—Hydrocarbon controls as means of attaining 
federal ambient standards for 
photochemical oxidants, Air Quality Board 
hearing scheduled 82 

Transportation control plans 

—See also specific states ; 

—City and state officials seek extension of 
1977 deadlines, social and economic disrup- 
tion predicted, testimonies, Senate 
hearings 27 : * 

—EPA and Federal Highway Administration 
issue joint guidelines for analyzing con- 
sistency of transportation and air quality 
plans, summary of criteria 314 


—Loss of tederal funds threatened to com- 
munities failing to accept EPA transporta- 
tion control stipulations 365 

Washington open burning, proposed regula- 
tion to revise certification process for alter- 
native devices, hearing scheduled, Ecology 
Dept. 534 


AIR TRANSPORT 


Boston’s Logan Airport, FAA enjoined from 
approving airport layout plan pending com- 
pliance with own environmental regulations 
(DC Mass) 414 

Chicago’s O’Hare International Airport held 
in violation of NEPA, suit stands against 
Hee and CAB by state of Illinois (DC II) 


Supersonic transport aircraft 
—Noise and air pollution impacts, more sup- 
porting data sought in final impact state- 
cog Train letter to FAA Administrator 
58 


—Noise standards, State Dept. suggests EPA 
set rules similar to international standards 
533 


ALABAMA 


Air Pollution Control Comm., hearings set on 
sulfur dioxide emission limitations 
reclassification proposal 455 

Air quality implementation plan, limits on 
particulate emissions from primary 
aluminum plants, revision approved, EPA 
152 


Water Improvement Commission 

—Coke firm’s coal discharges, suit settled, 
firm agrees to institute clean-up measures 
and pay penalty 253 

—Pollution cases involving mining operations 
and municipality referred to state Attorney 
General for action, list 528 


ALASKA 


Trans-Alaska oil pipeline, see OIL AND GAS 
Transportation control plan for Fairbanks 
area, specific strategies remanded to EPA 
for further consideration, court to review 
constitutional aspects of controls (CA 9) 6 


AMERICAN IRON AND STEEL INSTITUTE 
See STEEL INDUSTRY 


AMERICAN LAW INSTITUTE 


Land development, model code adopted as 
guide for states and muncipalities in com- 
prehensive planning, summary of 
provisions 254 


APPOINTMENTS, PERSONNEL CHANGES 


Environmental Protection Agency 

—Darnay resigns as associate deputy ad- 
ministrator for Solid Waste Management 
Programs Office 416 

—Johnson resigning as acting asst. ad- 
ministrator for enforcement 357 

—Kimm named deputy assistant ad- 
ministrator for water supply 261 

—Legro confirmed as assistant administrator 
for enforcement 490 

—Plehn appointed executive assistant to Ad- 
ministrator 490 

—Research and Development Office 
reorganization, assignments during tran- 
sitional period named, Talley 73 

Interior Dept. 

—Hathaway nomination for Secretary, Senate 
Interior Committee schedules vote 156 

National Commission on Water Quality 

—Moore resigns as program director 475; 
decision will not affect commission’s report 
on Federal water law, comments 519 
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APPROPRIATIONS AND AUTHORIZATIONS 
See BUDGET, U:S. 


ARKANSAS 


Pollution Control and Ecology Commission, 
fiscal 1976 wastewater treatment facility 
construction grant priority list, hearing 
scheduled 217 

Pollution Control and Ecology Dept., propos- 
ed Northwest Arkansas River Basin Plan, 
hearing scheduled 217 


ARSENIC. 
See CHEMICALS AND CHEMICAL IN- 
DUSTRY 


ASBESTOS 
See CHEMICALS AND CHEMICAL IN- 
DUSTRY 


ATOMIC ENERGY 


See also RADIATION 

House Interior Energy and Environment Sub- 
committee begins nuclear oversight 
hearings, testimonies 21 

Liquid metal fast breeder reactor (LMFBR) 

—Demonstration plant, ERDA not required to 
withdraw legislative proposal, revisions in- 
sufficient to require new and separate im- 
pact statement (DC DC) 359 

—Fiscal 1976, full authorization approved by 
Joint Atomic Energy Committee, hearings 
on program cost overruns begun by Joint 
Economic Committee 21; EPA Ad- 
ministrator Train suggests possible delay of 
commercialization, future of program seen 
almost doomed, Pastore (D-RI), 
Congressional hearings 80; safety defended 
by Energy Research and Development 
Admn., staff analysis of proposed final im- 
pact statement, additional hearings 
scheduled 255 

Moratorium on further development of 
nuclear power opposed, risks seen similar 
to those of mining and burning coal, Moss 
220 

Nuclear power plants 

—See also subhead: Nuclear Regulatory Com- 
mission 

—Clinch River Breeder Reactor Demonstra- 
tion project, ERDA considering delay and 
reduction in fiscal 1976 budget, Rose, 
House hearings 316 

—Environmental group’s petition seeking to 
shut down 20 plants due to allegedly ineffec- 
tive safety measures dismissed, plants’ 
emergency core cooling systems satisfy 
AEC’s design criterion (CA DC) 304 

—Radiation protection standards proposed by 
EPA, Atomic Industrial Forum comments, 
summary of provisions, text 308, 319 

—Seabrook Nuclear Plant, N.H., state Site 
Evaluation Committee ordered to provide 
additional findings of fact to support ap- 
proval of facility (NH SupCt) 70; utility’s 
NPDES permit application, EPA Region I 
issues determinations 532 

Nuclear Regulatory Commission 

—Effluents from nuclear power reactors, 
numerical guides for design objectives and 
limiting conditions for operation issued, 
rulemaking proceeding 218 

—Plutonium waste recycling, final decision 
on program delayed pending NEPA 
cost-benefit analysis of alternative 
safeguards 150 

—Power plants on navigable waters, 
memorandum of understanding signed with 
Corps of Engineers on regulation 533 

Surplus Government property sale to power 
company planning to construct nuclear 
power plant on site must be accompanied 
by NEPA impact statement (DC RI) 469 
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ATOMIC ENERGY—Contd. 


Uranium enrichment plant electric power 
requirements, gaseous diffusion technique 
versus gas centrifuge plant, ERDA draft 
impact statement, summary 422 

Uranium mill tailings, assessment of respon- 
sibility for monitoring and control 
programs recommended, GAO report to 
Congress 257 


AUTOMOBILES 
See MOTOR VEHICLES 


BUDGET, U.S. 


See also LEGISLATION, FEDERAL, HR 
4481, HR 5247, HR 6387 

Environmental Protection Agency, see 
CONGRESS, subhead: Senate hearings; 
LEGISLATION, FEDERAL, HR 7108, HR 


8070 

National Wildlife Refuge System, Interior 
Dept.’s annual budget proposal significant- 
ly affects environment, impact statement 
ordered (DC DC) 359 

Noise Control Act, see LEGISLATION, 
FEDERAL, HR 5272 

Ocean dumping programs, see LEGISLA- 
TION, FEDERAL, HR 5710 


BUILDING AND CONSTRUCTION 


Automobile use, EPA urged to construct com- 
bined residential-commercial buildings to 
reduce number of vehicles, Ryan (D-Calif), 
House hearings 31 

Boston’s Logan Airport, FAA enjoined from 
approving airport layout plan pending com- 
pliance with own environmental regulations 
(DC Mass) 414 

Consulting engineering subagreements under 
construction grants program, interim 
guidance memorandum defining policy and 
procedures issued, EPA 470 

Highway bridge construction through public 
parklands in Huntingdon, W.Va., authoriza- 
tion overturned (CA 4) 414 

Hospital corporation held without standing 
under NEPA to contest construction of 
competing hospital, Supreme Court review 
sought 199; review denied 389 

HUD housing project, environmental group’s 
suit seeking NEPA compliance, lower court 
decision barring award of attorneys’ fees, 
Supreme Court review denied 245 

HUD new community development project 
financing, environmental impact statement 
sufficient even though based in part on data 
submitted by developer, Supreme Court 
review denied 389 

Illinois proposed shopping center, 
municipalities’ suit to enjoin construction, 
challenges to EPA significant deterioration 
and indirect source rules rejected, dis- 
missal affirmed (CA 7) 358 

National Utility Contractors Assn., report on 
sewage treatment construction grants 
program described by EPA as 
“‘worthwhile,’’ differences with specific 
recommendations outlined, analysis 148; 
Construction Grants Advisory Group form- 
ed as outgrowth of recommendation, ad-hoc 
industry group to advise EPA on grants 
program 204 

New York City proposed convention and ex- 
hibition center, indirect source construc- 
tion permit approved by city Environmen- 
tal Protection Admn., conditions for 
preventing traffic congestion and meeting 
clean air standards included 201 
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Parking facilities, regulations requiring im- 
position of strict limitations on construction 
and operation suspended indefinitely, EPA 
485 

Plant construction, see ATOMIC ENERGY, 
subhead: Nuclear power plants; HLEC- 
TRIC POWER; SEWAGE TREATMENT 

Postal Service proposed vehicle maintenance 
facility, NEPA held applicable, impact 
statement ruled inadequate (CA 2) 138 

Revenue sharing construction project in 
Durham, N.C., not subject to NEPA (CA 4) 
414 

Transportation facilities, construction policies 
adopted for preservation and enhancement 
of wetlands, DOT 416 


BUREAUS 


See other parts of title and specific subject 
headings 


CALIFORNIA 


Air quality implementation plan, proposal dis- 
approving sulfur dioxide regulation and 
proposing replacement federal regulations, 
comment period extended 151; EPA to 
promulgate air pollution alert plan 380; 
pollution emergency proposals scored by 
Stanford Research Institute, report sum- 
mary 393; compliance schedules partially 
approved, EPA, text 400, 406; compliance 
schedules approved, EPA 489 
Air Resources Board 
—Air pollution emergency plan, hearing 
scheduled to adopt revisions 534 
—Gasoline 
——Lead content restrictions, regulatory 
authority rests with Board rather than 
local pollution control .districts (Calif 
SupCt) 305 

——Sulfur content of unleaded gasoline, hear- 
ing on proposed regulations scheduled 33, 
344; desulfurization regulations adopted, 
provisions 451 
—Los Angeles County Air Pollution District 
procedures for enforcing limits on 
emissions held ineffective, ARB report 
summary 456 
—Motor vehicles 
——1977 emissions standards, EPA hearing 
on state’s request to set more stringent 
rules than federal requirements, Board 
Chairman Quinn and industry officials 
disagree on impact, testimonies 71; state 
request granted, EPA 195; EPA ap- 
proves evaporative hydrocarbon emission 
standard for 1978, request to enforce 
standard for 1977 denied 532 

Chrysler Corp. ordered to recall 11,000 
vehicles, continuing and massive 
violations of state anti-smog laws cited, 
Quinn 252 

——Motorcycle exhaust emission standards, 
hearing set 375 

——vVapor controls approved, stringent emis- 
sion standards for trucks and buses 
adopted 151 

—Sulfur dioxide standard reinstated 378 

Central Valley Regional Water Quality Con- 
trol Board schedules hearing to receive 
comments on tentative water quality plan 


260 

Motor vehicles, nitrogen oxide emissions, 
legislation repealing mandatory retrofit 
program signed by governor, conditions for 
removing devices described 11 

Railroad fare increase on commuter line may 
have significant environmental effect, 
preparation of impact report required, 
state Attorney General’s ru ing 524 

Solid Waste Management Board, in- 
vestigatory hearings on liquid waste 
management program set 405 


Timber industry exempted from environmen- 
tal impact rules through Jan. 1, 1976... 
492 


Water Resources Control Board 

—Authority to execute construction grants 
program granted, EPA 375 

—Mesa Ranch Partnership’s request for 
stockwatering, recreation, fish, and 
wildlife enhancement of Marin County 
stream, hearing scheduled 217 

—Waste discharge requirements for 
Pittsburg and Antioch, hearing on ap- 
propriateness and propriety of adoption 
scheduled 33 


CHEMICALS AND CHEMICAL INDUSTRY 


See also NITROGEN AND NITROGEN 
OXIDES; PESTICIDES; SULFUR AND 
SULFUR OXIDES 

Aerosol products, research into long-term 
toxicity effects and development of evalua- 
tion methods planned, Consumer Product 
Safety Commission 532 


Aerosol propellants, risk of ordinary con- 
sumer use evaluated, Medical College of 
Wisconsin study findings 391 


American Institute of Chemical Engineers, 
see CONFERENCES AND MEETINGS 


Arsenic exposure, National Institute for Oc- 
cupational Safety and Health submits revis- 
ed standard proposal to OSHA, post-hearing 
comment period extended 219 


Asbestos 

—Drinking water supplies from Great Lakes, 
knowledge of public health aspects inade- 
quate, advisory board’s report to Int’1. Joint 
Commission 29 

—Hazardous emission standard under Clean 
Air Act ruled not unconstitutionally vague, 
defendants motion to dismiss criminal 
proceedings rejected (DC La) 69 


Consumer Product Safety Commission order 
requiring manufacturers to submit data on 
product contents, order rescinded pending 
GAO approval 74; industry comments 
critical of questionnaire as unreasonable 
and unnecessary 344 


Fluorocarbons 

—Accuracy of claims of impairment to ozone 
shield show gross overstatement, Ward 
views 453 

—CPSC denies petition from Natural 
Resources Defense Council seeking ban of 
all aerosol products containing fluorocar- 
bon propellants 481 

—Drug manufacturers ordered to submit 
listing of all products containing fluorocar- 
bon propellants, FDA 486 

—Federal Task Force on Inadvertent 
Modification of the Stratosphere study fin- 
dings 368 

—Johnson Wax Co. to remove all fluorocarbon 
propellants from production line 391 

—Oregon legislation banning aerosol sprays 
containing fluorocarbons propellants signed 
by governor, possible destruction of ozone 
layer cited 362 

—Overstatement of dangers charged, Scorer 
491 


—Research, firms plan to spend between $3 
and $5 million in next three years, Manufac- 
turing Chemists Assn. 74 

Inorganic chemicals industry, see 
EFFLUENT LIMITATION GUIDELINES 

Manufacturing Chemists Assn., see 
CONFERENCES AND MEETINGS 

Phosphates in detergents, lower court deci- 
sion upholding Chicago ban, Supreme Court 
review denied 199 

Toxic substances 

—See also LEGISLATION, FEDERAL, HR 
7229, HR 7548, HR 7664, S 776 

—Caution in assessing hazards of substances 
urged, Gee views 417 
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CHEMICALS AND CHEMICAL INDUSTRY 
—Contd. 


Toxic substances—Contd. 

—Maximum protection should be required as 
soon as serious risks are demonstrated, 
EPA faced with several uncertainties in 
tackling problem, Quarles 139 

—Prior proof requirements for ‘‘new use of a 
chemical’ urged, other suggestions, 
National Research Council 486 

Vinyl chloride 

—Community exposure to production 
facilities is potential health hazard, EPA 
draft report 454 

—Environmental assessment by CPSC staff 
approved 482 

—IT&T Corp., EPA to measure atmospheric 
concentration around plant as part of 
monitoring program, McGlennon 155 

—Occupational safety and health standard up- 
held in lower court decision, Supreme Court 
review denied 245 


CITIZENS’ SUITS 


See also SUPREME COURT OF THE 
UNITED STATES 

Clean Air Act’s citizen suit provision, Sec. 304 

—Attorneys’ fees, awards not authorized in 
actions under Sec. 307 (CA DC) 244 

—Issuance of notice of violation under Sec. 
113 is nondiscretionary act subject to 
challenge under provisions of Sec. 304 (DC 
Wis) 389 


Coal development in Northern Great Plains, 
comprehensive regional planning by 
Federal Government constitutes major ac- 
tion subject to NEPA requirements (CA 
DC) 355 

Corps of Engineers’ dredge and fill permits, 
suit charging negligent damage of natural 
marine environment, permits serve to 
foreclose recovery for public or private in- 
jury (DC Md) 7 

Discharge permit program, exemption of cer- 
tain point sources rejected, EPA ordered to 
propose regulations for animal feedlots and 
storm sewer runoff within five months (DC 
DC) 359 

Dredge and fill operations in swampy 
wetlands areas, federal water law requires 
developer to obtain Corps of Engineers per- 
mit (DC DC) 69 

Federal-aid highway project, impact state- 
ment prepared without meaningful federal 
participation, preliminary injunction af- 
firmed (CA 2) 337 

Illinois municipalities’ suit to enjoin construc- 
tion of proposed shopping center, challenge 
to EPA significant deterioration and in- 
direct source regulations rejected, dis- 
missal affirmed (CA 7) 358 

Indirect sources of air pollution, NRDC suit 
seeking EPA promulgation of final 
regulations, EPA unsure of when it will 
publish proposals, various courses of action 
under consideration, Stoll letter to NRDC 
7; EPA tentatively decides to suspend 
regulations idefinitely for parking facilities 
and shopping centers, review of airports 
and highways to continue 356 

Liquid metal fast breeder reactor demonstra- 
tion plant, ERDA not required to withdraw 
legislative proposal, revisions insufficient 
to require new and separate impact state- 
ment (DC DC) 359 3 

National Wildlife Refuge System, Interior 
Dept.’s annual budget proposal significant- 
ly affects environment, impact statement 
ordered (DC DC) 359 

Nebraska proposed power plant, Sierra Club 
suit charging state agency with failure to 
carry out proper preconstruction review 
before issuing permit, dismissal refused 
(DC Neb) 246 


New Hampshire proposed nuclear plant, state 
agency that reviews and approves proposed 
sites ordered to provide additional findings 
of fact to support approval of facility (NH 
SupCt) 70 

Nuclear power plants, petition seeking to shut 
down 20 plants due to allegedly ineffective 
safety measures dismissed, plants’ 
emergency core cooling systems satisfy 
AEC’s design criterion (CA DC) 304 

Off-road vehicles on public lands, Interior 
Dept. regulations governing use violates ex- 
ecutive order and NEPA (DC DC) 69 

Postal Service proposed vehicle maintenance 
facility construction, NEPA held 
applicable, impact statement ruled inade- 
quate (CA 2) 138 

Significant deterioration of air quality, EPA 
prevention regulations, challenging 
petitions consolidated for review in CA DC 


358 

State planning agencies under federal water 
law, Sec. 208 requires agencies to meet 
same planning requirements as local agen- 
cies when acting for areas not designated as 
causing substantial pollution problems (DC 
DC) 336 

Vietnamese refugees, suit seeking halt to in- 
flux into U.S. due to alleged NEPA 
violations, motion for preliminary injunc- 
tion denied (DC Calif) 139 


CLEAN AIR ACT 
See AIR QUALITY STANDARDS 


COAL 


See also LEGISLATION, FEDERAL, S 391; 
STRIP MINING 

Air quality standards, EPA nondegradation 
regulations seen inhibiting development of 
coal in U.S., American Petroleum Institute 
report to Congress 150 

Alabama coke firm charged with coal dis- 
charges into creek, state agency’s suits 
settled, firm agrees to institute clean-up 
measures and pay penalty 253 

Cleaning 

—Carnegie-Mellon Univ. report cites method 
for meeting environmental standards 
economically 150 

—Mitsui & Co., Ltd., Tokyo, Japan, and Gulf 
Oil Corp. sign agreement to develop process 
for production of clean and environmentally 
acceptable fuel 421 

—Scrubbers represent about 20 percent of 
cost of power produced by coal-fired plants, 
Starr 476 

Environmental regulations governing electric 
power industry, uncertainties inhibiting ex- 
pansion of domestic production, Interior 
Dept. report 25 

Fuel burning sources converting to coal, 
regulations for temporary suspensions and 
compliance date extensions adopted, EPA 


18 

Fuel-switching program under Energy Supply 
and Environmental Coordination Act, FEA 
final impact statement identifies potential 
candidates for coal conversion, economic 
and environmental impacts outlined 24; 
nine Middle Western utilities to be issued 
“prohibition orders’’ requiring conversion 
to coal, other utilities to be issued notices of 
intent 144; four Middle Atlantic region 
utilities selected as potential candidates, 
hearing scheduled 220; cement industry 
conversion status 368 

High-sulfur coal 

—Battelle develops new process for 
economically and environmentally feasible 
sulfur removal 390 

—Chemical reaction system permitting 
pollution-free combustion demonstrated 
successfully, process produces chemical 
useful as fertilizer, Pircon 74 


{ERP 5 


Illinois recovery facility charged with permit 
violations, state EPA 218 

Low-sulfur liquid production from coal, in- 
dustrial participation in program invited, 
Energy Research and Development Admn. 
214 


Metropolitan Edison Co., Pa., fined for 
emissions from coal-fired boilers at Craw- 
ford Generating Station 418 

Northern Great Plans development, com- 
prehensive regional planning by Federal 
Government constitutes major action sub- 
ject to NEPA requirements (CA DC) 355 

Pennsylvania industrial waste regulations, 
Environmental Quality Board. schedules 
hearing on proposal to include drainage 
from coal refuse disposal areas 534 

Slurry pipelines, regulations on issuance of 
certificates, Congress urged to require 
Interior Dept. consultation with EPA, 
Green, House hearings 33 

Texas Surface Mining and Reclamation Act 
signed, provisions and effects 487 

Western coal reserves, Bagge urges NEPA 
revisions to permit development 421 


COAST GUARD 


Contracts, see PROCUREMENT 

Deepwater ports, regulations proposed on 
licensing, design, construction, equipment, 
and operations, public hearing scheduled 81 


COASTAL ZONES 


See also CONTINENTAL SHELF; LEGISLA- 
TION, FEDERAL, S 586 

Deepwater ports, see SHIPS AND BOATS 

Federal efforts to control beach and shoreline 
erosion, GAO study findings 378 

Maryland Coastal Facilities Review Act - 
prohibits construction in coastal areas 
without specific permit from Dept. of 
Natural Resources 374 

NOAA Conference on Coastal Zone Manage- 
ment, role of state and local governments in 
retaining control over decisions discussed, 
speakers 345 

State management programs 

—Conflicts in decisionmaking and resource 
allocation cited, Knecht briefing 404 

—Interim regulations for allocating ad- 
ministrative grants and guidelines for 
allocating development grant funds 
adopted, NOAA 316 

Washington management program granted 
preliminary approval, NOAA 315 


COLLEGES AND UNIVERSITIES 


Environmental studies, creation of model 
program infeasible due to diversity among 
academic institutions, Rockefeller Founda- 
tion report 260 


COLORADO 


Air Pollution Control Commission, emission 
controls for alfalfa dehydration plants and 
ambient air standards for stationary and in- 
direct sources, hearings set 375 

Roofing firm’s smoke emissions, civil penalty 
assessed for violation of state standards 
(DC Colo) 529 

Water Quality Control Commission, sewage 
treatment construction, proposed priority 
point system for awarding federal grant 
money, hearing scheduled 217 


COMMERCE DEPARTMENT 


See also NATIONAL OCEANIC AND AT- 
MOSPHERIC ADMINISTRATION 


@ ‘(ER 


COMMERCE DEPARTMENT—Contd. 


Civil service personnel laws may have been 
violated by Dept. and EPA during Nixon 
Admn., citizen’s group charges, EPA rebut- 
tal, McDonald 537 

Marine Mammal Protection Act of 1972, third 
annual report to Congress on administering 
law published 538 

Pollution control expenditures by industry, 
5.5 percent increase in 1974 reported, sur- 
vey 143 


CONFERENCES AND MEETINGS 


(Includes seminars, workshops, etc.) 

See also ADVISORY COMMITTEES; JOUR- 
NAL 

1975 Faculty Fellows of the American 
Assembly of Collegiate Schools of Business, 
Bagge urges revision to NEPA to permit 
development of western coal reserves 421 

Acid Precipitation and The Forest 
Ecosystem, First International Sym- 
posium, air pollution from Europe’s in- 
dustrial belt subjecting Scandinavia to 
damages of ‘‘acid rain,’’ effects on water 
systems, soil, and forest growth cited, 
Oden, other speakers 144; additional 
research needed to find extent of risk caus- 
ed by acid rainfall, McQuire, other 
speakers 207 

Air Pollution Control Assn. annual meeting, 
EPA indirect source regulations, key 
assumptions incorrect, rules seen ineffec- 
tive in ensuring maintenance of carbon 
monoxide standards, Argonne National 
Laboratory study presented, Cohen, other 
speakers 361; Fri on NEPA objectives and 
value 365; scrubbers’ technological and 
economic feasibility debated 395 

American Enterprise Institute’s National 
Energy Project, moratorium on nuclear 
power development opposed, risks seen 
similar to those of ae and burning coal, 
Moss, other speakers 220 

American Institute of Chemical 
Engineers/EPA conference, water reuse 
seen becoming economically necessary for 
future industrial expansion, specific ap- 
proaches outlined, Hunt, other speakers 146 

American Iron and Steel Institute 

—83rd general meeting, energy shortages 
seen intensified by Government regulations 
and uninformed demands of extreme en- 
vironmentalists, Miller, other speakers 253 

—Recycling seminar, Mass. and Conn. 
programs for converting municipal solid 
waste into fuel outlined, Willson, other 
speakers 26; conversion programs under 
Project Independence reviewed, activities 
on state and local level detailed, Kinsey, 
other speakers 77 

American Society of Heating, Refrigeration, 
and Air Conditioning Engineers, Ward on 
accuracy of claims concerning fluorocar- 
bon damage to ozone shield 453 

American Society of Safety Engineers, cau- 
tion in assessing hazards of substances urg- 
ed, Gee 417 

American Water Works Assn., annual con- 
ference, EPA scored for slowness in 
obligating federal funds for construction, 
training, and research and development, 
Humphrey (D-Minn), other speakers 334; 
water utility officials’ response to EPA 
proposed regulations under Safe Drinking 
Water Act and draft effluent guidelines 371 

Automotive Electronics Conference, Stork on 
reducing catalyst overheating problem, 
other issues 367 

BNA Environment and Safety Briefing Ses- 
sion set, agenda 404 

Coastal Zone Management, NOAA 
Conference, role of state and local 
governments in retaining control over 
decisions discussed, speakers 345 


ENVIRONMENT REPORTER — May 2—July 25, 1975 


Composting and Waste Recycling Conference, 
use of organic wastes in agriculture may 
become economic necessity due to in- 
creasing costs of fertilizer, Train 23 

Democratic Forum’s conference, Clean Air 
Act’s role in reducing auto emissions 
reviewed, Billings, other speakers 312 

Eco-Law Canadian environmental law 
seminar, Toye on role of future en- 
vironmental laws 368 

Environmental Impact Statements Sym- 
posium, federal agencies’ performance 
reviewed, areas needing improvement out- 
lined, Baldwin, other speakers 205 

EPA regional administrators’ meeting, items 
requiring further action discussed, con- 
struction grants, air programs, and Safe 
Drinking water Act included, testimonies 8 

Federal Highway Admn. seminar on junk 
yards and solid waste, passage of major 
legislation seen unlikely in near future, 
EPA program to focus on current status of 
management, Hickman, other speakers 340 

Geothermal resources, second U.N. sym- 
posium on development and use, potentially 
serious environmental and technical 
problems discussed, speakers 263 

Manufacturing Chemists Assn. meeting, max- 
imum protection against toxic substances 
should be required, EPA faced with several 
uncertainties in tackling problem, Quarles 
139 

National Assn. of Regional Councils, EPA 
considering draft legislation to expand Sec. 
208 areawide waste treatment manage- 
ment planning program to include air and 
solid waste, Train 243; smaller EPA in- 
volvement sought in specifying methods for 
meeting air cleanup goals in particular 
areas, Strelow 256 

National Conference on Water, agriculture to 
have priority over energy production in 
event of national water shortage, Horton, 
other speakers 21 

National Energy Forum, EPA considering in- 
tervention in state regulatory commission 
hearings when utilities seek rate increases 
based on compliance with standards, 
Quarles, other speakers 219 

National Federation of Independent 
Businesses, President Ford scores federal 
regulations that stifle small business, 
review to be conducted 357 

National Symposium on Energy and 
Materials, small progress toward in- 
creasing recycling noted, problem areas in 
meeting material and energy needs iden- 
tified, Symington (D-Mo), other speakers 
342 


Society of the Plastics Industry, Inc., annual 
meeting, energy policy statement adopted, 
summary of recommendations 75 

Solid waste management conference spon- 
sored by EPA, agency acted illegally in 
paying expenses of state government 
employees, Comptroller General’s ruling 
531 


U.S. Chamber of Commerce, 63rd annual con- 
vention, President Ford outlines program 
to reduce inflationary government 
regulations, meeting with heads of major 
independent agencies planned 17 

Water quality and capital markets, 
Conference Board/National Comm. on 
Water Quality conference 366 


CONGRESS 


(For hearings on legislation with assigned 
numbers, see LEGISLATION, FEDERAL) 

House 

—Appalachian Regional Development Act, 
extension bill approved, programs to 
protect environment and encourage 
development of natural resources included, 
provisions 216 


—Clean Air Act amendments, Interstate and 
Foreign Commerce Subcommittee issues 
tentative instructions to staff for preparing 
draft bill, text 197, 221; supplemental in- 
structions include tentative decision on 
two-year freeze on automotive emission 
rules, text 243, 294; subcommittee con- 
sidering staff discussion draft, tentative 
provisions include prevention of signifi- 
cant deterioration, limits on indirect source 
controls, and freezing auto emission rules 
355 

—League of Conservation Voters issues an- 
nual evaluation of House members’ votes 
on environmental issues 156 

—Regulatory agencies, House Commerce 
Subcommittee on Oversight and 
Investigations conducts survey to deter- 
mine effectiveness in accordance with 
authorizing acts, questionnaires issued 419 


House hearings 

—Automotive sulfate emissions control 
regulations, House Science and Technology 
subcommittee hearings, testimonies 446 

—Coal slurry pipelines, regulations on 
issuance of certificates, Interior Dept. con- 
sultation with EPA urged, Green, other 
testimonies, Interior Committee 33 

—Corps of Engineers dredge and fill 
regulations, Public Works Subcommittee on 
Water Resources hearings, testimonies 
471; further debate on proposed 
regulations, testimonies 531 


—Federal Environmental Pesticide Control- 
Act of 1972, deadline extension needed to 
develop effective regulations, Campbell, 
other testimonies, Agriculture Committee 
oversight hearings 202 


—Federal Water Pollution Control Act, 
hearings on method to increase effec- 
tiveness, user charges and other concepts 
discussed, testimonies, Public Works Sub- 
committee 131 


—Law of the Sea Treaty, negotiations will not 
be completed before mid-1976, State Dept. 
reevaluating its interim policy, Moore, 
other testimonies, Merchant Marine Sub- 
committee 212 


—Motor vehicles, EPA efforts to reduce use 
urged, construction of combined residen- 
tial-commercial building suggested, Ryan 
(D-Calif), other testimonies, Government 
Operations Subcommittee 31 


—Nuclear oversight hearings begun by 
Interior Energy and Environment Subcom- 
mittee, testimonies 21; ERDA considering 
delay ‘and budget reduction for breeder 
reactor demonstration project, Rose, other 
testimonies 316 


—Ozone layer, depletion due to 
chlorofluorocarbons projected, Cicerone, 
other testimonies, Science and Technology 
Subcommittee 210 

—Sulfate control policies, House Science and 
Technology Subcommittee hearings, 
testimonies 483 

—Tax reform oversight hearings of House 
Ways and Means Committee, pollution con- 
trol tax assistance urged 477 

Joint hearings 

—Coal cleaning, scrubbers found best means 
but still inefficient, Starr testimony at Joint 
Atomic Energy Committee hearings 476 

—Liquid metal fast breeder reactor (LMF- 
BR) program, full fiscal 1976 authorization 
approved by Joint Atomic Energy Com- 
mittee, hearings on program cost overruns 
begun ‘by Joint Economic Committee 21; 
EPA Administrator Train suggests possible 
delay of commercialization, future of 
program seen almost doomed, Pastore (D- 
RI), Joint Atomic Energy Committee 80 

Senate 

—Energy Labeling and Disclosure Act pass- 
ed, sent to House, provisions 488 
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CONGRESS—Contd. 
Senate—Contd. 


—Motor vehicle fuel economy, proposed 
legislation to require U.S. Meas foreign 
manufacturers to increase averages, pass- 
ed by Commerce Committee 219 

Senate hearings 

—Clean Air Act hearings, electric utility in- 
dustry cites economic benefits of intermit- 
tent control systems for sulfur dioxide 
emissions, Allen, Train response, other 
testimonies, Public Works Subcommittee 
15; city and state officials seek extension of 
1977 transportation control deadlines, 
social and economic disruption predicted, 
testimonies 27; measures to increase 
federal pre-emption of more stringent state 
standards opposed, Dumelle, other 
testimonies 67; American Lung Assn. 
warns of adverse public health effects from 
relaxation of motor vehicle emission stan- 
dards, Shy, other testimonies 154; EPA Ad- 
ministrator Train continues to support 
phased relaxation of automotive emission 
rules despite questions raised by sulfate 
issue, other testimonies 197; Subcommittee 
begins drafting legislation, auto emissions 
standards as priority, preliminary schedule 
outlined during markup sessions, Muskie 
(D-Me) 355; Zarb letter to Muskie (D-Me) 
on “‘two-car’’ strategy, text 475, 511; sub- 
committee adopts compromise on 
automobile emission limits for 1976 and 
1977 model years, rules praised by en- 
vironmental groups and criticized by 
manufacturers, comments 523 

—EPA budget hearings, local governments 
blamed for slowdown in flow of funds for 
construction grants program, other areas 
discussed, Train, other testimonies, Ap- 
propriations Subcommittee 141 

—Hathaway nomination for Interior 
Secretary, Interior Committee schedules 
vote 156 

—Ocean dumping of dredged materials, 
adverse impact not shown by ongoing 
research programs, beneficial effects 
suggested, McIntyre, other testimonies, 
Commerce Subcommittee 213 


CONNECTICUT 


Air quality implementation plan disapproved 
by EPA due to state’s lack of legal authori- 
ty, regulations applicable to facilities of 
State Transportation Authority 
promulgated 313 

Feldspar Corp. notified of state and federal 
air pollution violations, EPA 377 

Oil and chemical spills during fiscal 1975, in- 
crease in number due to public awareness 
in reporting, Dibble 538 

Oil reclamation facility begins operation un- 
der Wyatt Fuel Oil Co. 453 


CONSUMER PRODUCT SAFETY COM- 
MISSION 


Aerosol products containing fluorocarbon 
propellants, Natural Resources Defense 
Council petition seeking ban denied 481; 
research into long-term toxicity effects to 
be conducted, development of evaluation 
methods planned 532 

Chemical products, order requiring manufac- 
turers to submit data on product contents 
rescinded pending GAO approval 74; in- 
dustry comments criticize questionnaire as 
unreasonable and unnecessary 344 


CONTINENTAL SHELF 


Oil spills, Ford requests tax on crude oil to 
pay for damages 446 


Petroleum development 
rey also LEGISLATION, FEDERAL, HR 
218 

—Environmental impact statements, 
separate assessment for exploration and 
development phases of drilling proposed, 
Train 253 

—GAO urges Interior Dept. to conduct 
geological exploration programs to ap- 
praise OCS resources and value 490 

—Geological Survey proposes two 


amendments to OCS Lands Acts, comments 
invited 31 

—Lease sales through 1978, BLM proposes up- 
dated and revised schedule 404 

—North Atlantic, BLM requests nominations 
for possible oil and gas leasing 380 


—Offshore California leases, BLM estimates 
of oil spill potential questioned by con- 
sulting firm in review of draft impact state- 
ment 154 

—Safety guidelines for petroleum operations, 
National Research Council’s third report 
submitted to Geological Survey 31 

—Santa Barbara Channel drilling, U.S. Court 
of Claims to examine papers of former 
President Nixon to determine if Federal 
Government breached its contract with oil 
firms 7 


CONTRACTS 
See PROCUREMENT 


CORN WET MILLING INDUSTRY 


See EFFLUENT LIMITATION 
GUIDELINES 


CORPS OF ENGINEERS 


Dredge and fill operations 

—Discharges into U.W. waters, regulations 
proposed, text 72, 97; EPA proposes 
guidelines for Corps in carrying out respon- 
sibilities, text 72, 91; environmental groups 
accuse Corps of deliberately misleading 
statements on proposals, ‘‘nationwide scare 
campaign’’ to frustrate cleanup efforts 
charged 145; misunderstanding due to inac- 
curate and misleading press release issued 
by Corps, Train memorandum to chief of 
engineers 203; comment period extended 
359; House Public Works Subcommittee 
sets hearing for interpretation of proposed 
regulations 413; opposition expressed in 
most comments on proposed rules, over- 
view 449; rules under Sec. 404 of FWPCA 
may be achieved without creating severe 
administrative burdens, options under con- 
sideration, testimonies at House Public 
Works Subcommittee 471; further debate 
on proposed rules, testimonies 531 

—Permits, citizens’ suit charging negligent 
damage of natural marine environment, 
permits serve to foreclose recovery for 
public or private injury (DC Md) 7 

—Swampy wetland areas, federal water law 
requires developer to obtain Corps permit 
(DC DC) 69 

—Wetlands activity undertaken without Corps 
permit, restoration ordered (DC Va) 139 

Jurisdiction, see LEGISLATION, FEDERAL, 
HR 7441, HR 7690, S 1796, S 1843, S 1878 

Nuclear power plants on navigable waters, 
memorandum of understanding signed with 
Nuclear Regulatory Commission on regula- 
tion 533 


COURTS 


See following heads: 

—CITIZENS’ SUITS 

—LITIGATION (In General) 

—SUPREME COURT OF THE UNITED 
STATES 


(ER) r, 


D 


DAMS 
See WATER RESOURCES AND SUPPLIES 


DEEPWATER PORTS 
See SHIPS AND BOATS 


DELAWARE 


Air quality implementation plan, proposed 
amendments for complex sources, control 
of odorous emissions, dumps and landfills, 
revision published, text 17, 52 

Natural and Economic Resources Dept., 
areawide waste treatment management 
plan, hearing scheduled on proposed 
management plan, hearing scheduled on 
proposed designation of planning area and 
agency 32 

Natural Resources and Environmental Con- 
trol Dept., state recycling project, hearings 
set 375 


DEPARTMENTS 


See other parts of title and specific subject 
headings 


DETERGENTS 


See also EFFLUENT LIMITATION 
GUIDELINES, subhead: Soap and 
detergent industry 

Phosphate ban, lower court decision up- 
holding Chicago ordinance, Supreme Court 
review denied 199 


DISCHARGE PERMIT PROGRAM 


See WATER QUALITY STANDARDS; 
specific states 


DISTRICT OF COLUMBIA 


Air quality implementation plan, compliance 
schedules approved, EPA 400 


DREDGING 


See also LEGISLATION, FEDERAL, HR 
7441, HR 7690, S 1796, S 1843, S 1878 

Citizens’ suit charging negligent damage of 
natural marine environment, Corps of 
Engineers permits serve to foreclose 
recovery for public or private injury (DC 
Md) 7 

Corps of Engineers regulations for discharge 
of dredge and fill material into U.S Waters 
proposed, text 72, 97; EPA proposes 
guidelines for Corps in carrying out permit 
responsibilities, text 72, 91; environmental 
groups accuse Corps of deliberately mis- 
leading statements on proposals, 
“nationwide scare campaign’’ to frustrate 
cleanup efforts charged 145; misunderstan- 
ding due to inaccurate and misleading press 
release issued by Corps, Train memoran- 
dum to chief of engineers 203; comment 
period extended 359; House Public Works 
Subcommittee sets hearing to investigate 
and clarify proposals 413; opposition ex- 
pressed in most comments on proposed 
rules, overview 449; House Public Works 
Subcommittee hearings on proposed 
regulations, testimonies, EPA statements 
471; further debate on proposed rules, 
testimonies 531 

Florida dredge and fill permits, legislation 
reorganizing state’s environmental agen- 
cies in efforts to expedite applications sign- 
ed by governor, environmental groups com- 
ments 314 


S ER) 


DREDGING—Contd. 


Ocean disposal of dredged materials, adverse 
effects not shown by ongoing research 
programs, beneficial effects suggested, 
Mcintyre, Senate hearings 213 

Swampy wetland areas, federal water law 
requires developer to obtain Corps of 
Engineers permit before conducting 
operations (DC DC) 69 

Wetlands activity undertaken without Corps 
of Engineers permit, restoration ordered 
(DC Va) 139 


ECONOMIC POLICY 


See also BUDGET, U.S. 

Inflation impact statements, EPA options in 
selecting criteria outlined, Alm memoran- 
dum 15 

Pollution control expenditures 

—Budgetary policy alterations urged to 
provide necessary capital to meet federal 
water pollution control requirements, 
Conference Board, Inc. 366 

—Industrial plant closings and curtailments 
due to environmental requirements listed, 
EPA quarterly report to Labor Secretary 
154 


—Industry expenditures for new plants and 
equipment to control pollution, 5.5 percent 
increase in 1974 reported, Commerce Dept. 
survey 143 

—Manpower requirements, impact of expen- 
ditures analyzed, BLS study 18 

—Oil companies, controls to cost less than 
half-cent per gallon, Council on Economic 
Priorities report, industry reaction, Gubrud 
527 


—Pulp and paper industry, cost extimates for 
1976-77, survey 477 

—Scrubbers for controlling sulfur dioxide 
emissions, cost estimates vary widely due 
to differing site conditions and design 
bases, model plants analyzed, EPA con- 
tractor’s report 262 

—Steel industry, cost impact study of en- 
vironmental regulations forecasts expen- 
ditures up to $14 billion by 1983, Arthur D. 
Little, Inc. 134; EPA review of study urged, 
Alm 390 

President Ford’s program to reduce in- 
flationary government regulations, meeting 
with heads of major independent agencies 
planned 17 


EFFLUENT LIMITATION GUIDELINES 


See also ADVISORY COMMITTEES 

Corn wet milling industry, new source stan- 
dard struck down as “arbitrary and 
capricious,’ pretreatment standards also 
invalidated, court declines to review ade- 
quacy of existing source regulations (CA 8) 
137; EPA foresees ruling causing program 
delays and inefficiencies, McDevitt, other 
reactions 196 

Electroplating industry, interim guidelines 
promulgated by EPA, regulations proposed 
requiring application of best available 
technology to existing sources and perfor- 
mance and pretreatment standards for new 
and existing sources, text 22, 54 

Ferroalloy industry, interim limitations and 
standards, comment period extended, EPA 
216 

Fertilizer manufacturing, guidelines amend- 
ed, EPA 403 

Inorganic chemicals industry, EPA an- 
nounces intention to reconsider portion of 
guidelines and standards 23; guidelines for 
certain subcategories amended by interim 
final regulations, text 258, 266; comment 
period extended, EPA 494 
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Nonferrous metals industry, interim final 
guidelines and performance standards, 
comment period extended, EPA 216; 
amendments proposed by EPA by bauxite 
refining and secondary aluminum smelting 
subcategories, text 339, 350 

Oil and grease, EPA reconsidering pretreat- 
ment standards for discharges, data re- 
quested for publicly owned plants and in- 
dustrial users 28 

Petroleum refining industry, amendments for 
five subcategories adopted by EPA 216 

Plastics and synthetics manufacturing, EPA 

’ proposes revision to 1983 limitation and 
new source standards for chemical oxygen 
demand parameter in polypropylene sub- 
category text 212, 238 

Poultry processing, guidelines and perfor- 
mance standards proposed by EPA, text 17, 


35 

Pulp and paper industry developing plans to 
conduct effluent limitations study with 
EPA, comprehensive data based sought, 
Vogt 347, 

Rubber processing industry; amendments to 
guidelines and standards adopted, EPA 34 

Soap and detergent industry, pretreatment 
standards for four subcategories adopted, 
EPA 419 

Timber industry, pretreatment standards 
proposed, guidelines for wood furniture and 
fixture production subcategory adopted by 
EPA, text 310, 324 

Water quality standards revision policy, EPA 
in conflict on how to relate standards to 
effluent limitations, options for clarifying 
relationship offered, draft issue paper 332 

Water utilities response to draft guidelines 
applying to discharges from water treat- 
ment plants 371 


ELECTRIC POWER 


See also ATOMIC ENERGY; UTILITIES 

Air quality, significant deterioration 
regulations may stifle development of large 
electric power plants in Florida, Rogers 
(D-Fla) 367 

Capital costs required to meet Clean Air Act 
sulfur oxide emissions limits at coal-bur- 
ning power plants, EPA increases es- 
timates and assessment of costs for alter- 
native strategies, comparison with industry 
estimates 467 

Environmental regulations, uncertainties seen 
inhibiting expansion of domestic coal 
production, Interior Dept. report 25 

Florida fossil fuel steam generators, hearing 
on nitrogen oxide emissions scheduled, En- 
vironmental Regulation Dept. 534 

Fuel burning sources converting to coal, 
regulations for temporary suspensions and 
compliance data extensions adopted, EPA 
18 

Fuel-switching program under Energy Supply 
and Environmental Coordination Act, FEA 
final impact statement identifies potential 
candidates for coal conversion, economic 
and environmental impacts outlined 24; 
nine Middle Western utilities to be issued 
‘prohibition orders’’ requiring conversion 
to coal, other utilities to be issued notices of 
intent 144; four Middle Atlantic region 
utilities selected as potential candidates, 
hearing scheduled 220 

Natural gas or petroleum burning, procedures 
for prohibiting plants from use, final 
regulations released, Federal Energy 
Admn. 153 

Nebraska proposed power plant, Sierra Club 
suit charging state agency with failure to 
carry out proper preconstruction review 
before issuing out permit, dismissal refused 
(DC Neb) 246 

New source performance standards for coal- 
fired power plants, Navajo suit to require 
stricter standards under Clean Air rejected 
(CA DC) 467 


Sulfur dioxide emissions, industry cites 
economic benefits of intermittent control 
systems, supplementary controls, seen as 
effective as scrubbers, Allen, Senate 
hearings 15 

Thermal pollution in steam electric industry, 
abatement may significantly damage air 
quality, alternative strategies analyzed, 
EPA report 28 

Trace element emissions from power plants, 
EPA seeks contractor to study emissions 
215 

Washington Thermal Power Plant Siting Act 
takes precedence over other state laws re- 
quiring water-use permits, state attorney 
general’s advisory opinion, Gorton 205 

West Virginia power plant’s particulate 
emissions, state’s request for one-year 
postponement of compliance deadlines 
denied by EPA, lack of good faith efforts 
cited, Train 13 


ELECTROPLATING INDUSTRY 


See EFFLUENT LIMITATION 
GUIDELINES 


ENERGY (In General) 


See also specific respources; ENERGY 
RESEARCH AND DEVELOPMENT AD- 
MINISTRATION: FEDERAL ENERGY 
ADMINISTRATION; LEGISLATION, 
FEDERAL, HR 6860, HR 7014 S 594 

Energy Labeling and Disclosure Act passed in 
Senate, provisions 488 

Geothermal resources, second U.N. Sym- 
posium on development and use, potentially 
serious environmental and technical 
problems discussed, speakers 263 

Imports program, FEA draft impact state- 
ment cites adverse environmental effects 
of fee schedule for discouraging imports 
403 

National Energy Fo 
CONFERENCES AND MEETINGS 

NEPA objectives and value relative to 
nation’s energy goals, Fri 365 

Plastics industry policy statement adopted, 
summary of recommendations, SPI annual 
meeting 75 

Recovery systems using solid waste as fuel, 
nine localities awarded.grants, EPA 537 

Steel Industry, energy problems seen inten- 
sified by Government regulations and unin- 
formed demands of extreme environmen- 
talists, Miller, AISI meeting 253 


see 


ENERGY RESEARCH AND DEVELOPMENT 
ADMINISTRATION. 


Breeder reactor demonstration project, delay 
and reduction in fiscal 1976 budget under 
consideration, Rose, House hearings 316 

Contracts, see PROCUREMENT, subhead: 
ERDA 

Liquid-metal fast-breeder reactor, program, 
safety defended in staff analysis of propos- 
ed final impact statement, additional 
hearings scheduled 255 

Low-sulfur liquid production from coal, in- 
dustrial participation in program invited 
214 


ENVIRONMENTAL IMPACT STATEMENTS 


Back Bay National Wildlife Refuge, Interior 
Dept. complies with NEPA in severely 
restricting use of motor vehicles (CA 4) 469 

California railroads, commission’s approval 
of fare increase on commuter line may 
have significant environmental effect, 
preparation of impact a required, 
state Attorney General’s ruling 524 

Chicago’s O’Hare International Aiport held 
in violation of NEPA (DC Ill) 414 


INDEX—SUMMARY — REPORTS 1 through 13 


ENVIRONMENTAL 
—Contd. 


IMPACT STATEMENTS 


comprehensive regional planning by 
Federal Government constitutes major ac- 
tion subject to NEPA requirements (CA 
DC) 355 

Coal mining, Bagge urges NEPA revisions to 
feeb evelopment of western reserves 


) Coal development in Northern Great Plains, 


Federal agencies 

—Inadequate statements requiring modifica- 
tion, list 79, 310 

—Statements submitted, list 24, 79, 151, 208, 
311, 341, 374, 400, 420, 482, 529 

Federal-aid highway projects 

—Appeals court ruling requiring direct 
preparation of statement by federal agency 
rather than perfunctory review and ap- 
peo. Supreme Court review sought 138 

—North Carolina improvement project, con- 
struction enjoined pending preparation of 
adequate statement (DC NC) 247 

—Statement prepared without meaningful 
federal participation, preliminary injunc- 
tion affirmed (CA 2) 337 

Federal Energy Admn. 

—Imports program, adverse environmental 
effects cited by fee schedule designed to 
discourage imports 403 

—Preparation regulations proposed 405 


_ Federal Maritime Commission tariff on Far 
, East Goods shipped to cities along East 
Coast of US., suit alleging NEPA 
__ violations, request for preliminary injunc- 
tion denied (DC DC) 70 
Forest Service enjoined from proposed aerial 
pesticide spraying over Ottawa National 
Forest pending compliance with NEPA (DC 
Mich) 337 
Fuel-switching program under Energy Supply 
5 and Environmental Coordination Act, 
__-~power plants identified as potential can- 
_ didates for coal conversion, FEA final 
statement, economic and environmental 
__ impacts outlined 24 
_ General Services Admn. proposes preparation 
procedures 423 
Hospital corporation held without standing 
under NEPA to contest construction of 
competing hospital, Supreme Court review 
; sought 199; review denied 389 
~ HUD housing project, environmental group’s 
_ suit seeking EPA compliance, lower court 
decision barring award of attorneys’ fees, 
___ Supreme Court review denied 245 
HUD statement on new community develop- 
- ment project financing sufficient even 
__ though based in part on data submitted by 
developer 389 
ICC complied fully with NEPA in considera- 
tion of proposed rate increase for freight 
shipped by railroad (US SupCt) 387 
Liquid-metal fast-breeder reactor program, 
safety defended by Energy Research and 
Development Admn., staff analysis of 
peopesed final statement, additional 
earings scheduled 255; demonstration 
plant, ERDA not required to withdraw 
legislative proposal, revisions insufficient 
to require new and separate statement (DC 
DC) 359 
Livestock grazing, Interior Dept. agrees on 
timetable for assessing local effects, 
provisions of settlement of lawsuit 388 
National Wildlife Refuge System, Interior 
Dept.’s annual budget proposal significant- 
ly affects environment, statement ordered 
) (DC DC) 359 


it 


NEPA objectives and value defended, Fri 365 
Occupational noise, proposed 90 dBA standard 
defended, reduction in hearing losses pro- 
» jected, OSHA draft impact 348 
Off-road vehicles on public lands, Interior 
Dept. regulations governing use violates ex- 
ecutive order and NEPA (DC DC) 69 


ment 


—Offshore California leases, BLM estimates 
of oil spill potential questioned by con- 
tad irm in review of draft statement 


—Separate environmental assessments for 
exploration and development phases of 


drilling proposed, Train 253 


Plutonium waste recycling, Nuclear 
Regulatory Commission delays final deci- 


sion on program pending NEPA 
cost-benefit analysis of alternative 
safeguards 150 

Postal Service proposed vehicle maintenance 
facility, NEPA held applicable, statement 
ruled inadequate (CA 2) 138 

Revenue sharing construction project in 
Pattee N.C., not subject to NEPA (CA 4) 

Supersonic transport aircraft, more suppor- 
ting data on noise and air pollution sought in 
final statement, Train letter to FAA Ad- 
ministrator 258 

Surplus government property sale to power 
company planning to construct nuclear 
power plant on site must be accompanied 
by NEPA impact statement (DC RI) 469 

Symposium on statements, areas needing im- 
provement by federal agencies outlined, 
Baldwin, other Speakers 205 

Timber industry in California exempted from 
environmental impact rules through Jan. 1, 
1976 ... 492 

Uranium enrichment plant electric re- 
quirements, gaseous diffusion technique 
versus gas centrifuge plant, ERDA draft 
statement, summary 422 

Vietnamese refugees, suit seeking halt to in- 
flux into U.S. due to alleged NEPA 
violations, motion for preliminary injunc- 
tion denied (DC Calif) 139 

Washington proposed industrial waste 
management facility, hearing on impact 
statement scheduled, Ecology Dept. 217 


ENVIRONMENTAL PROTECTION AGENCY 


See also ADVISORY COMMITTEES; AP- 
POINTMENTS, PERSONNEL CHANGES; 
specific subject headings 

Appropriations, see CONGRESS, subhead: 
Senate hearings; LEGISLATION, 
FEDERAL, HR 7108, HR 8070 

Civil service personnel laws may have been 
violated during Nixon Admn., citizen’s 
group charges, EPA rebuttal, McDonald 
537 


Contracts, see PROCUREMENT 
Grants, see FINANCING, FEDERAL 
Manpower for state and local environmental 
agencies, agreement signed with Labor 
Dept. to provide qualified personnel under 
Comprehensive Employment and Training 
Act 315 
Memoranda 
—Air Compliance Program Review Group’s 
report approved, Train memorandum 301 
—Automobile certification, expenses 
justified, summary 372 
—Corps of Engineers’ proposed regulation on 
permits for dredge and fill discharges into 
navigable waters, public misunderstanding 
due to inaccurate and misleading press 
release, Train memorandum to chief of 
engineers 203 
—Inflation impact statements, options in 
selecting criteria outlined, Alm memoran- 
dum 15 
—Sewage treatment construction grants 
program 
——Sec. 208 awards should be expedited to 
demonstrate progress to OMB, Agee 
memorandum to regional administrators 
67 
——Secondary environmental effects, con- 
sideration required in reviewing plans, 
Train memo to regional administrators, 
text 357, 381 


Outer Continental Shelf petroleum develop- 


(ER) 9 


Radiation exposure from nuclear power 


plants, protection standards proposed, 
Atomic Industrial Forum comments, sum- 
mary of provisions, text 308, 319 


Regional activity 
—Maine asphalt batching plant’s air 


emissions, Region I office orders installa- 
tion ‘of controls 218 

—Massachusetts firms issued notices of 
violation of exceeding federal air pollution 
regulations, Region I action 528 


—New Hampshire proposed nuclear plant, 


utility’s NPDES permit application, Region 
I issues determinations 532 


—New Jersey township ordered to halt un- 


treated sewage discharges into river, 
Region II action 528 


Regional administrators meeting, items re- 


quiring further action discussed, construc- 
tion grants, air programs, and Safety 
Drinking Water Act included 8 


Research and Development Office, major 


reorganization approved by Administrator 
Train, final staffing decisions still pending 
73 


Solid waste management conference, agency 


acted illegally in paying expenses of state 
government employees, Comptroller 
General’s ruling 531 


Trade secrets and confidential business infor- 


mation in agency’s possession, handling 
regulations proposed, text 203, 222; propos- 
ed regulations for handling confidential in- 
formation revised, text 451, 461 

Transportation and air quality plans, 
guidelines for analyzing consistency issued 
jointly with Federal Highway Administra- 
tion, summary of criteria 314 


F 


FEDERAL AGENCIES 
See specific agencies and departments 


FEDERAL AID 
See FINANCING, FEDERAL 


FEDERAL AVIATION ADMINISTRATION 


Boston’s Logan Airport, FAA enjoined from 
approving airport layout plan oe com- 
pliance with own environmental regulations 
(DC Mass) 414 


FEDERAL ENERGY ADMINISTRATION 


See also ADVISORY COMMITTEES 

Environmental impact statement preparation 
regulations proposed 405 

Fuel-switching program under Energy Supply 
and Environmental Coordination Act, power 
plants identified as potential candidates for 
coal conversion, final impact statement, 
economic and environmental impacts out- 
lined 24; nine Middle Western utilities to be 
issued “‘prohibition orders” requiring con- 
version to coal, other utilities to be issued 
notices of intent 144; four Middle Atlantic 
region utilities selected as potential can- 
didates, hearing scheduled 220 

Petroleum and refined products, FEA alloca- 
tion regulations protested by Assn. of 
Petroleum Re-refiners 452 

Power plants burning natural gas or 
petroleum, procedures for prohibiting use, 
final regulations released 153 


FEDERAL HIGHWAY ADMINISTRATION 


Solid waste and ae seminar, passage 
of major legislation seen unlikely in near 
future, EPA program to focus on current 
status of management, Hickman, other 
speakers 340 
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FEDERAL HIGHWAY ADMINISTRATION 


—Contd. 


Transportation and air quality plans, 
guidelines for analyzing consistency issued 
jointly with EPA, summary of criteria 314 


FEDERAL MARITIME COMMISSION 


Tariff on Far East goods shipped to cities 
along East Coast of U.S., suit alleging 
NEPA violations, request for preliminary 
injunction denied (DC DC) 70 


FEDERAL WATER POLLUTION CONTROL 
ACT 


See WATER QUALITY STANDARDS 


FERROALLOY INDUSTRY 


See EFFLUENT 
GUIDELINES 


LIMITATION 


FERTILIZER MANUFACTURING 


See EFFLUENT LIMITATION 
GUIDELINES 


FINANCING, FEDERAL 


See also LEGISLATION, FEDERAL, HR 78 
Environmental Protection Agency 
—Diagnostic centers using new procedures 
for vehicle exhaust emission inspections to 
be funded by grants from EPA and National 
Highway Traffic Safety Admn. 379 
—Energy recovery systems using solid waste 
as fuel, nine localities awarded grants 537 
—General policy and procedure requirements 
for all grants, final regulations adopted 143 
—Grants assistance awards reported for first 
half of FY 1975, NTIS 375 
—Grants awarded to state and local 
governments and universities during 
March, summary 34 
.—Massachusetts awarded grant to support 
state’s air pollution control program during 
FY 1976... 489 
—Sewage treatment 
——Areawide management planning, Sec. 208 
grant awards should be expedited to 
demonstrate progress to OMB, Agee 
memorandum to regional administrators 
67 


——Federal water law’s provisions, five issue 
papers on possible legislative 
amendments issued, modification of con- 
struction grants program and other areas 
discussed, text 243, 288; EPA public 
hearing, reduced federal funding for 
sewage treatment construction grants 
opposed, other issues addressed 393 

——Humphrey (D-Minn) scores EPA for 
slowness in obligating funds 334 

——Institutional requirements and EPA plans 
and specifications seen prohibiting com- 
pliance with federal water law goals 
within established time period, 
preliminary draft report prepared for 
National Commission on Water Quality 
299 


——Local governments blamed for slowdown 
in flow of funds for construction grants 
program, Train, Senate hearing 141 

——Matich charges mishandling of construc- 
tion grants program 476 

——Monthly obligation rate during first 11 
months of FY 1975, summary of fact 
sheet on grants programs 415 

——National Utility Contractors Assn. report 
on construction grants program describ- 
ed by EPA as ‘‘worthwhile,”’ differences 
with specific recommendations outlined, 
analysis 148; Construction Grants Ad- 
visory Group formed as outgrowth of 
recommendation, ad-hoc industry group 
to advise EPA on grants program 204 
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——Negative declarations, waiver of 15 
working-day waiting period announced 


—Office of Management and Budget re- 
quested to approve 500 additional 
positions to help manage construction 
grants program, Train 5 
——Personnel, 300 additional positions 
authorized in FY 1976 to strengthen 
program 479 
——Procurement by grantees, amendments 
to general grant regulations proposed, 
fixed price type as preferred type of 
negotiated contract, text 143, 170; com- 
ment period extended due to public confu- 
sion over intent of rules 341; consulting 
engineering subagreements, interim 
guidance memorandum defining policy 
and procedures issued 470; proposals 
criticized for causing administration dif- 
ficulties and delays in program, Johnson, 
other comments 515 
——Regional obligations for March and April, 
regions $20 million short of meeting 
agency’s quotas, list of actual and assign- 
ed quotas 201; $658 million awarded dur- 
ing May 339 
——Resource and management problems 
seen endangering physical and en- 
vironmental integrity of municipal con- 
struction grants program, special task 
force report issued, major actions 
recommended, text 331, 349 
——Secondary environmental effects, con- 
sideration required in reviewing con- 
struction plans, Train memorandum to 
regional administrators, text 357, 381 
——Value analysis recommended to ensure 
facilities are constructed at lowest costs, 
Comptroller General’s report to 
Congress 208 
—Solid waste management grants, EPA’s 
plans to discontinue support opposed 416 

—State public water system programs, draft 
regulations for federal grants circulated, 
text 133, 167 

National Oceanic and Atmospheric Ad- 

ministration 
—Coastal zone management programs, in- 
terim regulations for allocating ad- 
ministrative grants to states and guidelines 
for allocating development grant funds 
adopted 316 

National Science Foundation 

—Recovered materials in manufacturing, 
grant to identify impediments to use award- 
ed to National Center for Resource 
Recovery 75 


FISH AND WILDLIFE 


Coyote damage to livestock, President Ford 
amends executive order to permit ex- 
perimental use of sodium cyanide, en- 
vironmental groups comment 524 

i fish toxicant regulations, hearings set 

Marine Mammal Protection Act of 1972, third 
annual report to Congress on administering 
law published, Commerce Dept. 538 

National Wildlife Refuge System, Interior 
Dept.’s annual budget proposal significant- 
ly affects environment, impact statement 
ordered (DC DC) 359 

Oil spills, effects on marine life to be studied 
under new technique, Skidaway Institute of 
Oceanography 75 


FLORIDA 


Dredge and fill permits, legislation reorganiz- 
ing state’s environmental agencies in ef- 
forts to expedite applications signed by 
governor, environmental groups comment 


314 
Environmental Regulation Dept., nitrogen ox- 
ide emissions from fossil fuel steam 


generators, hearings scheduled on further 
monitoring, study, and evaluation 534 
Pollution Control Dept., thermal discharges, 
hearing scheduled to consider amendments 
on applicability of mixing zones to non- 
recirculated discharges 344 
Sulfur dioxide emissions from existing fossil 


fuel steam generators, implementation 
date for state standards extended 379 


FLUOROCARBONS 
See CHEMICALS AND CHEMICAL IN- 
DUSTRY 


FORESTS 


See also EFFLUENT LIMITATION 
GUIDELINES, subhead: Timber industry 

Environmental Improvement Awards for 
forest management program announced, 
American Paper Institute 421 

Ottawa National Forest, Forest Service en- 
joined from proposed aerial pesticide 
spraying pending compliance with NEPA 
(DC Mich) 337 


GASOLINE 
See MOTOR VEHICLES 


GENERAL ACCOUNTING OFFICE 


Great Lakes Water Quality Agreement, EPA 
and Canada should explore possible expan- 
sion of joint research program, report to 
Congress 29 

Uranium mill tailings, assessment of respon- 
sibility for monitoring and control 
programs recommended, report to 
Congress 257 

Waste treatment plants, potential savings 
from value analysis projected, contractor’s 
study 153; EPA urged to incorporate value 


analysis in construction grants program, — 
Comptroller General’s report to Congress — 
208 


GENERAL SERVICES ADMINISTRATION 


Environmental impact statement preparation 
procedures proposed 423 


GEOLOGICAL SURVEY 


Contracts, see PROCUREMENT 

Outer Continental Shelf 

—Amendments to OCS Lands Act proposed, 
comments invited 31 

—Petroleum operations, National Research 
Council’s third report on safety guidelines 
available 31 


GEORGIA 


Air quality implementation plan, U:S. 
Supreme Court decision permitting state to 
grant minor variances, questions of 
technological and economic feasibility left 
unanswered, other issues raised by ruling, 
analysis 12; compliance schedules for 171 
sources approved, EPA 17; proposed 
revisions approved by EPA 208; EPA 
proposes approval of revised compliance 
schedules, text 422, 426; approval of 
revisions proposed, EPA 452 

Natural Resources Dept., modifications to air 
quality control regulations to be con- 
sidered, hearing scheduled 217, 344 


F 
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( 


inal 
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Pesticides, approval of state plans for cer- 
tification of commercial and private 
applicators of restricted-use pesticides re- 
quested of EPA 423 


GRANTS 
See FINANCING, FEDERAL 


H 


HAWAII 


Urban growth, legislatively enforced policy 
signed by governor as amendments to state 
land use law 341 

Water quality, variance provisions of state 
brought into compliance with FWPCA 
provisions 494 


HIGHWAYS 
Federal-aid projects 


—Appeals court ruling requiring direct 
preparation of impact statement by federal 
agency rather than perfunctory review and 
approval, Supreme Court review sought 138 

—Impact statement prepared without 
meaningful federal participation, 
preliminary injunction affirmed (CA 2) 337 

—New Orleans, La., dismissal of environmen- 
tal group’s attempt to block construction 
reversed (CA 5) 469 

—North Carolina improvement project, con- 
struction enjoined pending preparation of 
adequate impact statement (DC NC) 246 

Huntingdon, W.Va., authorization to construct 
highway bridge through public parklands 
overturned (CA 4) 414 


HOUSING AND URBAN DEVELOPMENT 
DEPARTMENT 


_ | Areawide waste treatment management plan- 


ning, agreement to coordinate programs 
with EPA reached, consideration of land 
use issues planned 257 


| New community development project finan- 


cing, environmental impact statement suf- 
ficient even though based in part on data 
submitted by developer, Supreme Court 
review denied 389 


IDAHO 


Air quality implementation plan, notice 
proposing disapproval of sulfur oxide emis- 
sion regulation, comment period extended, 
EPA 208; EPA delegates to state authority 
to implement and enforce standards fo per- 
formance for new stationary sources 401 


ILLINOIS 


Chicago agrees to recycle 350 million steel 
cans annually 453 : 

Chicago’s O’Hare International Airport held 
in violation of NEPA, suit stands against 
FAA and CAB by state (DC Ill) 414 


_ Environmental Protection Agency, coal 


recovery facility charged with permit viola- 
tion 218 

Pollution Control Board 

—Fish toxicant regulations, hearings set 375 

—Sulfur dioxide emissions standards, 
hearings on proposed amendments schedul- 
ed 82 


Timberline Acres Water Assn. charged with 
operating public water supply without 


proper certification and failure to submit 
samples for bacteriological analysis, state 
EPA 418 


IMPACT STATEMENTS 


See ENVIRONMENTAL 
STATEMENTS 


IMPACT 


IMPORTS 


Federal Maritime Commission tariff on Far 
East goods shipped to cities along East 
Coast of US., suit alleging NEPA 
violations, request for preliminary injunc- 
tion denied (DC DC) 70 

—Fee scheduled designed to discourage oil 
imports, FEA predicts adverse en- 
yanonmertal effects in impact statement 

03 

Motor vehicles, EPA adopts regulations for 
importing catalytic converter-equipped 
motor vehicles, technical amendments to 
clarify and standardize test procedures, 
EPA 422; converters on American or 
foreign cars driven outside U.S., Canada or 
Mexico must be replaced before vehicle is 
imported into U.S., EPA 485 


INDIANA 


Air Pollution Control Board, ambient air 
quality concentrations, hearing scheduled 
on proposed amended regulations 260, 405 

Air quality implementation plan, EPA pro- 
poses revisions for stationary sources, 
and other controls, 81 counties found ap- 
provable on preliminary basis for sulfur 
dioxide classifications, text 80, 90 


INDUSTRY (in General) 


See also specific subject headings 

Blue Rock Industries, Maine, asphalt 
batching plant to install air pollution con- 
trol equipment to meet state and federal 
regulations, consent agreement with EPA 
253 

Cement industry status in converting from 
petroleum and natural gas to coal 368 

Drug manufacturers ordered to submit listing 
of all products containing flurocarbon 
propellants, FDA 486 

Effluent limitation guidelines, see 
EFFLUENT LIMITATION GUIDELINES 

H.E. Sargent Co., Maine, asphalt batching 
plant’s air emissions, EPA Region One of- 
fice orders installation of control equip- 
ment 218 

IT&T Corp., R.I., atmospheric concentration 
of vinyl chloride to be measured by EPA as 
part of monitoring program, McGlennon 


155 

Pest control techniques, EPA/NBS award 
contract to investigate federal incentives 
for stimulating private industry research 
378 


Plant closings and curtailments due to en- 
vironmental control requirements listed, 
EPA quarterly report to Labor Secretary 
154 


Plastics industry, energy policy statement 
adopted, summary of recommendations, 
SPI annual meeting 75 

Pollution control expenditures, 5.5 percent in- 
crease in 1974 reported, Commerce Dept. 
survey 143 

SEC corporate disclosure rules for en- 
vironmental and other socially significant 
data, National Assn. of Manufacturers op- 
poses proposed rules, other comments 18; 
mandatory disclosure of pollution control 
activities supported, Nader, other 
testimonies 74 

Timber industry in Calif. exempted from en- 
vironmental impact rules through Jan. 1, 
1976... 492 


(ER) 11 


Wyoming Industrial Development Informa- 
tion and Siting Act enacted, requirements 
377 


INFORMATION 


See also PUBLICATIONS AND REPORTS 

Chemical products, Consumer Product Safety 
Commission order requiring manufacturers 
to submit data on product contents rescind- 
ed pending GAO approval 74; industry com- 
ments criticize questionnaire as un- 
reasonable and unnecessary 344 

Trade secrets and confidential business infor- 
mation in EPA’s possesion, handling 
regulations proposed, text 203, 222; EPA 
revises proposed regulations for handling 
confidential information, text 451, 461 


INORGANIC CHEMICALS INDUSTRY 


See EFFLUENT LIMITATION 
GUIDELINES 


INTERIOR DEPARTMENT 


See also internal bureaus and agencies 

Appointments, see APPOINTMENTS, 
PERSONNEL CHANGES 

Coal production, uncertainties in environmen- 
tal regulations for electric power industry 
seen inhibiting expansion, report 25 

Coal slurry pipelines, regulations on issuance 
of certificates, Congress urged to require 
Dept.’s consultation with EPA, Greeen, 
House hearings 33 

Contracts, see PROCUREMENT 

National Wildlife Refuge System, annual 
budget proposal significantly affects en- 
vironment, impact statement ordered (DC 
DC) 359 

Off-road vehicles on public lands, regulations 

overning use violates executive order and 

NEPA (DC DC) 69 


INTERNAL REVENUE SERVICE 


Paper mill recovery boilers, replacement 
boilers do not qualify as “‘air pollution con- 
trol facility” 534 

Solid waste disposal facilities, industrial 
development bonds, temporary regulations 
issued 399 


INTERNATIONAL AFFAIRS 


Europes industrial belt, air pollution subjec- 
ting Scandinavia to damages of ‘‘acid rain,” 
effects on water system, soil and forest 
growth cited, Oden 144 

Great Lakes 

—Asbestos in drinking water supplies, 
knowledge of public health aspects inade- 
quate, advisory board’s report to Inter- 
national Joint Commission 29 

—Water Quality Agreement, EPA and Canada 
should explore possible expansion of joint 
research program, GAO report 29 

Vietnamese refugees, suit seeking halt to in- 
flux into U.S. due to alleged NEPA 
violations, motion for preliminary injunc- 
tion denied (DC Calif) 139 


INTERSTATE COMMERCE COMMISSION 


Railroad freight rates 

—Increases, ICC proposes ‘‘no suspend zone”’ 
rule for increases of 5 percent or less, 
Institute of Scrap Iron and Steel opposition, 
Cutler 526 

—Recycled materials, proposed increases op- 
posed by ISIS and NARI, comments filed 
318; ISIS filed petition for reconsideration 
of ICC increase 390 


12, ‘(ER) 


INTERSTATE COMMERCE COMMISSION 
—Contd. 


Railroad freight rates—Contd. 


—Rate increases, ICC compiled fully with 
NEPA in consideration of proposals (US 
SupCt) 387; ISIS and NARI express disap- 
pointment over ruling 452 

Recycling of scrap material, Institute of 
Scrap Iron and Steel requests Commission 
to simplify proposed certification re- 
quirements 254 


IOWA 


Air quality implementation plan, proposed 
compliance scheduled approved by EPA 
208; EPA proposes approval of submitted 
compliance schedules, text 314, 326; ap- 
proval of revised and new compliance 
schedules proposed, text 530, 539 


J 


JOURNAL 


Congress 63, 96, 191, 239, 264, 327, 351, 383, 
407, 439, 463, 495, 543 

Executive branch 63, 96, 191, 240, 264, 327, 
352, 384, 407, 439, 463, 495, 543 

Local government 192, 464 

Meetings scheduled 63, 240, 328, 408, 440, 
464, 496, 544 

State government 96, 192, 240, 327, 352, 384, 
408, 440, 464, 496, 544 


K 


KANSAS 


Air quality implementation plan, EPA ap- 
proves some compliance schedules, other 
schedules disapproved for extending beyond 
attainment date, text 208, 237; approval of 
portions of revised compliance schedules 
proposed, text 530, 540 


KENTUCKY 


Air quality implementation plan, compliance 
schedules approved, EPA 489 

Solid waste regulations amended to require 
landfill permit applicants to show financial 
responsibility with prepaid bond, other 
changes 423 


LABELING 


See also LEGISLATION, FEDERAL, HR 
7014 

Automobile voluntary fuel economy labeling 
program procedures for 1976 models an- 
nounced, EPA/FEA 399 

Energy Labeling and Disclosure Act passed in 
Senate, provisions 488 


LABOR DEPARTMENT 


See also LABOR STATISTICS, BUREAU OF; 
OCCUPATIONAL SAFETY AND HEALTH 
ADMINISTRATION 

Manpower for state and local environmental 
agencies, agreement signed with EPA to 
provide qualified personnel under Com- 
prehensive Employment and Training Act 
315 


LABOR STATISTICS, BUREAU OF 


Federal pollution control and abatement ex- 
penditures, impact on manpower re- 
quirements analyzed, study 18 
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LAKES AND RIVERS 


(Includes bodies of water, e.g. bays) 

See also RIVER BASINS 

Great Lakes 

—Asbestos in drinking water supplies, know- 
ledge of public health aspects inadequate, 
advisory board’s report to Internal Joint 


Commission 29 


—Water Quality Agreement, EPA and Canada 
should explore possible expansion of joint 
research program, GAO report 29 

Lake Superior, Reserve Mining Company’s 
taconite discharges, court order requiring 
on-land disposal site, EPA task force to 
monitor compliance, list of panel members 
317 


Little Miami River ruled navigable river held 
in trust by state for interests of citizens, 
concrete firm ordered to remove causeway 
(Ohio CtApp) 199 

Lower Connecticut River, National Commis- 
sion on Water Quality conducting en- 
vironmental site assessment, study in- 
dicates best available technology needed to 
significantly improve river and tributaries, 
staff comments 13 

Mississippi River, proposed designation of 
Minn. Corridor as critical area, hearings 
scheduled, Environmental Quality Council 
33; state Metropolitan Council urges gover- 
nor to designate entire corridor as critical 
area 81 - 

New River hydroelectric dam project, N.C. 
suit to block construction and other 
development dismissed (DC NC) 139 

Santa Barbara Channel oil drilling, U.S. Court 
of Claims to examine papers of former 
President Nixon to determine if Federal 
Government breached its contract with oil 
firms 7 

St. George Creek, Md., citizens’ suit charging 
negligent damage of natural marine en- 
vironment, Corps of Engineers’ dredge and 
fill permits serve to foreclose recovery for 
public or private injury (DC Md) 7 


LAND MANAGEMENT, BUREAU OF 


Advisory boards on resource matters and use 
of public lands, guidelines adopted for crea- 
tion and composition 373 

Contracts, see PROCUREMENT 

Outer continental shelf oil leasing 

—North Atlantic OCS, nominations for leasing 
requested 380 

—Oil spill potential from offshore California 
leases questioned by consulting firm in re- 
view of draft impact statement 154 

—Sales through 1978, proposed schedule up- 
dated and revised 404 


LAND USE 
See also LEGISLATION, FEDERAL, HR 
3510, S 984 

American Law Institute adopts Model Land 
Development Code for use by states and 
municipalities in comprehensive planning, 
summary of provisions 254 

Areawide waste treatment management plan- 
ning, Housing and Urban Development 
Dept. and EPA reach agreement on coor- 
dinating programs, consideration of land 
use issues planned 257 

Hawaii urban growth policy established, 
amendments to state land use law signed by 
governor 341 

New Jersey rules applicable to delineated 
eee revisions adopted, Environ- 
mental Protection Dept. 344 

Public lands, Interior Dept. regulations 
governing use of off-road vehicles violates 
executive order and NEPA (DC DC) 69 

Residential property values, effects of air and 
noise pollution abatement outlined, 
Transportation Dept. study 211 


Wetlands 

—Dredge and fill activity undertaken without 
Corps of Engineers permit, restoration 
ordered (DC Va) 139 

—Transportation facilities policies adopted, 
DOT 416 

Wyoming legislation establishing state com- 
mission signed by governor, planning by 
state and local jurisdictions required 263 


LEGISLATION, FEDERAL 
See also CONGRESS 
HJRes 
are per eens Employment Appropriations 
c 


—Passed by House and Senate, provisions 380 
HR 


25, Strip mining 

—Compromise bill approved by House and 
Senate conferees, provisions similar to 
measure approved by Congress last year, 
comments and reactions 5; compromise 
passed by Congress, presidential veto ex- 
pected, Udall (D-Ariz) predicts Congress 
would vote to override 70; Udall defends 
compromises made in conference com- 
mittee 75; opponents move to exert 
legislative pressure to deter President from 
veto 142; vetoed by President, loss of jobs 
and coal production cited, House backers 
postpone override vote 195; FEA’s en- 
vironmental. advisory committee terms 
veto ‘‘outrageous,’’ House supporters 
schedule hearing to discuss stated bases for 
veto 252; hearing held, Administration 
spokesmen defend projections of impacts, 
testimonies 303; veto narrowly sustained 
by House, supporters threaten to attach bill 
as rider to another measure 332 


78, Small Business Investment Act, amend- 
ment 

—Bill to create pollution control financing 
program for small firms, SBA opposition, 
Kleppe, other testimonies, House Small 
Business Subcommittee 525 


1514, State air quality implementation plans 

—Bill to remove EPA authority for approving 
land use and transportation controls, 
Chamber of Commerce support, Knight 
statement 365 


3118, Ozone protection 

—Rogers (D-Fla) and Esch (R-Mich) bill to 
ban use of chlorofluoromethanes in aerosol 
spray containers, testimonies, House 
Science and Technology Subcommittee 210 


3510, Land use 

—Reported by House Interior Subcommittee, 
markup scheduled by full Committee 4; 
Udall (D-Ariz) predicts committee passage 
by slim margin 75; motion to table bill 
defeated, markup begun, minor 
amendments adopted 141; Interior Com- 
mittee completes markup, provisions and 
outlook 445; defeated by House Interior 
Committee 467 


3916, Ozone protection 

—Aspin (D-Wis) bill to ban use of 
chlorofluoromethanes in aerosol spray con- 
tainers, testimonies, House Science and 
Technology Subcommittee 210 


4481, Emergency Employment Ap- 
propriations Act 

—Passed by Senate, additional $5.3 billion for 
fiscal 1975 proposed to accelerate existing 
programs and encourage employment in 
conservation, funding breakdown 204 


4652, Ozone protection 

—Teague (D-Tex) bill authorizing NASA to 
conduct comprehensive research and 
monitoring program of upper atmosphere, 
testimonies, House Science and Technology 
Subcommittee 210 
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LEGISLATION, FEDERAL—Contd. 
HR—Contd. 


4952, Pesticides 

—Roncalio (D-Wyo) bill to fulfill EPA cer- 
tification requirements for private 
applicators through use of ‘‘self-cer- 
tification’ form, testimonies, House 
Agriculture Cominittee 202 

5247, Public works 

—Passed by House and sent to Senate, $5 
billion authorized for state and local 
governments in grants for public works 
projects 205 

5272, Noise Control Act, amendment 

—Rooney (D-NY) bill to authorize additional 
funds and extend Act through fiscal 1977, 
defeated by House under rules requiring 
two-thirds vote for passage 152; bill cleared 
by Rules Committee, House floor action 
scheduled 348 

5675, Small Business Act 

—Amendment proposed to authorize SBA 
assistance for dairy ranchers to comply 
with FWPCA 379 

5710, Ocean dumping regulation 

—Fiscal 1976 funding bill for combined 
programs of EPA, Corps of Engineers, and 
Coast Guard, $1.5 million request seen in- 
adequate, Kamlet, other testimonies, 
House Merchant Marine Subcommittee 32 

6218, Outer Continental Shelf 

—Bill to transfer OCS responsibilities from 
Interior Dept. to NOAA and Coast Guard 
and establish management policy, Ad- 
ministration spokesmen oppose new legisla- 
tion, delay in development foreseen, Mor- 
ton, other testimonies, House Select Com- 
mittee 360 

6387, Federal Insecticide, Fungicide, and 
Rodenticide Act, appropriations 

—Three-month authorization bill reported out 
by House Agriculture Committee, Quarles 
testifies on state certification, fire-ant 
program, and other areas 338; passed in 
House, provisions 365, 388 

6860, Energy conservation and conversion 

—Approved by House Ways and Means 
Committee, floor action delayed until after 
Memorial Day recess due to controversial 
provisions to increase federal gasoline tax- 
es, environmentalists oppose provisions 
217; passed in House,Senate Finance Com- 
mittee hearings set, provisions 400; 
automobile industry testifies that man- 
datory fuel-economy provisions could 
‘‘backfire’’ through increased cost to con- 
sumers 476; Senate Finance Committee 
urged to reinstate recycling tax credit 
deleted from House-approved bill, 
Gershowitz, other testimonies 526 

7014, Energy Conservation and Oil Policy Act 
of 1975 

—Jeffords (R-Vt) to offer amendment to 
labeling provisions to require energy ef- 
ficiency labels for all beverage containers 


536 

7108, EPA Office of Research and Develop- 
ment budget, FY 1976 

—Passed in House, breakdown of allocations 
474 

7229, Toxic substances 

—Eckhardt (D-Tex) bill, House Commerce 
Subcommittee on Consumer Protection and 
Finance hearings, Peterson testimony, 
provisions 424; Interstate and Foreign 
Commerce Subcommittee hearings, 
testimonies 480 

7441, Federal Water Pollution Control Act 
amendments ve 

—Long (D-La) bill, provisions limiting 
jurisdiction of Corps of Engineers 413 

7548, Toxic substances 

—House Commerce Subcommittee on Con- 
sumer Protection and Finance hearings, 
Peterson testimony, provisions 424; 
Interstate and Foreign Commerce Subcom- 
mittee hearings, testimonies 480 


7664, Toxic substances 

—House Commerce Subcommittee on Con- 
sumer Protection and Finance hearings, 
Peterson testimony, provisions 424; 
Interstate and Foreign Commerce Subcom- 
mittee hearings, testimonies 480 

7690, Federal Water Pollution Control Act 


amendments 

—Cochran (R-Miss) and Breaux (D-La) bill, 
provisions limiting Corps of Engineers 
jurisdiction 413 

8070, Appropriations, FY 1976 

—EPA and CEQ appropriations, passed in 
House, breakdown 388 


s 


7, Strip mining 

—Compromise bill approved by House and 
Senate conferees, provisions similar to 
measure approved by Congress last year, 
comments and reactions 5 

391, Coal leasing 

—Approved by Senate Interior Committee, 
provisions governing permits and reclama- 
tion practices on federal lands added, strict 
controls on strip and deep-mined coal 
operations authorized 530 

586, Coastal Zone Management Act, 
amendments 

—Passed by Senate and sent to House, 
research and technical assistance funds 
provided to coastal states in planning and 
controlling effects of energy resource 
development 521 

594, Energy Independence Act 

—Emissions standards proposed through 1981 
based on modified revision of California 
standards 411 

776, Toxic substances 

—Tunney (D-Calif) bill, EPA estimates con- 
trols will cost industry from $80 to $140 
million annually, differences from Dow 
Chemical Company’s estimates outlined, 
Train letter 3; House companion measures 
introduced 424 

984, Land use 

—Business and environmental groups 
generally support bill, testimonies, Senate 
Interior Subcommittee 33; Interior Com- 
mittee markup set 467 

1703, Strip mining 

—Metcalf (D-Mont) bill to suspend Interior 
Secretary’s authority to lease federal coal 
lands until enactment of federal strip min- 
ing statute 142 

1796, Federal Water Pollution Control Act 
amendments 

—Buckley (Cons-R-NY) bill, Corps of 
Engineers jurisdiction provisions 413 

1843, Federal Water Pollution Control Act 
amendments 

—Dole (R-Kans) bill, Pe limiting 
jurisdiction of Corps of Engineers 413 

1878, Federal Water Pollution Control Act 
amendments 

—Tower (R-Tex) bill, provisions for limiting 
Corps of Engineers jurisdiction 413 

1883, Automobile Fuel Economy Act 

—Passed in Senate, provisions 493 


LITIGATION (In General) 


See also CITIZENS’ SUITS; SUPREME 
COURT OF THE UNITED STATES 


Alabama coke firm charged with coal dis- 
charges into creek, state agency’s suit settl- 
ed, firm agrees to institute clean-up 
measures and pay penalty 253 


Alaska transportation control plan for Fair- 
banks area, specific strategies remanded to 
EPA for further consideration, court to 
review constitutional aspects of controls 
(CA 9) 6 

Asbestos emission standard under Clean Air 
Act held not unconstitutionally vague, 
defendants’ motion to dismiss criminal 
proceedings rejected (DC La) 69 


(ER) 13 


Back Bay National Wildlife Refuge, Interior 
Dept. complies with NEPA in severely 
restricting use of motor vehicles (CA 4) 469 

Boston’s Logan Airport, FAA enjoined from 
approving airport layout plan pending com- 
pliance with own environmental regulations 
(DC Mass) 414 

California lead content restrictions on gas- 
oline, authority to limit use rests with state 
Air Resources Board rather than local 
pollution control districts (Calif SupCt) 305 

Chicago’s O’Hare International Airport held 
in violation of NEPA, suit stands against 
FAA and CAB by state of Illinois (DC Ill) 


414 

Chrysler Corp. allegedly manufactured 5,000 
1974-model automobiles with incorrect 
emission controls, EPA requests Justice 
Dept. action 446 

Clean Air Act 

—Enforcement procedures, issuance of notice 
of violation cannot be reviewed directly in 
oe appeals court pursuant to Sec. 307 (CA 

389 

—New source performance standards for 
coal-fired power plants, Navajo suit to re- 
quire stricter standards rejected (CA DC) 

67 


—Pending litigation challenging Act may be 
affected by Attorney General Levi’s con- 
gressional testimony questioning con- 
Stitutionality, Justice Dept. brief filed 522 

Colorado roofing firm’s smoke emission, civil 
penalty assessed for violation of state stan- 
dards (DC Colo) 529 

Corn wet milling industry, EPA new source 
effluent standards struck down as “‘ar- 
bitrary and capricious,’ pretreatment stan- 
dard also invalidated, court declines to 
review adequacy of existing source 
regulations (CA 8) 137; EPA foresees rul- 
ing causing program delays and inefficien- 
cies, McDevitt, other reactions 196 

Dredge and fill activity in wetlands under- 
taken without Corps of Engineers permit, 
restoration ordered (DC Va) 139 

Federal-aid highway near New Orleans, dis- 
missal of environmental group’s attempt to 
block construction reversed (CA 5) 469 


Federal Maritime Commission tariff on Far 
East goods shipped to cities along East 
Coast of U.S., suit alleging NEPA viola- 
tions, request for preliminary injunction 
denied (DC DC) 70 

Forest Service enjoined from proposed aerial 
pesticide spraying of Ottawa National 
Forest, compliance with NEPA ordered 
(DC Mich) 337 

Gasoline lead content, EPA regulations re- 
quiring gradual phase-out will not be 
enforced until pending lawsuit is resolved 15; 
appeals court grants petition for rehearing, 
oral arguments scheduled, supplemental 
briefs filed 140; effects of lead additives 
argued before court, summary 306 

Highway bridge construction through hee 
lic parklands in Huntingdon, W.Va., 
authorization overturned (CA 4) 414 

Little Miami River ruled navigable river 
held in trust by state for interests of 
citizens, concrete firm ordered to remove 
causeway (Ohio CtApp) 199 


Livestock grazing, Interior Dept. agrees to 
timetable in preparing environmental im- 
pact statements as part of settlement of 
lawsuit 388 


Louisiana’s application to use DDT to con- 
trol tobacco budworm, suit challenging 
EPA refusal, court ruled lacking juris- 
diction to hear case (DC La) 7 


New Orleans automobile dealer charged with 
emission system tampering, consent agree- 
ment entered with Justice Dept., dealer 
agrees to pay civil penalties (DC La) 528 

New River hydroelectric dam project, N.C. 
suit to block construction and other develop- 
ment dismissed (DC NC) 139 
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LITIGATION (In General)—Contd. 


New York 

—Condominium development’s NPDES per- 
mit, suit challenging issuance dismissed 
(DC NY) 199 é. 

—Power firm indicted by grand jury for viola- 
ting state smoke emission control regula- 
tions 246 

North Carolina federal-aid highway improve- 
ment project, construction enjoined pend- 
ing preparation of adequate impact state- 
ment (DC NC) 246 

Peabody Coal challenge to EPA approval of 
discharge permit program for Ohio barred 
by late filing of petition (CA 6) 469 

Pennsylvania Power Co.’s steam boilers, court 
order requiring compliance with sulfur 
dioxide limitations, lower courts’ refusal to 
issue contempt order for good faith non- 
compliance affirmed (Pa SupCt) 68 

Portland cement piants, EPA new source per- 
formance standards for new or modified 
plants upheld (CA DC) 245 

Reserve Mining Co. given reasonable time to 
abate discharges of taconite tailings and 
air emissions (CA 8), Justice Dept. will 
not appeal ruling 413 

Revenue sharing construction project in Dur- 
ham, N.C., not subject to NEPA review (CA 
4) 414 

Santa Barbara Channel oil drilling, U.S. 
Court of Claims to examine papers of 
former President Nixon to determine if 
Federal Government breached its con- 
tract with oil firms 7 

Significant deterioration of air quality, EPA 
prevention regulations, challenging peti- 
tions consolidated for review in CA DC 358 

Surplus Government property sale to power 
company planning to construct nuclear 
power plant on site must be accompanied 
by NEPA impact statement (DC RI) 469 


LOUISIANA 


DDT, state’s application for use in control- 
ling tobacco budworm, suit challenging 
EPA refusal, court ruled lacking jurisdic- 
tion to hear case (DC La) 7; Dept. of 
Agriculture applies to EPA for experimen- 
tal use permit using DDT formulation to 
suppress tobacco budworm 491 

Federal-aid highway near New Orleans, dis- 
missal of environmental group’s attempt to 
block construction reversed (CA 5) 469 


M 


MAINE 


Asphalt batching plant in violation of state air 
pollution control regulations, firm agrees to 
install equipment to meet state and federal 
rules, EPA 253 

D.S.B. Enterprises of Lewistown assessed 
civil penalty for water quality standards 
violations, EPA 377 

Environmental Protection Dept., sulfur con- 
tents restrictions imposed on industrial 
grade fuel oil in Portland area 315 

Open burning law, revisions signed by gover- 
nor, limiting conditions imposed 533 

Oxford Paper Co. ordered to install air pollu- 
tion control equipment at paper mill in 
Rumford, EPA 489 


MANAGEMENT AND BUDGET, OFFICE OF 


Sewage treatment construction grants 
program, EPA requests approval of 500 ad- 
ditional positions, Train 5 


MANPOWER 


See also LEGISLATION, FEDERAL, HR 
4481, HR 5247, HJRes 499 
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EPA construction grants program, 300 ad- 
ditional positions authorized in FY 1976 to 
strengthen program 479 

EPA economic dislocation early warning 
system report for first quarter of 1975, 
summary 490 

Federal pollution control and abatement ex- 
penditures, impact on manpower re- 
quirements analyzed, BLS study 18 

State and local enfironmental agencies, EPA 
and Labor Dept. sign agreement aimed at 
providing qualified personnel under Com- 
prehensive Employment and Training Act 
315 


MARINE AFFAIRS 


See CONTINENTAL SHELF; OCEANS; 
SHIPS AND BOATS 


MARYLAND 


Air quality implementation plan, proposed 
revision to grant exception to Bethlehem 
Steel plant from process weight regulations 
and testing procedures programs, com- 
ments requested, text 17, 53 

Coastal Facilities Review Act signed 
prohibiting construction on coastal areas 
without specific permit 374 

Health and Mental Hygiene Dept., air pollu- 
tion control regulations, hearings on 
proposed amendments scheduled 33 

Natural Resources Dept., wasterwater dis- 
chargers, hearings on industry requests for 
state discharge permits scheduled 260, 344 

Prince George’s County water and sewerage 
plan, bill authorizing county to initiate an- 
nual revisions signed by governor, 
provisions 316 


MASSACHUSETTS 


Air pollution control program, EPA grant 
awarded for FY 1976 support 489 

Boston’s Logan Airport, FAA enjoined from 
approving layout plan pending compliance 
with own environmental regulations (DC 
Mass) 414 

Transportation control plan amendments 
adopted, EPA 373 


MEETINGS 
See CONFERENCES AND MEETINGS 


MICHIGAN 


Air Pollution Control Comm. hearings set on 
increased fees for manufacturing and com- 
mercial locations 455 

Air quality implementation plan, compliance 
schedules revisions proposed, EPA 452 


MINING 


See also COAL; STRIP MINING 

Reserve Mining Co., Minn., proposed tailings 
disposal system, state agency schedules 
hearing on applications for permits, ap- 
provals, and certifications 82; court order 
requiring firm to establish on-land dump 
site, EPA task force to monitor com- 
pliance, list of panel members 317; Justice 
Dept. will not appeal Eighth Circuit’s deci- 
sion allowing reasonable time to abate dis- 
charges of taconite tailings and air 
emissions 413 


MINNESOTA 


Environmental Quality Council, proposed 
designation of Mississippi River Corridor 
as critical area, hearings scheduled 33; 
state Metropolitan Council urges governor 


to designate entire corridor as critical area 
81 


Pollution Control Agency 

—Air pollution control regulations, 
amendments and regulations to be con- 
sidered, hearing scheduled 217 

—Reserve Mining Co.’s proposed tailings dis- 
posal system, hearing on applications for 
permits, approval, and certifications 
scheduled 82 


MISSISSIPPI 


Air and Water Pollution Control Commission, 
fiscal 1976 program plan, hearing schedul- 
ed 217 

Air quality implementation plan, compliance 
schedules for various sources proposed by 
EPA, text 80, 125 


MISSOURI 


Air quality implementation plan, hearing set 
to approve compliance schedules 375 
Clean Water Commission, proposed funding 
priorities for wastewater treatment con- 
ae a grants projects, hearing schedul- 
SB) 


e 

Lunker Resort and Motel, Lampe, fined for 
failure to obtain permit to operate sewage 
treatment facility 418 


MONTANA 


Air quality implementation plan, sulfur ox- 
ides control strategy revisions approved, 
EPA 451 

Natural Resources and Conservation Board, 
hearing scheduled to consider adoption of 
rules for preserving stream beds and banks 
344 


MOTOR VEHICLES 


Back Bay National Wildlife Refuge, Interior 
Dept. complies with NEPA in severely 
restricting use of vehicles (CA 4) 469 

California 

—See also subhead: Gasoline 

—1977 emission standards, EPA hearing on 
state’s request to set more stringent stan- 
dards than federal requirements, Air 
Resources Board Chairman Quinn and in- 
dustry officials disagree on impact 
testimonies 71; state request granted, EPA 
195; EPA approves evaporative hydrocar- 
bon emission standard for 1978, state’s re- 
quest to enforce 1977 standard denied 532 

—Chrysler Corp. ordered to recall 11,000 
vehicles, continuing and massive violations 
of state anti-smog laws cited, Quinn 252 

—Motorcycle exhaust emission standards, 
hearings set 375 

—Nitrogen oxide emissions, legislation 
repealing mandatory retrofit program sign- 
ed by governor, conditions for removing 
devices described 11 

—Vapor controls approved, stringent emis- 
sion standards for trucks and buses 
adopted, Air Resources Board 151 

Catalytic converters 

—See also subhead: Emission standards 

—Converters questioned as potential source 
of hydrogen cyanide, Bell Laboratories 
draft research paper, EPA challenges fin- 
dings, industry reaction 362 

—General Motors Corp. and EPA to conduct 
joint experiments to obtain data on at- 
mospheric effects from emissions, 
Starkman 149 

—Importing of converter-equipped cars, 
regulations adopted, technical amendments 
to clarify and standardize test procedures, 
EPA 422; converters must be replaced 
speak vehicle is imported into U.S., EPA 

5) 
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MOTOR VEHICLES—Contd. 


Certification testing of vehicles and engines, 
technical amendments to regulations 
adopted, EPA 211; EPA considers expense 
of certification justified, summary of EPA 
memo 372 

Chrysler Corp. 

—See also subheads: California, Emission 
standards 

—Recall of vehicles with defective emission 
control devices, replacement parts now 
available, EPA 527 

Emission control systems 

—Defects, reporting procedures for manufac- 
turers proposed by EPA, text 17, 47 

—New Orleans dealer charged with tamper- 
ing, consent agreement with Justice Dept. 
entered, dealer agrees to pay civil penalties 
(DC La) 528 

Emission standards 

—1977 standards, one-year suspension by 
EPA, controversy over catalysts continues 
as Administration reconsiders proposals, 
interagency group working to develop 
new legislative proposals, comments 9; 
EPA Administrator Train continues to sup- 
port phased relaxation of rules despite 
questions raised by sulfate issue, Senate 
hearings 197; control regulations for new 
vehicles and engines amended to conform 
with action, sections added to avoid mis- 
understanding 339; one-year suspension ex- 
tended to all manufacturers of light-duty 
vehicles, EPA 485 

—1978 limits on hydrocarbons and carbon 
monoxide, meeting standards possible 
without significantly increasing sulfuric 
acid and acid sulfurate levels, National 
Research Council report 333; auto 
manufacturers score NRC report backing 
statutory timetable for reductions, other 
reactions 397 

—1978 nitrogen oxide standard, lack of good 
faith efforts by industry in meeting stan- 
dard cited, EPA report 200 

—American Lung Assn. warns of adverse 
public health effects from relaxation of 
compliance schedules and standards, Shy, 
Senate hearings 154 

—Chrysler Corp. allegedly manufactured 
5,000 1974-model automobiles with in- 
correct emission controls, EPA requests 
Justice Dept. action 446 

—Democratic Forum’s conference, panelists 
weigh various options for reducing 
emissions, Billings, othpr speakers 312 

—Diagnostic centers using new procedures 
for vehicle exhaust emission inspections to 
be funded by federal grants, EPA/National 
Highway Traffic Safety Admn. 379 

—Extension of current emission standards for 
five years recommended, MVMA 366, 421 

—Failure of automobiles to meet federal 
emission standard cited in EPA draft 
strategy paper released by Nader, EPA 
reactions 443 

—Ford recommends extension of current 
standards through 1981, EPA response, text 
of ERC memorandum 411, 428 

—Heavy-duty vehicles, contractor sought to 
study emissions, EPA 493 

—Heavy vehicle exhaust emissions, EPA 
seeks contractor for study 401 

—House Interstate and Foreign Commerce 
Subcommittee issues tentative instructions 
for draft legislation to amend Clean Air 
Act, two-year freeze on emission rules 
proposed, text 243, 294; subcommittee con- 
sidering staff discussion draft, tentative 
provisions include freezing emission rules 
for 1978 and 1979, other amendments 355 

—Recall regulations amended to clarify 
provisions for decals to identify emission- 
recalled vehicles or engines 454 : 

—Senate Public Works Subcommittee begins 
drafting legislation to amend Clean Air Act, 
emission standards as priority, preliminary 
schedule outlined during markup sessions, 


Muskie (D-Me) 355; subcommittee 
hearings on emission limits 475; subcom- 
mittee adopts compromise on emission 
limits for 1976 and 1977 model years, rules 
praised by environmental groups and 
criticized by automobile manufacturers, 
comments 523 

—Sulfates, target date and tentative schedule 
for proposing standard issued, approach for 
developing test procedure designed, EPA 
paper 136; EPA regulations expected by 
Nov., testimonies before House Science and 
Technology Subcommittee 446 

—‘‘Two-car strategy’? interim proposal, 
Muskie (D-Me) and Buckley (Cons-R-NY) 
411; Senate Public Works subcommittee 
hearings, economic issues raised, specific 
provisions and reactions to proposals 444; 
Zarb opposition cited in letter to Muskie 
(D-Me), text 475, 511 

EPA efforts to reduce automobile use urged, 
construction of combined residential- 
commercial buildings suggested, Ryan (D- 
paring other testimonies, House hearings 


Fire hazards from catalyst overheating, 
automotive companies urged to reduce 
problem voluntarily, Stork 367 
Gasoline 
—See also LEGISLATION, FEDERAL, HR 
6860, S 1883 
—Advertising guidelines on fuel economy re- 
quested of by four major auto 
manufacturers 453 
—California 
—Lead content restrictions, regulatory 
authority rests with state Air Resources 
Board rather than local pollution control 
districts (Calif SupCt) 305 

——Sulfur content of unleaded fuel, hearing 
on control regulation scheduled, Air 
Resources Board 33, 344; desulfurization 
regulations adopted, provisions 451 

—Economy, proposed legislation to require 
U.S. and foreign manufacturers to increase 
averages, passed by Senate Commerce 
Committee 219 

—Ford Motor Co. plans new fuel efficient 
models to compete with imported autos 368 

—Lead contamination, Exxon develops 
system for removal 368 

—Lead content, EPA regulations requiring 
gradual phase-out will not be enforced until 
pending lawsuit is resolved 15; appeals 
court grants petition for rehearing, oral 
arguments scheduled, supplemental briefs 
filed 140; effects of lead additives argued 
before court, summary 306 

—Sulfur content limits recommended as 
means of reducing sulfuric acid emissions, 
National Clean Air Coalition 337 

—Unleaded gasoline carriers, EPA adopts 
revisions to fuel regulations 423; corrected 
version of regulations issued, EPA 491 

—Voluntary fuel economy labeling program 
procedures for 1976 automobiles an- 
nounced, EPA/FEA 399 

Nevada’s compulsory annual emission control 
inspection program postponed until state 
commission completes study of implemen- 
tation costs 404 

New Jersey delays effective date of more 
stringent emission standards, inspection 
standards for 1975-76 vehicles adopted, En- 
vironmental Protection Dept. 23 

Off-road vehicles on public lands, Interior 
Dept. regulations governing use violates ex- 
ecutive order and NEPA (DC DC) 69 

Parking facilities, regulations requiring im- 
position of strict limitations on construction 
and operation suspended indefinitely, EPA 
485 

Selective enforcement auditing (SEA) 
procedure for testing new motor vehicles 
and engines, EPA sets public hearing on 
proposals 403 

Truck owners and operators urged to begin 
complying with EPA noise standards 489 


(ER) 15 


Trucks, certification procedures for light duty 
diesel-powered vehicles, regulations 
adopted, EPA 16 


N 


NATIONAL AERONAUTICS AND SPACE AD- 
MINISTRATION 


Atmospheric sciences advisory committee es- 
tablished, functions 456 

Ozone radiation shield, stratospheric 
research program begun to determine 
effects of natural and manmade pollutants 
213 


NATIONAL ASSOCIATION OF MANUFAC- 
TURERS 


Air quality control, book describing wide 
range of information released, availability 
316 


NATIONAL COMMISSION ON WATER 
QUALITY 


See also APPOINTMENTS, PERSONNEL 
CHANGES 

Capital costs needed to achieve 1983 water 
goals, public briefing on contractor’s 
preliminary report, estimates of $100 
billion seen as minimum, Moore, other 
comments 302 

Effluent charges as means of controlling 
pollution, Commission consideration urged, 
Rockefeller 3; issue scheduled for discus- 
sion at next meeting 82; issue of charges 
not a matter for Commission resolution, 
Jones (D-Ala), other testimonies 137 

Environmental assessment of water quality is 
“most difficult assignment’’ due to lack of 
data, Moore comments 478 

Lower Connecticut River, environmental site 
assessment indicates need for best 
available technology to significantly im- 
prove river and tributaries, staff comments 
13 


Municipal treatment facilities, compliance 
with federal water law goals impossible 
within time period due to institutional 
problems and EPA plans and 
specifications, preliminary draft report 
prepared for Commission 299; Moore 
suggests alternatives for implementation of 
FWPCA goals including changes for in- 
dustries and municipalities 412 

Report on effects of achieving 1983 water 
goals under preparation, political and 
technical factors being weighed, officials 
disagree over considerations, summary of 
comments, Moore issues memorandum to 
clarify preparation of draft report, text 248, 
265; resignation of Program Director 
Moore will not affect report, status 
reported, comments 519 

Sewage treatment facilities, construction and 
operation, Labor Dept. assistance re- 
quested in evaluating requirements of skill- 
ed manpower, Clarke letter 215 

State laws dealing with water use rights, 
relationship to federal water law objectives 
to be studied, Cahill 152 


NATIONAL ENVIRONMENTAL POLICY ACT 


See ENVIRONMENTAL IMPACT 
STATEMENTS 


NATIONAL INSTITUTE FOR OCCUPATIONAL 
SAFETY AND HEALTH 


Arsenic exposure, recommendation for more 
stringent standard transmitted to OSHA, 
post-hearing comment period extended 219 
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NATIONAL OCEANIC AND ATMOSPHERIC 
ADMINISTRATION 


Coastal zone management programs 

—Administrative grants to states, interim 
regulations adopted, guidelines for 
allocating development grant funds adopted 
316 

—Conference sponsored by NOAA, role of 
state and local governments in retaining 
control over decisions discussed, speakers 
345 

—Washington program granted preliminary 
approval 315 

Ozone radiation shield, recent rE indicates 
shield has thinned recently 213 


NATIONAL RESEARCH COUNCIL 


Automobile emissions, 1978 limits on 
hydrocarbons and carbon monoxide can be 
met without significantly increasing levels 
of sulfuric acid and sulfates, report 333; 
auto manufacturers score NRC report 
backing statutory timetable for reductions, 
other reactions 397 

Outer continental shelf petroleum operations, 
third report on safety guidelines submitted 
to Geological Survey 31 


NATIONAL SCIENCE FOUNDATION 
Grants, see FINANCING, FEDERAL 


NATIONAL UTILITY CONTRACTORS 
ASSOCIATION 


See BUILDING AND CONSTRUCTION 


NEBRASKA 


Environmental Control Dept., construction 
permit issued for proposed power plant, en- 
vironmental group’s suit charging failure to 
carry out proper preconstruction review, 
dismissal refused (DC Neb) 246 


NEVADA 


Discharges of pollutants to navigable waters, 
EPA sets hearing to approve state control 
program 455 

Emission control inspection program post- 
poned pending state environmental com- 
mission study of implementation costs 404 

Indirect sources of air pollution, legislation 
prohibiting state from adopting regulations 
more stringent than federal rules signed by 
governor 341 


NEW HAMPSHIRE 


Nuclear plant siting, state agency ordered to 
provide additional findings of fact to sup- 
port approval of facility in Seabrook (NH 
SupCt) 70; utility’s NPDES permit applica- 
BO EPA Region I issues determinations 

Sewage and waste disposal facilities, in- 
terstate compact signed with Vermont 533 


NEW JERSEY 


Clean Air Council, hearing scheduled on fac- 
tors used in developing air quality 
maintenance plans 82 

Environmental Protection Dept. 

—Automobile emissions, more stringent stan- 
dard delayed, inspection standards for 
1975-76 vehicles adopted 23 

—Land use rules applicable to delineated 
floodways revisions adopted 344 

—Oil and grease in state’s waterways, hear- 
ing scheduled on proposed limits 534 
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—Open burning regulations, 


proposed 
amendments 


to be considered, hearing 


scheduled 259, 344 

—Particle emissions from fuel combustion 
and manufacturing processes, emergency 
measurement rules adopted 263 

tein Creek, water quality rules adopted 


NEW MEXICO 


Air quality implementation plan, EPA 
proposes revisions to control copper 
smelter’s sulfur dioxide emissions and es- 
tablishing aid for attaining secondary am- 
bient standards, text 80, 83 


NEW YORK 


Air quality implementation plan, EPA ap- 
proves revisions setting more stringent 
standards for prohibiting blending of 
and commercial fuel to achieve applicable 
fuel sulfur content 313 

New York City proposed convention and ex- 
hibition center, indirect source construc- 
tion permit approved by city Environmen- 
tal Protection Admn., conditions for 
preventing traffic congestion and meeting 
clean air standards included 201 

Ocean disposal of wastes off Long Island, 
NOAA preliminary report on health effects 
405 


Smoke emission control regulations, Long 
Island Lighting Co. charged with six 
violations, indictment issued 246 


NITROGEN AND NITROGEN OXIDES 


California retrofit program for automobile 
emissions, legislation repealing program 
signed by governor, conditions for remov- 
ing devices described 11 

Carcinogenic potential, Nader and Epstein 
urge EPA study 394 

Florida fossil fuel steam generators, hearing 
scheduled on emissions, Environmental 
Regulation Dept. 534 

Motor vehicle emission standard for 1978, 
lack of good faith efforts by industry in 
meeting standard cited, EPA report 200 


NOISE 


Noise Control Act of 1972, see LEGISLA- 
TION, FEDERAL, HR 5272 

Occupational noise, proposed 90 dBA standard 
defended, reduction in hearing losses pro- 
jected, OSHA draft impact statement 348 

Residential property values, effects of air and 
noise pollution abatement outlined, 
Transportation Dept. study 211 

Supersonic transport aircraft 

—Noise and air pollution impacts, more 
supporting data sought in final impact 
statement, Train letter to FAA Ad- 
ministrator 258 

—State Dept. suggests EPA set rules similar 
to international standards 533 

Truck owners and operators urged to begin 
complying with EPA noise standards 489 


NONFERROUS METALS INDUSTRY 


See EFFLUENT LIMITATION 
GUIDELINES 


NORTH CAROLINA 


Air quality implementation plan, revised 
compliance schedules proposed by EPA, 
text 152, 182 

Durham, N.C., revenue sharing construction 
arciedt not subject to NEPA review (CA 4) 


Federal-aid highway improvement project, 
construction enjoined pending preparation 
of adequate impact statement ( Bc NC) 246 

New River hydroelectric dam project, state’s 
suit to block construction and other 
development dismissed (DC NC) 139 


NUCLEAR POWER PLANTS 
See ATOMIC ENERGY 


NUCLEAR REGULATORY COMMISSION 
See ATOMIC ENERGY 


O 


OCCUPATIONAL SAFETY AND HEALTH AD- 
MINISTRATION 


Arsenic exposure, recommendation for more 
stringent standard transmitted from 
NIOSH, post-hearing comment period ex- 
tended 219 

Noise exposure, proposed 90 dBA standard 
defended, reduction in hearing losses pro- 
jected, draft impact statement 348 

Vinyl chloride exposure, lower court decision 
upholding safety and health standard, 
Supreme Court review denied 245 


OCEANS 


Dumping 

a eae also LEGISLATION, FEDERAL, HR 
5710 

—Dredged materials, adverse impact of dis- 
posal not shown by ongoing research 
programs, beneficial effects suggested, 
Mcintyre, Senate hearings 213 

—New York City-New Jersey metropolitan 
area sludge disposal, Interstate Sanitation 
Commission issues final report on technical 
alternatives, dewatering with filter presses 
followed by ’pyrol sis recommended 521 

—New York ocean disposal of wastes, NOAA 
study findings on health effects 405 

Law of the Sea Treaty, negotiations will not 
be completed before mid-1976, State Dept. 
reevaluating its interim policy, Moore, 
House hearings 212 

Marine Mammal Protection Act of 1972, third 
annual report to Congress on administering 
law published, Commerce Dept. 538 

Oil spills, see OIL AND GAS 

Permit conditions for burial at sea and sink- 
ing of target vessels approved, EPA 531 


OFFICES 


See other parts of title and specific subject 
headings 


OHIO 


Air quality standards attainment, deadline ex- 
tended by state EPA 424 

Environmental Protection Agency, air emis- 
sion sources, hearing scheduled to consider 
repealing existing regulations for com- 
pliance time schedules 217 

Little Miami River ruled navigable river held 
in trust by state for interests of citizens, 
concrete firm ordered to remove causeway 
(Ohio CtApp) 199 

Peabody Coal challenge to EPA approval of 
discharge permit program for state barred 
by late filing of petition (CA 6) 469 


OIL AND GAS 


Allocation of feecmtees and refined products, 
FEA regulations protested by Assn. of 
Petroleum Re-refiners 452 
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OIL AND GAS—Contd. 


Deepwater ports, see SHIPS AND BOATS 

Effluent limitation guidelines, see 
EFFLUENT LIMITATION GUIDELINES, 
subheads: Oil and grease, Petroleum refin- 
ing industry 

Federal water law regulations for oil pollution 
prevention, applicability to non-petroleum 
oils, EPA clarification 456 

Gasoline, see MOTOR VEHICLES 

Maine sulfur content restrictions imposed on 
industrial grade fuel oil in Portland area, 
Environmental Protection Dept. 315 

New Jersey proposed limits on oil and grease 
in waterways, hearing scheduled, En- 
vironmental Protection Dept. 534 

N.Y. air quality plan, EPA approves revisions 
setting more stringent standards for 
prohibiting blending of gas and commercial 
fuel to achieve applicable sulfur content 313 

Offshore development, see CONTINENTAL 
SHELF 

Oil spills 

—Connecting spills during 1975 reported, in- 
crease due to public awareness in repor- 
ting, Dibble 538 

—Marine life effects to be studied under new 
technique, Skidaway Institute of 
Oceanography 75 

—Tax on crude oil requested to pay for 
damages, Ford 446 

—Texas coastal oil and hazardous spill 
prevention and control legislation enacted 


455 

Oregon residual fuel oil, rule restricting sul- 
fur content in four counties adopted, En- 
vironmental Quality Dept. 81 

Pollution control expenditures for refiners es- 
timated at least than half-cent per gallon, 
Council on Economic Priorities report, in- 
dustry reactions, Gubrud 527 

Power plants burning natural gas or 
petroleum, procedures for prohibiting use, 
final regulations released, Federal Energy 
Admn. 153 

Reclamation facility begins operation in 
Connecticut 453 

State air quality plans, review reveals little 
leeway for relaxation of requirements to 
permit greater use of highly polluting fuels, 
EPA draft report 517 

Trans-Alaska pipeline, environmental groups 
challenging construction not entitled to at- 
torneys’ fees despite claim of acting as 
“private attorney general,’ traditional 
‘American rule’ bars award (US SupCt) 
132, 245 


OKLAHOMA 


Pollution Control Dept., water quality 
management plan for panhandle basin, 
hearing set 375 


OREGON 


Aerosol sprays containing fluorocarbon 
propellants banned under legislation signed 
by governor, possible destruction of oxone 
layer cited 362 } 

Air quality implementation plan, hearing 
scheduled to consider amendment for ex- 
tending compliance deadlines for four 
firms, Environmental Quality Commission 
217; EPA proposes approval of revised 
plan, text 422, 425 

Environmental Quality Dept. . 

—Open burning of domestic non-putrescible 
waste in special restricted areas 
prohibited, rule adopted 81 ; 

—Subsurface sewage and nonwater-carried 
disposal standards, hearing on proposed 
revisions scheduled 82 : 

—Sulfur in residual fuel oil, rule restricting 
content in four counties adopted 81 


OUTER CONTINENTAL SHELF 
See CONTINENTAL SHELF 


OZONE LAYER 
See WEATHER 


PAPER 


See EFFLUENT LIMITATION 
GUIDELINES, subhead: Pulp and paper in- 
dustry 


PARTICULATE MATTER 


Colorado roofing firm’s smoke emissions, 
civil penalty assessed for violation of state 
standards (DC Colo) 529 

Fugitive dust control, EPA seeks contractor 
to develop control guidelines 493 

International Titanium Corp., New Brighton, 
Pa., ordered to reduce particulate matter 
emissions 377 

New York power firm indicted by grand jury 
for violating state smoke emission control 
regulations 246 

Pennsylvania firm issued air pollution abate- 
ment order requiring reduction in 
emissions from grinder, Environmental 
Resources Dept. 528 

West Virginia power plants’ emissions, 
state’s request for one-year postponement 
of compliance deadlines denied by EPA, 
lack of good faith efforts cited, Train 13 


PENNSYLVANIA 


Air quality implementation plan, court order 
requiring utility’s compliance with sulfur 
dioxide limitations, lower courts’ refusal to 
issue contempt order for good faith non- 
compliance affirmed (Pa SupCt) 68; sulfur 
oxides regulations for zinc smelters, 
hearings on proposed revisions scheduled, 
Environmental Resource Dept. 82; com- 
pliance schedules approved, EPA 400 

Environmental Quality Board, industrial 
waste regulations, hearing scheduled on 
proposal to include drainage from coal 
refuse disposal areas 534 

Environmental Resources Dept. 

—On-site sewage disposal systems, new 
regulations governing issuance of permits, 
compliance deadline extended 260 

—Particulate emissions from grinder, air 
pollution abatement order issued 528 

Metropolitan Edison Co. fined for emissions 
from coal-fired boilers at Crawford 
Generating Station 418 


PESTICIDES 


See also LEGISLATION, FEDERAL, HR 
4952, HR 6387 

Cooperative Fire Ant Control Program, 
USDA intent to suspend program due to 
EPA’s restrictions on mirex, EPA to ex- 
pedite decision on benefits and risks of 
chemical 214; EPA negotiates for early 
settlement in proceedings on mirex, 
Quarles testimony 418 

DDT, Louisiana’s application to allow use in 
controlling tobacco budworms, suit 
challenging EPA refusal, court ruled lack- 
ing jurisdiction to hear case (DC La) 7; 
Dept. of Agriculture applies to EPA for ex- 
perimental use permit using DDT formula- 
tion to suppress tobacco budworm 491 

EPA enforcement actions under FIFRA 377 

Experimental use, regulations to prevent un- 
monitored and unregulated introduction 
into environment published, EPA 23 
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Federal Environmental Pesticide Control Act 
of 1972, extension of final deadline needed 
to develop effective regulations, Campbell, 
House oversight hearings 202 

Forest Service enjoined from proposed area 
spraying over Ottawa National Forest pen- 
ding compliance with NEPA (DC Mich) 337 

Georgia requests EPA approval of state plan 
for certification of commercial and private 
applicators of restricted-use pesticides 423 

Hearings conducted under FIFRA, 
regulations amending previous rules of 
practice issued, EPA 399 

Heptachlor and chlordane, EPA issues notice 
of intent to cancel registrations of four 
pesticide products 488; notice of intent 
clarified, EPA 531 

Inert ingredients in pesticide formulations, 
EPA proposes exemption regulations, text 
530, 541 

Integrated pest management programs seen 
reducing costs and environmental hazards, 
examples of unnecessary pesticide use 
identified, EPA final draft report 76 

Registration guidelines in accordance with 
Federal Insecticide, Fungicide, and Roden- 
ticide Act proposed, EPA, summary 398 

Registration, reregistration, and classifica- 
tion procedures established, EPA 454 

Sodium cyanide, EPA sets hearings to weigh 
“‘new evidence’’ on dangers 475; President 
Ford amends executive order to permit ex- 
perimental use to control coyote damage to 
pe environmental groups comments 

Stimulation of private industry research into 
pest control techniques, EPA/NBS contract 
qrariel to investigate federal incentives 

Texas Pesticide Control Act signed, 
provisions 424 


PETROLEUM 
See OIL AND GAS 


PLASTICS AND SYNTHETICS MANUFAC- 
TURING 


See EFFLUENT LIMITATION 
GUIDELINES 

POLAND 

Environmental research programs under 


joint U.S.-Polish sponsorship, EPA evalua- 
tion 378 


POSTAL SERVICE 


Vehicle maintenance facility, citizens’ suit 
challenging construction, NEPA held 
applicable, impact statement ruled inade- 
quate (CA 2) 138 


POULTRY PROCESSING 


See EFFLUENT 
GUIDELINES 


LIMITATION 


POWER PLANTS 
See ATOMIC ENERGY; ELECTRIC 
POWER 


PRESIDENT OF THE U.S. 


Environmental objectives relative to energy 
and economic issues, Ford comments 455 

Executive order restricting use of poisons for 
animal control amended to permit ex- 
perimental use of sodium cyanide to control 
coyote damage to livestock, environmental 
groups comments 524 
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PRESIDENT OF THE U.S.—Contd. 


Oil spill damages, Ford asks Congress for tax 
legislation 446 

Regulatory activities seen stifling growth and 
efforts of small business, review to be con- 
ducted, Ford 357 

Regulatory reform program to reduce in- 
flationary impact of rules, meeting with 
heads of independent agencies planned 17 

Science technology advisor and staff, 
authorization legislation sought, 
Congressional hearings scheduled, Vice 
President Rockefeller to testify 318 


PROCUREMENT 


Bureau of Land Management 

—Marine environmental baseline study on 
mid-Atlantic OCS, awarded 402 

Coast Guard 

—Fuel consumption by vessels, evaluation of 
effectiveness of reducing pollutants to 
determine rate, awarded 402 
PA 


—Advanced combustion control techniques of 
conventional and waste fuels, pilot scale 
evaluation, awarded 402 

—Aerosol formation as function of reactant 
concentration, awarded 493 

—Air pollution and health effects assessment 
inside structures constructed or modified in 
accordance with energy conservation 
measures, contractor sought 534 

—Air pollution control engineering and cost 
study of surface coating industry, awarded 
493 

—Airborne pesticides, evaluation of collection 
media, awarded 493 

—Alarm-level monitor development for sulfur 
dioxide emissions from stationary sources, 
awarded 493 

—Areawide waste treatment management 
planning agencies, study to provide infor- 
mation to design local legislation to es- 
tablish regulatory programs, contractor 
sought 215 

—Asbestos and other potentially hazardous 
pollutants, additional technical services in 
support of biological effects study, 
negotiations 318 

—Bench scale gasifier/gas cleaning test 
facility, final system design, contractor 
sought 215 

—Coal gasification and liquifaction processes, 
water conservation and pollution control 
alternatives, awarded 402 

—Combustion of high temperature low-BTU 
gas, principles for control of pollutant 
emissions, awarded 493 

—Diesel engines, evaluation of exhaust par- 
ticulate trap systems, negotiations 318 

—Dredged material, determining feasibility 
of electro-osmotic dewatering, negotiations 
259 

—Drinking water in Occoquan basin and 
water service area of Northern Va., award- 
ed 402 

—Energy-development impacted commuties, 
evaluation of health impacts of en- 
vironmental pollution, contractor sought 

17 


—Energy supply systems using fuel cells, 
assessment and comparison with alternate 
systems, contractor sought 215 

—Environmental health effects laboratory, 
construction with MRCC systems and 
animal toxicology unit, contractor sought 
259 

—Foods and beverages, development of 
effluent limitation guidelines, awarded 259 

—Fugitive dust, contractor sought to develop 
guidelines for ‘‘reasonable’’ controls 493 

—Fugitive emissions from metallurgical 
processes, awarded 493 

—Gas analyzation, system capable of analyz- 
ing relative concentration of air gas mix- 
tures, contractor sought 259 


—Gasoline derived from coal and oil shale, 
determination of ranges or composition, 
contractor sought 317 

—Groundwater pollution problems in 
southeastern U.S., awarded 493 

—Gulf Breeze, Fla., construction of mains 
and installation of service connections, con- 
tractor sought 215 : 

—Hawaii, development of particulate 
emissions inventory, contractor sought 259 

—Hazardous material spill control devices, 
shakedown and demonstration of prototype, 
awarded 493 

—Hazardous materials, proposed effluent 
charges, economic impact analysis, award- 
ed 318 

—Hazardous substances discharges removal, 
guidelines development for use of 
chemicals, awarded 534 

—Heavy-duty vehicles emissions study, con- 
tractor sought 493 

—Heavy vehicle exhaust emissions study, 
contractor sought 401 

—Hydrocarbon emissions from vegetation 
and methodology for estimating emission 
rates from foliage, awarded 493 

—Industrial hazardous waste practices for 
rubber and plastics industry, assessment, 
awarded 402 

—Industrial waste land disposal sites, in- 
vestigation of groundwater contamination 
due to subsurface migration of hazardous 
chemical substances, contractor sought 317 

—Irrigation agriculture, elimination or abate- 
ment of pollutants, examining information 
and preparation of manual, contractor 
sought 259 

—Land-disturbing activities in Nevada, study 
of state water quality management plan- 
ning regulations to control, contractor 
sought 402 

—Light-duty vehicle emissions study, con- 
tractor sought 401 

—Marine Corps Air Station in N.C., waste dis- 
posal study, contractor sought 259 

—Motorcycle exhaust emissions study, con- 
tractor sought 402 

—Motorcycles, emission control systems 
demonstration and quantification of 
emission and fuel economy effects of 
system targeted toward levels, contractor 
sought 402 

—National Emissions Data System area 
source liquid fuel program modification, 
awarded 493 

—New Orleans drinking water, study of 
collection of organics awarded 259 

—New York Capital District air quality 
maintenance area, development of 
emissions inventory, contractor sought 259 

—Nonmethane hydrocarbons, evaluation of 
EPA reference method of measurement, 
awarded 402 

—Nuclear incidents, restoration phase, es- 
tablishment of technical bases for Protec- 
tive Action Guides, contractor sought 215 

—Offshore oil drilling and production plat- 
forms, pollution control technology, award- 
ed 493 

—Oil and hazards materials simulated en- 
vironmental test tank, operation and 
maintenance, awarded 259 

—Oil pollution prevention regulations, com- 
pliance inspections of Calif. oil production 
facilities, negotiations 318 


—QOzone exposure, Stanford Univ. to study 
behavioral and psychological effects on 
humans 379 

—Patterned spontaneous behavior and lear- 
ning/memory evaluation, development of 
screening methodologies for evaluating 
modification, contractor sought 215 

—Pest control techniques, EPA/NBS award 
to investigate federal incentives for 
stimulating private industry research 378 

—Pesticide hazard evaluation system 
development, contractor sought 402 


—Primary metals industry, contract 
modification for assessment of industrial 
hazardous waste practices, negotiations 215 

—Process streams, sampling and analysis of 


reduced and oxidized inorganic species, 
contractor sought 215 

—Puerto Rican air quality maintenance plan 
development, awarded 402 

—Recycling 18,000 pounds of spent catalyst, 
negotiations 259 

—Refinery waste streams, development of 
comprehensive sampling and analysis 
strategy, awarded 259 

—Rochester, N.Y., air quality maintenance 
area, emissions inventory and projections, 
contractor sought 259 

—Service accumulation cycle development 
for heavy duty vehicles, contractor sought 
402 


—Small purchase procurement from com- 
mercial sources, procedures adopted 152 
—Solid substrate immunological assay for 
rapid monitoring of organic contaminants 
of environmental concern, awarded 402 
—Solid waste management, contractor sought 
to obtain data from federal sources for 

review and analysis 493 

—Stationary source emissions, standardiza- 
tion of measurement methods, awarded 259 

—Support services for regional air pollution 
study, development, awarded 402 

—Surface mining methods for western coal 
mines, environmental impact, awarded 493 

—Syracuse, N.Y., air quality maintenance 
area, emission inventory and projection, 
contractor sought 259 

—Toxicological evaluation of materials found 
as impurities in technical preparations of 
pesticides and of materials designated as 
substitute chemicals from currently 
registered pesticides, awarded 493 

—Trace element emissions from power 
plants, contractor to study emissions 
sought 215 

—Utica-Rome, N.Y., air quality maintenance 
area, emission inventory and projection, 
contractor sought 259 

—Value engineering workbook and guideline 
preparation, contractor sought 317 

—Wastewater treatment works, contractor 
sought to prepare environmental assess- 
ment guideline document for use by 
grantees and consultants 379 

—Water pollutants, determination of degrada- 
tion and transformation processes, award- 
ed 534 

—Water pollution control facility, construc- 
tion of additional facilities in Grayson 
County, Ky., contractor sought 259 

—Wet corn milling, development of support- 
ing data and rationale for new source per- 
formance and pretreatment standards, con- 
tractor sought 402 i 


ERDA 

—Coal conversion to clean liquid and gaseous 
fuels, research, awarded 534 

—Methane production from bacterially 
digested garbage, design and construction 
of experimental plant, awarded 402 

—National Plan for Solar Heating and Cool- 
ing. implementation approaches, awarded 


—Natural gas production stimulation in 
Mingo County, W.Va., awarded 402 

—Synthetic fuel production from coal and 
supplement to natural gas and oil supplies, 
four firms granted contracts 534 

Geological Survey 

—Idaho phosphate processing, air quality 
measurement, awarded 259 

Interior Dept. 

—Coal production and consumption, research 
a el of regulations, contractor sought 

Tennessee Valley Authority 

—Resource recovery system development, 
National Center for Resource Recovery 
awarded contract 75 
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PUBLICATIONS AND REPORTS 


Air quality control 

—“Evaluation of Air Pollution Emergency 
Plans,” Stanford Research Institute 393 

—National Assn. of Manufacturers releases 
book outlining wide range of control infor- 
mation, availability 316 

Beach and shoreline erosion, GAO study fin- 
dings on federal control efforts 378 

Beverage containers, federal legislation for 
mandatory refundable deposit recommend- 
ed by Citizens’ Advisory Committee on En- 
vironmental Quality, report to President 
and CEQ 309 

California Air Resources Board finds Los 
Angeles County Air Pollution Control 
District procedures for enforcing limits on 
emissions ineffective, report summary 456 

Capital cost estimates for coal-burning elec- 
tric power plants to meet Clean Air Act sul- 
fur oxide emissions between 1975 and 1985, 
EPA estimates increased, assessment of 
costs for alternative strategies, comparison 
with industry estimates 467 

Chemicals, hazardous chemicals legislation 
should require prior proof requirement for 
“new use of a chemical,’’ other 
suggestions, National Research Council 
report summary 486 

Clean Air Act enforcement activities, in- 
creased state role recommended by EPA 
internal review group, enforcement 
strategies and methods outlined, report ap- 
proved by Administrator Train 301 

Coal cleaning, sufficient method cited for 
meeting environmental standards 
economically, Carnegie-Mellon Univ. 
report 150 

Coal production, uncertainties in environmen- 
tal regulations for electric power industry 
seen inhibiting expansion, Interior Dept. 
report 25 

Drinking water, possible link between 
chloroform and human liver cancers 
suggested, EPA Science Advisory Board’s 
report 71 

Federal ecological research programs sur- 
veyed, greater coordination and establish- 
ment of National Ecological Service 
recommended, CEQ committee’s report 


153 

Federal Water Pollution Control Act 

—Issue papers on possible legislative 
amendments issued by EPA, modification 
of construction grants program and other 
areas discussed, text 243, 288 

—Sec. 208 areawide planning and implemen- 
tation program suggested as model for 
similar program under Clean Air Act with 
major modifications, Haskell report 
prepared for EPA 518 

Fluorocarbons and the environment, Federal 
Task Force on Inadvertent Modification of 
the Stratosphere report, summary 368 

Great Lakes : 

—Asbestos in drinking water supplies, 
knowledge of public health aspects inade- 
quate, advisory board’s report to Inter- 
national Joint Commission 29 

—Water Quality Agreement, EPA and Canada 
should explore possible expansion of joint 
research program, GAO report 29 

Indirect sources of air pollution, key assump- 
tions underlying EPA regulations incorrect, 
regulations seen ineffective in ensuring 
maintenance of carbon monoxide stan- 
dards, Argonne National Laboratory study 


Industrial plant closings and curtailments due 
to environmental control requirements 
listed, EPA quarterly report to Labor 
Secretary 154 ‘ 

Marine Mammal Protection Act of 1972, third 
annual report to Congress on administering 
law published, Commerce Dept. 538 

Motor vehicle emissions 

—1978 limit on hydrocarbon and carbon 
monoxide can be met without significantly 


increasing levels of sulfuric acid and acid 
sulfates, National Research Council report 
333; auto manufacturers score NRC report, 
other reactions 397 

—Nitrogen oxide standard for 1978, lack of 
good faith efforts by industry in meeting 
standard cited, EPA report 200 

—Sulfates, target date and tentative schedule 
for proposing standard issued, approached 
for developing test procedure designed, 
EPA paper 136 

Motor vehicles, ‘‘1976 Gas Mileage Guide for 
New Car Buyers,’’ EPA/FEA 399 

Municipal waste treatment facilities, com- 
pliance with federal water law goals im- 
possible within time period due to in- 
stitutional problems and EPA plans and 
specifications, preliminary draft report 
prepared for National Commission on 
Water Quality 299 


National Commission on Water Quality 
preparing report on effects of achieving 
1983 water goals, political and technical 
factors being weighed, officials disagree 
over considerations, summary of com- 
ments, Program Director Moore issues 
memorandum clarifying preparation of 
draft report, text 248, 265; resignation of 
Moore will not affect report, status review- 
ed, comments 519 

New England River Basins Commission 
issues draft report on guiding growth in 
Southeastern region, highest priority placed 
on protection of local drinking water 
supplies, summary 261 

New York City-New Jersey metropolitan area 
ocean disposal of sludge, Interstate Sanita- 
tion Commission issues final report on 
technical alternatives, dewatering with 
filter presses followed by pyrolysis 
recommended 521 

NTIS reports available, list 29, 209, 346, 375, 
535 


Ocean disposal of wastes off New York, 
NOAA study findings on health effects 405 

Oil industry’s pollution control expenditures 
estimated at less than half-cent per gallon, 
Council on Economic Priorities report, in- 
dustry reaction, Gubrud 527 

Outer continental shelf 

—GAO urges Interior Dept. to conduct 
geological exploration programs to ap- 
praise resources and value, report sum- 
mary 490 

—Petroleum operations, National Research 
Council’s third report on safety guidelines 
submitted to Geological Survey 31 

Pesticide control, integrated pest manage- 
ment programs seen reducing costs and en- 
vironmental hazards, examples of un- 
necessary use identified, EPA final draft 
report 76 

Pollution control and abatement expen- 
ditures, impact on manpower requirements 
analyzed, BLS study 18 


Power plants’ emissions, flexibility in 
meeting clean air standards urged, several 
strategies for meeting limitations propos- 
ed, electric utilities’ committee’s 
preliminary report to Congress 77 


Residential property values, effects of air and 
noise pollution abatement outlined, 
Transportation Dept. study 211 


Scrubbers for controlling sulfur dioxide 
emissions, cost estimates vary widely due 
to differing site conditions and designed 
bases, model plants analyzed, EPA con- 
tractor’s report 262 


Sewage treatment construction grants 


program 
—National Utility Contractors Assn. report 
described by EPA as ‘‘worthwhile,”’ 
differences with specific recommendations 
. outlined, analysis 148; Construction Grants 
Advisory Group formed as outgrowth of 
recommendation, ad-hoc industry group to 
advise EPA on grants program 204 


(ER) 19 


—Resource and management problems seen 
endangering physical and environmental in- 
tegrity of program, EPA special task force 
report issued, major actions recommended, 
text 331, 349 

Significant deterioration of air quality, EPA 
regulations seen inhibiting development of 
coal in U.S., American Petroleum Institute 
report te Congress 150 

State air quality plans, review reveals little 
leeway for relaxation of requirements to 
permit greater use of highly polluting fuels, 
EPA draft report 517 

Steel industry, cost impact study of en- 
vironmental regulations forecasts ex- 
penditures up to $14 billion by 1983, Arthur 
D. Little, Inc. 134; EPA review of study 
urged, Alm 390 

Sulfur dioxide emissions from coal-fired 
power plants to 1985, FEA estimates, 
report summary 473 

Sulfur dioxide sources, supplementary control 
systems seen offering realistic alternative 
for attaining air standards, Environmental 
Technology Assessment, Inc. report 361 

Thermal pollution in steam electric industry, 
abatement may significantly damage air 
quality, alternative strategies analyzed, 
EPA report 28 

University environmental studies, creation of 
model program infeasible due to diversity 
among academic institutions, Rockefeller 
Foundation report 260 

Uranium mill tailings, assessment of respon- 
sibility for monitoring and control 
programs recommended, GAO report to 
Congress 257 

Vinyl chloride, community exposure to 
production facilities found potential health 
hazard, EPA draft report 454 

Waste treatment plants, potential savings 
from value analysis projected, GAO con- 
tractor’s study 153; EPA urged to incor- 
porate value analysis in construction grants 
program, Comptroller General’s report to 
Congress 208 

Water quality standards revision policy, EPA 
in conflict on how to relate standards to 
effluent limitations, options for clarifying 
relationship offered, draft issue paper 332 


PUERTO RICO 


Air quality implementation plan, compliance 
schedules for 27 sources approved, EPA 17 


R 


RADIATION 


See also ATOMIC ENERGY 

Waste discharges into navigable waters, 
appeals court decision that EPA has 
authority to regulate all discharges, 
Supreme Court review granted 304 


RAILROADS 


California commission’s approval of fare in- 
crease on commuter line may have signifi- 
cant environmental effect, preparation of 
impact report required, state Attorney 
General’s ruling 524 

Freight increases, ICC proposes ‘‘no suspend 
zone’’ rule for increases of 5 percent or 
less, Institute of Scrap Iron and Steel op- 
position, Cutler 526 

ICC complied fully with NEPA in considera- 
tion of proposed rate increases for freight 
shipped by railroad (US SupCt) 387; ISIS 
and NARI express disappointment over rul- 
ing 452 

Recyclable materials, proposed freight rate 
increases opposed by Institute of Scrap Iron 
and Steel and National Assn. of Recycling 
Industries, comments filed with ICC 318; 
ISIS files petition for reconsideration of ICC 
increase 390 


20 = (ER) 


RECYCLING 
See SOLID WASTE 


REGIONAL ACTIVITY 


See ENVIRONMENTAL PROTECTION 
AGENCY 


REPORTS 
See PUBLICATIONS AND. REPORTS 


RESEARCH AND DEVELOPMENT 


See also PROCUREMENT 

Aerosol products, research into long-term 
toxicity effects and development of evalua- 
tion methods planned, Consumer Product 
Safety Commission 532 

Aerosol propellants, risk of ordinary con- 
sumer use evaluated, Medical College of 
Wisconsin study findings 391 

Catalyst-equipped automobiles, General 
Motors Corp. and EPA to conduct joint ex- 
periments to obtain data on atmospheric 
effects from emissions, Starkman 149 

Catalytic converters questioned as potential 
source of hydrogen cyanide, Bell 
Laboratories draft research paper, EPA 
challenges findings, industry reaction 362 

Coal conversion, Mitsui & Co., Ltd., Tokyo, 
Japan, and Gulf Oil Corp. sign agreement to 
develop process fo production of clean and 
environmentally acceptable fuel 421 

EPA Research and Development Office, ma- 
jor reorganization approved by Ad- 
ministrator Train, final staffing decisions 
still pending 73 

Federal ecological research programs sur- 
veyed, greater coordination and establish- 
ment of National Ecological Service 
recommended, CEQ committee’s report 
153 

Fluorocarbon research, chemical firms plan 
to spend between $3 and $5 million in next 
three years, Manufacturing Chemists Assn. 
74 


Gasoline, lead contamination removal system 
developed, Exxon 368 

High-sulfur coal 

—Battelle develops new process for 
economically and environmentally feasible 
sulfur removal 390 

—Chemical reaction system permitting 
pollution-free combustion demonstrated 
successfully, process produces chemical 
useful as fertilizer, Pircon 74 

Indirect sources of air pollution, EPA pending 
regulations for review, model for meeting 
technical requirements development by 
Stanford Research Institute, Dabberdt 82 

NTIS reports available, list 29, 209, 346, 375, 
535 


Ozone layer 

—Fluorocarbon measurements in 
stratosphere support ozone depletion 
theory, Colorado researcher’s statement at- 
tacked by du Pont Co. scientist 526 

—NASA begins program for stratospheric 
research to determine effects of natural 
and manmade pollutants, NOAA study finds 
shield thinning 213 

Polish/U.S. environmental research 
programs, EPA evaluation 378 

Solid waste management and resource 
recovery, grant to fund training program 
awarded to National Center for Resource 
Recovery, Rockefeller Foundation 421 


RHODE ISLAND 


Solid waste management facilities operating 
licensing procedures, hearings on proposed 
rules 405, 
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RIVER BASINS 


New England River Basins Commission, draft 
report on guiding growth in Southeastern 
region issued, highest priority placed on 
protection of local drinking water supplies, 
summary 261 

Northwest Arkansas River Basin, proposed 
plan to be considered, hearing scheduled, 


Pollution Control and Ecology Dept. 217 


RIVERS 
See LAKES AND RIVERS 


ROCKEFELLER FOUNDATION 


Solid waste management and resource 
recovery, grant to fund training program 
awarded to. National Center for Resource 
Recovery 421 

University environmental studies, creation of 
model program infeasible due to diversity 
among academic institutions, report 260 


RUBBER PROCESSING INDUSTRY 


See EFFLUENT LIMITATION 
GUIDELINES 


S 


SAFE DRINKING WATER ACT 


See WATER RESOURCES AND SUPPLIES, 
subhead: Drinking water 


SECURITIES AND EXCHANGE COM- 
MISSION 


Corporate disclosure of environmental and 
other socially significant data, National 
Assn. of Manufacturers opposes proposed 
rules, other testimonies, SEC hearings 18; 
mandatory disclosure of pollution control 
activities supported, Nader, other 
testimonies 74 


SEWAGE TREATMENT 


See also EFFLUENT LIMITATION 
GUIDELINES; WATER QUALITY STAN- 
DARDS 

Areawide management planning 

—EPA considering draft legislation to expand 
Sec. 208 program to include air and solid 
waste, Train 243 


—Housing and Urban Development Dept. and 


EPA reach agreement on coordinating 
programs, land use issues to be considered 
257 


Arkansas fiscal 1976 construction grant 
priority list, hearing scheduled, Pollution 
Control and Ecology Commission 217 

California waste discharge requirement for 
two towns, hearing on appropriateness and 
propriety of adoption scheduled, Water 
Resources Control Board 33 

Colorado proposed priority point system for 
awarding federal grant money, hearing 
scheduled, Water Quality Control Commis- 
sion 217 

Delaware areawide management plan, hear- 


ing scheduled on proposed designation of . 


planning area and agency, Natural and 
Economic Resources Dept. 32 
Grants, see FINANCING, FEDERAL 


Manpower requirements in construction and 
operation of facilities, National Commis- 
sion on Water Quality requests Labor Dept. 
assistance in evaluation, Clarke letter 215 

Maryland county’s water and sewage plans, 
bill authorizing county to initiate annual 
revisions signed by governor, provisions 
316 


Missouri 

—Construction grant projects, proposed fun- 
ding priorities, hearing scheduled, Clean 
Water Commission 33 

—Lunker Resort and Motel fined for failure to 
obtain permit to operate treatment facility 
418 


Municipal treatment works 

—Capital costs needed to achieve 1983 water 
goals, NCWQ briefing on contractor’s 
preliminary report, estimates of $100 
billion seen as minimum, Moore, other 
comments 302 

—Compliance with federal water law goals 
impossible within time period due to in- 
stitutional problems and EPA plans and 
specifications, preliminary draft report 
prepared for NCWQ 299 

New Jersey township ordered to halt un- 
treated sewage discharges into river, EPA 
Region IT 528 

New York City-New Jersey metropolitan area 
ocean disposal of sludge, Interstate Sanita- 
tion Commission issues final report on 
technical alternatives, dewatering with 
filter presses followed by pyrolysis 
recommended 521 

Oregon standards for subsurface sewage and 
nonwater-carried disposal, hearing on 
proposed revisions scheduled, Environmen- 
tal Quality Dept. 82 

Pennsylvania 


—Industrial waste regulations, Environmen- 
tal Quality Board schedules hearing on 
proposal to include drainage from coal 
refuse disposal areas 534 

—On-site disposal systems, new regulations 
governing issuance of permits, compliance 
deadline extended, Environmental 
Resources Dept. 260 


Review of facility plans, EPA develops 
questionnaire 420 

Sewer and treatment plant construction costs, 
17 percent increase in April reported, EPA 
index 212 


Statistical profile of treatment situation, EPA 
fact sheet summary 415 

Value analysis, potential savings in costs pro- 
jected, GAO contractor’s study 153; EPA 
urged to incorporate value analysis in con- 
struction grants program, Comptroller 
General’s report to Congress 208 


Vermont and New Hampshire sign compact 
for interstate disposal facilities 533 

Virginia priorities for federal funds to design 
and construct facilities, hearing scheduled, 
Water Control Board 260 


Washington 

—Industrial waste management facility, 
hearing on impact statement scheduled, 
Ecology Dept. 217 

—Permits for operating sewage systems, 
regulations for delegating issuance authori- 
ty to localities adopted, Ecology Dept. 317 


SHIPS AND BOATS 


Deepwater ports, Coast Guard proposes 
regulations on licensing, design, construc- 
tion, equipment and operation, public hear- 
ing scheduled 81 

Houston-Galveston region port facilities, EPA 
hydrocarbon emission regulations as part of 
Texas air quality plan, lower court order 
UphO}sIe validity, stay denied (US SupCt) 


Oil spills, Ford requests tax on crude oil to 
pay for damages 446 


INDEX—SUMMARY — REPORTS 1 through 13 


SMALL BUSINESS 
See also LEGISLATION, FEDERAL, HR 78, 
HR 5675 


Federal regulations, President Ford scores 
rule that stifle growth, review to be con- 
ducted 357 


SOAP AND DETERGENT INDUSTRY 


See EFFLUENT LIMITATION 
GUIDELINES 


SOLID WASTE 
pees vk LEGISLATION, FEDERAL, HR 
1 


Beverage containers, federal legislation for. 
mandatory refundable deposit recommend- 
ed by Citizens’ Advisory Committee on En- 
vironmental Quality, report to President 
and CEQ 309; mandatory deposits favored 
by EPA, Train 488 

California State Solid Waste Management 
Board sets hearings on liquid waste 
Management program 405 

Composting and Waste Recycling Conference, 
use of organic wastes in agriculture may 
become economic necessity due to in- 
creasing costs of fertilizer, Train 23 

Data collection from various federal sources 
and analysis for relevancy to solid waste 
management, EPA seeks contractor 493 

Energy recovery systems using solid waste as 
fuel, nine localities awarded grants, EPA 
537 

EPA grant program for solid waste manage- 
ment support, possible program elimina- 
tion opposed 416 

EPA management conference, agency acted 
illegally in paying expenses of state govern- 
ment employees, Comptroller General’s 
ruling 531 

Industrial development bonds to finance solid 
waste disposal facilities, temporary 
regulations issued, IRS 399 

Kentucky landfill regulations amended to re- 
quire permit applicants to show financial 
responsibility with prepaid bonds, other 
changes 423 

Legislation, passage of major laws seen un- 
likely in near future, EPA program to focus 
on current status of management, Hickman 
340 

Minnesota mining firm’s proposed tailings 
disposal system, hearing scheduled on 
applications for permits, approvals, and 
certifications, Pollution Control Agency 82; 
court order requiring on-land disposal site, 
EPA task force to monitor compliance, list 
of panel members 317; Justice Dept. will 
not appeal Eighth Circuit’s decision allow- 
ing reasonable time for abatement of dis- 
charges of taconite tailings and air 
emissions 413 

Oil reclamation facility initiated in Connec- 
ticut by Wyatt Fuel Oil Co. 453 

Recycling 

—American Iron and Steel Institute seminar, 
Mass. and Conn. programs for converting 
waste into fuel outlined, Willson, other 
speakers 26; programs under Project 
Independence reviewed, activities on state 
and local level detailed, Kinsey, other 
speakers 77 & 

—Chicago agrees to recycle 350 million steel 
cans annually 453 

—Delaware Reclamation Project Hearing set 
375 

—Management and resource recovery train- 
ing programs, National Center for 
Resource Recovery awarded grant by 
Rockefeller Foundation 421 

—National Center for Resource Recovery 

——National Science Foundation awards 

grant to study problems limiting use of 
recovered materials in manufacturing 75 


——Tennessee Valley Authority awards con- 
tract for assistance in developing 
recovery system 75 

—National Symposium on Energy Materials, 

small progress toward increasing rates of 
recovery and reuse noted, problem areas in 
meeting materials and energy needs iden- 
tified, Symington (D-Mo), other speakers 
342 


—Plutonium waste, Nuclear Regulatory Com- 
mission delays final decision on program 
pending NEPA cost-benefit analysis of 
alternative safeguards 150 

—Railroad freight rates for recycled 
materials, proposed increases opposed by 
Institute of Scrap Iron and Steel and 
National Assn. of Recycling Industries, 
comments filed with ICC 318; ISIS files 
petition for reconsideration of ICC increase 
390; ISIS and NARI express disappoint- 
ment over Supreme Court ruling 452 

—Scrap material, Institute of Scrap Iron and 
Steel requests ICC to simplify proposed cer- 
tification requirements 254 

—South Carolina’s first municipal recovery 
system to reclaim 250 million steel cans an- 
nually, American Iron and Steel Institute 
527 

—Tax credit urged to encourage recovery, 
Senate Finance Committee requested to 
reinstate provisions deleted in House-ap- 
proved energy tax bill (HR 6660), 
Gershowitz 526 

Rhode Island solid waste management 
facilities, hearings set on proposed rules for 
operating licensing procedures 405 

Storage and collection of residential, com- 
mercial, and institutional solid wastes, 
proposed guidelines issued, PHA, text 479, 
497 


Texas commercial solid waste disposal 
regulation, revisions proposed, hearings set 
455 


SOUTH CAROLINA 


Resource recovery, state’s first municipal 
system to reclaim 250 million steel cans an- 
preys American Iron and Steel Institute 


STATE DEPARTMENT 


Supersonic transport aircraft, EPA urged to 
set noise rules similar to international stan- 
dards 533 


STATES (In General) 


See also specific states 

Air quality implementation plans, see AIR 
QUALITY STANDARDS; specific states 

Clean Air Act enforcement activities, in- 
creased state role recommended by EPA 
internal review group, enforcement 
strategies and methods outlined, report ap- 
proved by Administrator Train 301 

Coastal zone management programs 

—Allocation of administrative grants, interim 
regulations adopted, guidelines for 
allocating development grant funds 
adopted, NOAA 316 

—NOAA conference, role of state and local 
governments in retaining control over 
decisions discussed, speakers 345 

Drinking water 

—Grants for state public water system super- 
vision programs, EPA draft regulations cir- 
culated, text 133, 167 

—Underground injection control programs, 
EPA draft regulations circulated, text 133, 
157; draft list of states requiring programs, 
text 190 

Environmental rules more stringent than 
Federal Government’s, measures to in- 
crease Federal pre-emption opposed, 


(ER), 21 


Dumelle, other testimonies, Senate 

hearings 67 

Federal Water Pollution Control Act’s impact 
on states, testimonies of southeastern of- 
ficials at NCWQ meeting 449 

Manpower for state and local environmental 
agencies, EPA and Labor Dept. sign agree- 
ment to provide qualified personnel under 
Comprehensive Employment and Training 
Act 315 

Planning agencies under Sec. 208 of Federal 
water law must meet same requirements 
as local agencies when acting for areas not 
designated as causing substantial pollution 
problems (DC DC) 336 

Regulatory commission hearings for utilities 
seeking rate increases, EPA considering in- 
tervention, Quarles 219 

Water quality, state-federal water programs 
advisory committee established, EPA, 
functions 453 

Water use rights laws, relationship to federal 
water law objectives to be studied by 
National Commission on Water Quality, 
Cahill 152 


STEEL INDUSTRY 


Air pollution enforcement strategies within 
state implementation plan regulations, 
EPA cites problems 474 

American Iron and Steel Institute 

—83rd general meeting, energy shortages 
seen intensified by Government regulations 
and uniformed demands of extreme en- 
vironmentalists, Miller, other speakers 253 

—Recycling seminar, Mass. and Conn. 
programs for converting municipal solid 
waste into fuel outlined, Willson, other 
speakers 26; conversion programs under 
Project Independence reviewed, activities 
on state and local level detailed, Kinsey, 
other speakers 77 

Bethlehem Steel Corp., Maryland proposes 
revision to air quality plan to grant excep- 
tion to Sparrows Point plant from process 
weight regulations and testing procedures 
programs, comments requested, text 17, 53 

Employee protection provision to Clean Air 
Act requested of House Health and En- 
vironmental Subcommittee by United 
Steelworkers of America 391 

Environmental regulations 

—Cost impact study forecasts expenditures 
up to $14 billion by 1983, Arthur D. Little, 
Inc. 134; EPA review of study urged, Alm 
390 


—Fugitive emissions requirements, AISI 
uestions effectiveness of federal stan- 
ards, capital expenditures cited in letter to 
Zarb 391 
Recycling of scrap material, Institute of 
Scrap Iron and Steel requests ICC to 
simplify proposed certification require- 
ment 254 
U.S. Steel Corp., Ala. plant’s failure to meet 
air standards, firm agrees to pay penalty 
and shut down open hearth furnaces, con- 
sent agreements with EPA and state 
general attorney 309 


STRIP MINING 


See LEGISLATION, FEDERAL, HR 25,5 7,S 
391, S 1703 


SULFUR AND SULFUR OXIDES 


Alabama sulfur dioxide limitation 
reclassification proposed, hearings set 455 

Automotive sulfate emissions control, EPA 
regulations expected by Nov., House 
Science and Technology Subcommittee 
hearings, testimonies 446 


Za” (ey 
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SULFUR AND SULFUR OXIDES—Contd. 


California 

—Air quality plan, proposal disapproving sul- 
fur dioxide regulation and proposing 
replacement federal regulations, comment 
period extended 151; Air Resources Board 
reinstates standard 378 

—Air Resources Board finds Los Angeles 
County Air Pollution Control District 
procedures for enforcing limits ineffective, 
report summary 456 

Capital cost estimates for coal-burning elec- 
tric power plants to meet Clean Air Act 
limits between 1975 and 1985, EPA es- 
timates increased, assessment of costs for 
alternative strategies, comparison with in- 
dustry estimates 467 

Coal-fired power plant emissions, FEA es- 
timates to 1985, report summary 473 

Electric utility industry cites economic 
benefits of intermittent control systems, 
supplementary controls seen as effective as 
scrubbers, Allen, Senate hearings 15 

Florida extends deadline for implementing 
state standards for sulfur dioxide emissions 
from existing fossil fuel steam generators 
379 


Gasoline sulfur content limit recommended 
as means of reducing automotive sulfuric 
acid emissions, National Clean Air Coali- 
tion 337 

Illinois sulfur dioxide emissions standards, 
hearings on proposed amendments schedul- 
ed 82 

Maine sulfur content restrictions imposed on 
industrial grade fuel oil in Portland area, 
Environmental Protection Dept. 315 

Montana sulfur oxide control strategy, 
revisions to air quality implementation plan 
approved, EPA 451 

air quality plan, EPA approves 
revisions setting more stringent standards 
for prohibiting blending of gas and commer- 
cial fuel to achieve applicable sulfur con- 
tent 313 

Oregon residual fuel oil, rule restricting sul- 
fur content in four counties adopted, En- 
vironmental Quality Dept. 81 

Pennsylvania air quality plan, sulfur oxides 
regulation for zinc smelters, hearings on 
proposed revision scheduled, Environmen- 
tal Resource Dept. 82 

Pennsylvania Power Co.’s steam boilers, 
court order requiring compliance with sul- 
fur dioxide limitations, lower courts’ 
refusal to issue contempt order for good 
faith noncompliance affirmed (PA SupCt) 
68 


Scrubbers 

—Cost estimates vary widely due to differing 
site conditions and design bases, model 
plants analyzed, EPA contractor’s report 
262 


—Efficiency and cost considevations cited, 
Starr at Joint Atomic Energy Committee 
hearings 476 

—Technological and economic feasibility 
debated at Air Pollution Control Assn. an- 
nual meeting 395 

Sulfate controls, House Science and 
Technology Subcommittee hearings, 
testimonies focus on controversy over 
policies 483 

Supplementary control systems, Environmen- 
tal Technology Assessment, Inc. report con- 
cludes systems offer realistic alternative 
for at training air standards, Norco 361 

West Virginia deletes secondary ambient air 
quality standards for sulfur dioxide from 
ambient air standards 419 


SUPREME COURT OF THE UNITED STATES 


Review sought 

—Clean Air Act, legality of unattainable emis- 
sion limitations requirements questioned in 
two cases 445 


—Federal-aid highway project, appeals court 
ruling that NEPA requires direct prepara- 
tion of impact statement by federal agency 
rather than perfunctory review and ap- 
proval 138 

—Hospital corporation lacks standard under 
NEPA to contest construction of competing 
hospital, appeals court ruling 199 

—State discharge permit programs, appeals 
court ruling that federal facilities must 
comply with procedural and substantive 
requirements 199 

—Texas air quality plan, lower court order up- 
holding validity of EPA ship and barge 
loading regulations, stay denied 6 

Review granted 

—Radioactive waste discharges into 
navigable waters, appeals court decision 
that EPA has authority to regulate all dis- 
charges 304 

—State discharge permit programs, appeals 
court ruling that federal facilities must 
comply with procedural and substantive 
requirements 389 

Decisions 

—Air quality implementation plans, ruling 
permitting states to grant minor variances, 
consideration of technological and 
economic feasibility left unaswered, other 
issues raised by decision, analysis 12 

—ICC complied with NEPA in consideration 
of proposed rate increases for freight 
shipped by railroad 387 

—Trans-Alaska oil pipeline, environmental 
groups challenging construction not entitled 
to attorneys’ fees despite claim of acting as 
“private attorney general,’ traditional 
‘American rule” bars award 132, 245 

Review denied 

—Detergents, lower court decision upholding 
Chicago ban on phosphates, ordinance held 
not violating Commerce Clause 199 

—Hospital corporation lacks standing under 
NEPA to contest construction of com- 
pleting hospital 389 

—Housing project, environmental group’s suit 
seeking NEPA compliance, lower court 
decision barring award of attorneys’s fees 
245 


—New community development project finan- 
cing, HUD environmental impact state- 
ment sufficient even though based in part 
on data submitted by developer 389 

—Vinyl chloride exposure, lower court deci- 
sion upholding occupational safety and 
health standard 245 


SYNTHETICS MANUFACTURING 


See EFFLUENT LIMITATION 
oa ES, subhead: Plastics any syn- 
thetics 


TARIFFS 
See IMPORTS 


TAXES 


See also INTERNAL REVENUE SERVICE; 
LEGISLATION, FEDERAL, HR 6860 

Crude oil tax to cover damages caused by oil 
spills requested, Ford 446 

Effluent discharges, National Commission on 
Water Quality urged to consider taxes as 
possible alternative, Rockefeller 3; issue 
scheduled for discussion at next meeting 
82; issue of charges not a matter for Com- 
mission resolution, Jones (D-Ala), other 
testimonies 137 

Pollution control facilities, tax assistance 
urged at House Ways & Means Committee 
hearings 477 


Recycling tax credit urged to encourage 
recovery, Senate Finance Committee re- 
quested to reinstate provisions deleted 
from House-approved energy tax bill (HR 
6860), Gershowitz 526 


TENNESSEE 


Air quality implementation plan, proposed 
amendments partially disapproved, EPA, 
text 373, 383 

Water Quality Control Div. schedules hearing 
on Memphis Area Basin planning 534 


TENNESSEE VALLEY AUTHORITY 
Contracts, see PROCUREMENT 


TEXAS 


Air Control Board, hearing scheduled on emis- 
sion of air contaminants in San Antonio: 
stockyard area 344 

Air Quality Board, hearing scheduled on ad- 
ditional controls to reduce hydrocarbons as 
means of attaining federal ambient stan- 
dards for photochemical oxidants 82 

Air quality implementation plan, EPA 
regulations governing ship and barge 
loading, lower court order upholding validi- 
ty, stay denied (US SupCt) 6 

Doty Sand Pit, Inc., fined for emitting bad 
odors and dust 418 

North American Hide Exporters, Inc., fined 
for discharging cattle blood into Vince 
Bayou 418 

Oil spills, coastal oil and hazardous spill 
prevention and control provisions enacted 
455 

Pesticides, state control act approved, 
provisions, 424 

Surface Mining and Reclamation Act signed, 
provisions and effects 487 

Vapor recovery regulation, Texaco, Inc., and 
Gulf Oil Corp. fined for violations 445 

Water Quality Board 

—Commercial solid waste disposal regulation 
revisions proposed, hearing set 455 

—Waste control order held by city and 
chemical firm, hearing scheduled to ex- 
plore status of compliance 217 


TIMBER INDUSTRY 


See EFFLUENT 
GUIDELINES 


LIMITATIONS 


TOXIC SUBSTANCES 


See CHEMICALS AND CHEMICAL IN- 
DUSTRY; LEGISLATION, FEDERAL, 
HR 7229, HR 7548, HR 7664, S 776 


TRANSPORTATION CONTROL PLANS 


See AIR QUALITY STANDARDS; specific 
states 


TRANSPORTATION DEPARTMENT 


Residential property values, effects of air and 
noise pollution abatement outlined, study 
211 

Wetlands preservation and enhancement, 
transportation facilities’ construction 
policies adopted 416 


UNEMPLOYMENT 
See MANPOWER 


INDEX—SUMMARY — REPORTS 1 through 13 


UNIVERSITIES 
See COLLEGES AND UNIVERSITIES 


UTAH 


Air Conservation Act, amendments providing 
for control of indirect sources signed by 
governor 344 


UTILITIES 


Electric Utility Industry Clean Air Coor- 
dinating Committee, flexibility in meeting 
clean air standards urged, several 
strategies for meeting limitations propos- 
ed, preliminary report to Congress 77 

Flue gas desulfurization, technological and 
economic feasibility debated at Air Pollu- 
tion Control Assn. annual meeting 395 

Long Island Lighting Co., N.Y., grand jury 
issues indictment for violation of state 
smoke emission control regulations 246 

Metropolitan Edison Co., Pa., fined for 
emissions from coal-fired boilers at Craw- 
ford Generating Station 418 

Pennsylvania Power Co.’s steam boilers, 
court order requiring compliance with sul- 
fur dioxide limitations, lower courts’ 
refusal to issue contempt order for good 
faith noncompliance affirmed (Pa SupCt) 
6 


Pollution control equipment costs, FPC sets 
hearings for comments on proposed repor- 
ting forms 490 

State regulatory commission hearings for 
utilities seeking rate increases, EPA con- 
sidering intervention, Quarles 219 

Water utilities, response to Safe Drinking 
Water Act and effluent guidelines applying 
to discharges from water treatment plants 
371 


Vv 


VERMONT 


Sewage and waste disposal facilities, in- 
terstate compact signed with New 
Hampshire 533 


VINYL CHLORIDE 
See CHEMICALS AND CHEMICAL IN- 
DUSTRY 


VIRGINIA 


Discharge permit program, application for 
program authority approved, EPA 155 

Wacer Control Board, sewage treatment 
‘design and construction, hearing scheduled 
to plan final action on priorities for federal 
funds 260 


Ww 


WASHINGTON 


Air quality implementation plan, revisions 
and amendments approved by EPA 258; ex- 
tension of final compliance deadline for es- 
tablishing bus lanes in Seattle and revised 
northern terminus of project proposed, 
EPA text 373, 382 

Coastal zone management program, 
preliminary approval granted, NOAA 315 

Ecology Dept. ; 

Kraft mill’s application for variance from 
air standards and change in regulatory 
order, hearing scheduled 260 : 

—North Olympic Coastal Basins, hearing 
scheduled to receive comments on water 
quality management plan 344 


—Open burning alternatives, proposed regula- 
tion to revise state’s certification process, 
hearing scheduled 534 

—Sewage system permits, regulations for 
delegating issuance authority to localities 
adopted 317 

—Waste management, proposed industrial 
facility, hearing on impact statement 
scheduled 217 

Thermal Power Plant Siting Act takes 
precedence over other state laws requiring 
water-use permits, state attorney general’s 
advisory opinion, Gorton 205 


WASHINGTON, D.C. 
See DISTRICT OF COLUMBIA 


WATER 


See following heads: 

—COASTAL ZONES 

—CONTINENTAL SHELF 

—DREDGING 

—EFFLUENT LIMITATION GUIDELINES 
—LAKES AND RIVERS 

—OCEANS 

—RIVER BASINS 

—SEWAGE TREATMENT 

—SHIPS AND BOATS 

—WATER POLLUTION (In General) 
—WATER QUALITY STANDARDS 
—WATER RESOURCES AND SUPPLIES 


WATER POLLUTION (In General) 


See also LAKES AND RIVERS; SEWAGE 
TREATMENT; WATER QUALITY STAN- 
DARDS 

Alabama pollution cases referred to state At- 
torney General for action, Water Improve- 
ment Commission 528 

Effluent charges as means of controlling 
pollution, consideration by National Com- 
mission on Water Quality urged, 
Rockefeller 3; issue scheduled for discus- 
sion at next meeting 82; issue of charges 
not a matter for Commission resolution, 
Jones (D-Ala), other testimonies 137 

Environemnt Improvement Award for water 
pollution management program announced, 
American Paper Institute 421 

Maryland Wastewater dischargers, requests 
for state discharge permits, hearings 
scheduled, Natural Resources Dept. 260, 
344 

North American Hide Exporters, Inc., Tex., 
fined for discharging cattleblood into Vince 
Bayou 418 

Ocean dumping, see OCEANS 

Oil spills, see OIL AND GAS 

State-federal water programs advisory com- 
mittee established, EPA functions 453 

Texas city’s chemical firm’s waste control 
order, hearing scheduled to explore status 
of compliance, Water Quality Board 217 

Thermal pollution in steam electric industry, 
abatement may significantly damage air 
quality, alternative strategies analyzed, 
EPA report 28 


WATER QUALITY STANDARDS 


See also EFFLUENT LIMITATION 
GUIDELINES; NATIONAL COMMISSION 
ON WATER QUALITY; SEWAGE TREAT- 
MENT; WATER POLLUTION (In 
General); WATER RESOURCES AND 
SUPPLIES 

California, Central Valley Regional Board 
schedules hearing on tentative control plan 


260 

Capital availability for financing federal 
water pollution control requirements, out- 
look, changes in federal budgetary policies 
urged at Conference Board conference 366 


(ER) 23 


Corps of Engineers jurisdiction, see 
LEGISLATION, FEDERAL, HR 7441, HR 
7690, S 1796, S 1843, S 1878 

Dairy ranchers’ compliance with FWPCA, 
Small Business Act (HR 5675) amendment 
proposed to authorize SBA assistance 379 

Discharge permit program 

—See also specific states 

—Exemption of certain point sources re- 
jected, EPA ordered to propose regulations 
for animal feedlots and storm sewer runoff 
within five months (DC DC) 359 

—Federal facilities, appeals court ruling re- 
quiring compliance with procedural as well 
as substantive requirements of state 
programs, Supreme Court review sought 
199; review granted 389 

—New Hampshire proposed nuclear plant, 
utility’s permit application, EPA Region I 
issues determinations 532 

—New York condominium development’s per- 
mit, suit challenging issuance dismissed 
(D-NY) 199 

—Peabody Coal challenge to EPA approval of 
permit program for Ohio barred by late fil- 
ing of petition (CA 6) 469 

—Regulations, revisions and amendments ap- 
proved, EPA 488 


Dredge and fill material discharges into U.S. 
waters, Corps of Engineers regulations 
proposed, text 72, 97; EPA proposes 
guidelines for Corps in carrying out permit 
responsibilities, text 72, 91; environmental 
groups accuse Corps of deliberately mis- 
leading statements on proposals, 
“nationwide scare campaign’’ to frustrate 
cleanup efforts charged 145; misunderstan- 
ding due to inaccurate and misleading press 
release issued by Corps, Train memoran- 
dum to chief of engineers 203; comment 
period extended 359; House Public Works 
Subcommittee sets hearing to investigage 
and clarify proposals 413; opposition ex- 
pressed in most comments on proposed 
rules, overview 449; subcommittee 
hearings on proposed regulations, 
testimonies, EPA statements 471; further 
debate on proposed rules, testimonies 531 


Drinking water, see WATER RESOURCES 
AND SUPPLIES 


Federal Water Pollution Control Act 

—Du Pont evaluates 1983 requirements find- 
ings and recommendations 374 

—EPA proposed amendments to be submitted 
to Congress, series of hearings scheduled to 
receive additional information 73; five 
issue papers on amendments issued by 
EPA, modification of construction grants 
program and other areas discussed, text 
243, 288; scheduled hearings are not 
‘egislative hearings,’’ EPA notice publish- 
ed and Federal Register 310; reduced 
federal share of sewage treatment con- 
struction grants opposed by witnesses at 
hearing on five possible amendments, other 
issues addressed, highlights 393 


—House Public Works Subcommittee holds 
hearings on method of making Act more 
effective, user charges and other concepts 
discussed, testimonies 131 

—Legal implications, Moore urges NCWQ 
study 373 

—National Commission on Water Quality to 
report on effects of achieving 1983 goals, 
political and technical factors being weigh- 
ed, officials disagree over considerations, 
summary of comments, Program Director 
Moore issued memorandum, clarifying 
preparation of draft report, text 248, 265; 
Moore offers alternatives for implementa- 
tion including changes for industries and 
municipalities 412 


—Oil pollution prevention regulations applied 
to non-petroleum oil such as fats and oils 
from animals and vegetables source, EPA 
clarification 456 


24 (ER) 


WATER QUALITY STANDARDS—Contd. 


Federal Water Pollution Control Act—Contd. 


—Radioactive waste discharges into 
navigable waters, appeals court decision 
that Act gives EPA authority to regulate all 
discharges, Supreme Court review granted 
304 


—Sec. 208 areawide planning 
—Approvals issued to 36 areas and agencies 
on June 30, listing 424 
——EPA exploring possibility of draft legisla- 
tion to expand program to include air and 
solid waste, Train 243; program 
suggested as model for similar program 
under Clean Air Act with major 
modifications, Haskell report prepared 
for EPA 518 
—Secondary treatment requirements will not 
be met by all municipalities until at least 
late 1980s, Train, other comments 479 
—Sewage treatment construction grants, see 
FINANCING, FEDERAL 
—State continuing planning process, 
regulatory amendments on policies and 
procedures proposed, EPA, text 485, 506 
—State laws dealing with water use rights, 
relationship to Act’s objectives to be 
studied by National Commission on Water 
Quality, Cahill 152 
—State participation and impact on states, 
greater role in environmental decision- 
making urged by environmental groups at 
NCWQ hearings 477 
—State planning agencies under Sec. 208 must 
meet same requirements as local agencies 
when acting for areas not designated as 


causing substantial pollution problems (DC; 


DC) 336 

—State role examined at National Comm. on 
Water Quality meeting, testimonies of 
southeastern officials on impact of Act 449 

Florida 

—Dredge and fill permits, legislation 
reorganizing state’s environmental agen- 
cies in effort to expedite applications signed 
by governor, environmental groups com- 
ment 314 

—Thermal discharges, hearing scheduled to 
consider amendments on applicability of 
mixing zones to nonrecirculated dis- 
charges, Pollution Control Dept. 344 

Management basin plans, preparation regula- 
tion amendments proposed, EPA, text 485, 
501 

Montana standards for preserving stream 
beds and banks, hearing to consider adop- 
tion of rules scheduled 344 

Morses Creek, Linden, N.J., designated as 
“TW-4” area 487 

National Pollutant Discharge Elimination 

System (NPDES), see subhead: Discharge 

permit program 

Nevada program to control discharges of 

pollutants to navigable waters, hearings on 

request for EPA approval 455 

New Jersey proposed limits on oil and grease 

in waterways, hearing scheduled, En- 

vironmental Protection Dept. 534 

Nuclear power reactor effluents, numerical 
guides for design objectives and limiting 
conditions for operation issued, Nuclear 
Regulatory Commission rulemaking 
proceeding 218 

Oklahoma water quality management plan for 
panhandle basin, hearing set 375 


ENVIRONMENT REPORTER — May 2—July 25, 1975 


Revision policy, EPA in conflict on how to 
relate standards to effluent limitations, op- 
tions for clarifying relationship offered, 
draft issue paper 332 

Tennessee planning for Memphis Area Basin, 
hearing scheduled 534 

Test procedures for analysis of pollutants, 
EPA announces intention to amend propos- 
ed guidelines 348 

Washington 


—North Olympic Coastal Basins management 
plan, hearing scheduled to receive com- 
ments, Ecology Dept. 344 

—Thermal Power Plant Siting Act takes 
precedence over other state laws requiring 
water-use permits, state attorney general’s 
advisory opinion, Gorton 205 


WATER RESOURCES AND SUPPLIES 


See also LAKES AND RIVERS; RIVER 
BASINS 

Dams, New River hydroelectric dam project, 
N.C.-suit to block construction and other 
development dismissed (DC NC) 139 

Drinking water 

—See also ADVISORY COMMITTEES, sub- 
head: National Drinking Water Advisory 

» Council 

—Asbestos in supplies from Great Lakes, 
knowledge of public health aspects inade- 
quate, advisory board’s report to Inter- 
national Joint Commission 29 

—Carcinogenic substances in chlorinated 
water, EPA report available from NTIS 
346; EPA Office of Toxic Substances sub- 
mits interim report to Congress summary 
372 


—Chloroform, possible link with human liver 
cancers suggested, EPA Science Advisory 
Board’s report 71 
—Illinois water assn. charged with operating 
public water supply without proper cer- 
tification and failure to submit samples for 
bacteriological analysis, state EPA 418 
—Safe Drinking Water Act 
——Grants for state public water system 
supervision programs, EPA draft 
regulations circulated, text 133, 167 

——Humphrey (D-Minn) scores EPA for 
slowness in obligating federal funds 334 

——Interim primary standards, EPA 
hearings on proposals, Environmental 
Defense Fund criticizes organic 
chemicals limits as contrary to intent of 
Act, Harris 8; EPA will not meet 
statutory deadline for promulgating stan- 
dards 339 

——Primary standards, implementation 
regulations drafted by EPA working 
group, provisions 133 

——State underground injection control 
programs, EPA draft regulations cir- 
culated, text 133, 157; draft list of states 
requiring programs, text 190 

——Water utility officials’ response to propos- 
ed EPA regulations 371 

National Conference on Water, agriculture to 
have priority over energy production in 
event of national water shortage, Horton, 
other speakers 21 

Reuse of water seen becoming economically 
necessary for future industrial expansion, 
specific approaches outlined, Hunt 146 


WEATHER 


Acid rainfall caused by air pollutants, ad- 
ditional research needed to find extent of 
risk, McQuire 207; precipitation seen as 
growing problem in northeastern U.S., 
potential serious effects noted, McGlennon 
517 

Ozone layer 

—See also LEGISLATION, FEDERAL, HR 
3118, HR 3916, HR 4652 

—Behavioral and psychological effects on 
humans of exposure to ozone, EPA contract 
awarded to Stanford Univ. 379 

—CPSC denies petition from Natural 
Resources Defense Council seeking ban on 
all aerosol products containing fluorocar- 
bon propellants 481 

—Depletion due to chlorofluorocarbons pro- 
jected, Cicerone, other testimonies, House 
hearings 210 

—Drug manufacturers ordered to submit 
listing of all products containing fluorocar- 
bon propellants, FDA 486 

—Fluorocarbon impairment of earth’s ozone 
shield, research on accuracy of claims 
shows gross overstatement, Ward views 
453 

—Fluorocarbon measurements in 
stratosphere support ozone depletion 
theory, Colorado researcher’s statement at- 
tacked by du Pont Co. scientist 526 

—Fluorocarbon propellants, Federal Task 
Force on Inadvertent Modification of the 
Stratosphere study findings 368 

—NASA begins program of stratospheric 
research to determine effects of natural 
and manmade pollutants, NOAA study finds 
shield thinning 213 

—Oregon legislation banning aerosol sprays 
which contain fluorocarbon propellants 
signed by governor, possible destruction of 
layer cited 362 

—Overstatement of dangers of fluorocarbon 
propellants claimed, Scorer 491 


WEST VIRGINIA 


Highway bridge construction through public 
parklands in Huntingdon, authorization 
overturned (CA 4) 414 

Power plants’ particulate emissions, state’s 
request for one-year postponement of com- 
pliance deadline denied by EPA, lack of 
good faith efforts cited, Train 13 

Secondary ambient air quality standards for 
sulfur dioxide deleted from state ambient 
air standards 419 


WETLANDS 
See LAND USE 


WYOMING 


Air quality implementation plan, compliance 
schedules adopted, EPA 373 

Industrial Development Information and 
Siting Act signed, environmental safeguard 
provisions 377 

Land use, legislation establishing state com- 
mission signed by governor, planning by 
state and local jurisdictions required 263 
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ADVERTISING 


Automobile emission standards, major 
manufacturers sponsor advertisement 
offering choices on emissions control, 
public comments requested 776; industry 
advertising campaign criticized, Muskie 
(D-Me) 997 

Gasoline economy, temporary advertising 
guidelines based on EPA economy figures 
issued, Federal Trade Comm. 764 


Snowmobiles, television station which broad- 
cast paid advertisements not required un- 
der FCC fairness doctrine to present other 
side of controversy (CA 1) 694 


ADVISORY COMMITTEES 


Air Quality Criteria Committee, EPA, Stern 
appointed chairman, other new members 
named 772; basis for ambient standards un- 
der Clean Air Act to be reviewed 933 
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AUGUST 1 through OCTOBER 31, 1975 


Effluent Standards and Water Quality Infor- 
mation Committee, EPA, litigation 
challenging limitations and guidelines, 
analysis of issues heard by committee, in- 
dustry challenges summarized 933 

Federal regulatory agencies, Senate Govern- 
ment Operations Committee names ad- 
visory panel to assist in year-long investiga- 
tion, members named 1001 

National Drinking Water Advisory Council, 
EPA, problems in setting interim primary 
drinking water regulations noted, EPA 
proposed modifications outlined, Jeffrey, 
other testimonies 581 

Oceans and Atmosphere Committee, es- 
tablishment of 200-mile economic resource 
zone for coastal waters recommended, 
other findings and recommendations, an- 
nual report to Congress 1021; public 
hearings scheduled, agenda 1084 

Outer Continental Shelf Advisory Board 
created to coordinate policy issues raised 
by accelerated leasing program, Interior 
Dept. 1019 

Pesticide Policy Committee to be created by 
EPA, membership from various groups 
planned, Train letter to congressional com- 
mittees 805; cancellation and suspension 
activities, ad hoc group recommends 
special group be established to develop 
coordinated policy, Train memo and 
group’s recommendations, text 1077, 1145 


AGRICULTURE 


See also PESTICIDES 

Animal feedlots and agricultural operations 
subject to discharge permit program, EPA 
seeks data on methods to control point 
source discharges, hearings scheduled 647; 
EPA to propose regulations or advise 
Congress of technical changes to imple- 
ment effective program, Printz 696 

Dept. of Agriculture 

—Appropriations, see LEGISLATION, 
FEDERAL, HR 8561 

—Dredge and fill material discharges into 
navigable waters, legislative action to limit 
scope of Corps of Engineers regulations 
urged, threat to farmers and ranchers 
cited, Long 643 

—Mirex, use in controlling fire ants to 
resume, memorandum of understanding 
with EPA 1214 

Fertilizer manufacturing, see EFFLUENT 
LIMITATION GUIDELINES 

Water pollution problems, EPA seeks 
cooperative control effort with agricultural 
community, conservation and land manage- 
ment practices critical in addressing 
problems, Train 564. 
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AIR 


See following heads: 

—AIR POLLUTION (In General) 

—AIR QUALITY STANDARDS 
—NITROGEN AND NITROGEN OXIDES 
—PARTICULATE MATTER 

—SULFUR AND SULFUR OXIDES 


AIR POLLUTION (In General) 


See also AIR QUALITY STANDARDS; 
NITROGEN AND NITROGEN OXIDES; 
PARTICULATE MATTER; SULFUR AND 
SULFUR OXIDES 

Aircraft and airports may become major 
pollution sources as other sources are con- 
trolled more effectively, Strelow 1079 

Arsenic emissions from smelters suggested 
as cause for high lung-cancer mortality, 
National Cancer Institute report 612 

Automotive emissions, see MOTOR 
VEHICLES 

Concorde supersonic transport, Environment 
Defense Fund files petition with Civil 
Aeronautics Board to prohibit flights 
between Europe and U.S. 936 

Connecticut 

—Metal casting furnaces in violation of state 
particulate emissions rules, deadline for in- 
stalling equipment extended, A 
amendment to consent order 698 

—Power generating station in violation of 
state and federal visible emission rules, 
EPA issues notice of violation 597 

Control facilities, plants required to have 
specific control devices to qualify as facili- 
ty under Internal Revenue Code, IRS ruling 
904 


Control regulation, introductory seminar 
eg na Bureau of National Affairs, Inc. 


5 
Federal Energy Admn. survey shows public 
willing to pay ‘‘reasonable amounts’’ of 
money to reduce pollution, summary of 
findings, Nader charges survey results 
withheld from public, FEA response 1018; 
Muskie (D-Me) requests FEA to explain 
allegations that poll was suppressed 1213 
Illinois roofing firm’s violations of state pollu- 
tion rules, fine imposed, Pollution Board 
597 


Jones & Laughlin Steel Corp. to bring Pa. 
plant into compliance with local standards 
by 1981, tenative consent order with EPA 
and county pollution board 698 

Louisiana compliance schedules, action on 
four requests for extensions postponed, Air 
Control Commission 915 

Michigan liquid waste incinerator plant 
ordered shut down until installation of 
proper pollution control equipment 1085 

Montana respiratory illnesses, Health and 
Environmental Sciences Dept. study finds 
state’s death rate 52 percent higher than 
national rate, difference cannot be at- 
paputed to any particular cause, Haddow 
773 

Ozone layer protection, see WEATHER 

Pennsylvania 

—Abatement orders issued, Environmental 
Resources Dept. 1085 

—Oil quenching firm ordered to halt oil vapor 
emissions and install control equipment, 
Environmental Resources Dept. 619 

Texaco, Inc., gasoline loading facility, firm to 
install equipment to prevent excessive 
emissions of hydrocarbon vapor, consent 
agreement with EPA 597 


Wisconsin power plant’s particulate emis- 
sions, proposed order gives county until 
1978 to control emissions, Natural Re- 
sources Dept. 1086 


AIR QUALITY STANDARDS 


See also ADVISORY COMMITTEES; AIR 
POLLUTION (In General) 


ENVIRONMENT REPORTER — Aug. 1—Oct. 31, 1975 


Air quality maintenance areas (AQMAs), see 
subhead: State implementation plans 

Asphalt concrete plants, EPA decides not to 
revise opacity limits in performance stan- 
dards for new or modified plants, response 
to submitted comments, text 818, 856 

California 

—Lead ambient standard, hearing scheduled 
to consider amendments, Air Resources 
Board 914 

—Sandblasting, hearing on proposed rules set, 
Air Resources Board 1019 

Cement plants, EPA revised source perform- 
ance standards upheld by appeals court, 
manufacturers file petition for review with 
U.S. Supreme Court 870 

Clean Air Act 

—See also CONGRESS, subheads: House, 
House hearings, Senate hearings 

—1974 implementation of Act, major 
developments detailed, EPA report to 
Congress 602 

—Ambient standards, National Air Quality 
Criteria Advisory Committee to review 
basis 933 

—Automobile emission standards, 
MOTOR VEHICLES 

—Economic growth, land use, and plant siting 
decisions made solely on basis of Act’s 
goals scored, Ruckelshaus 1210 

—Secondary ambient standards seen suf- 
ficiently stringent to protect public welfare, 
reevaluation suggested as more data on 
long-term effects become available, Train 
letter to Muskie (D-Me) 1212 

Fossil fuel-fired steam generators, source 
performance standards remanded by 
appeals court, EPA tentatively decides not 
to revise standards except for opacity, EPA 
proposed response to remand, text 816, 
858; proposed regulations on opacity 
published, text 816, 855 

Georgia control rules and regulations, hearing 
scheduled on proposed amendments and 
submitted compliance schedules, Natural 
Resources Dept. 997 

Hazardous emission standards for asbestos 
and mercury, amendments adopted, EPA 
1020 


see 


Hydrocarbon emissions, EPA urged to 
develop multi-state standards, Bardin- 
letter to EPA 659 

Illinois sulfur dioxide emissions standards, 
legislation providing mechanism for grant- 
ing compliance extensions approved by 
governor 936 


Indiana pollution control program for Gary 
region, local agency’s authority to ad- 
minister program revoked, contingency 
plan implemented, Stream Pollution Con- 
trol Board 593 

Indirect sources, Colorado proposed regula- 
tion, hearing scheduled, Air Pollution Con- 
trol Commission 658 

JT3D aircraft engine, EPA proposes 
regulations to delay implementing smoke 
emission standards, text 1213,1220 

Missouri proposed new source performance 
standards, hearing scheduled, Natural 
Resources Dept. 600 

Montana particulate standards for in- 
cinerators adopted as amendments to air 
quality rules, Health and Environmental 
Sciences Dept. 942 

Nondegradation of air quality 

—EPA-FEA joint study reviews 
Congressional proposals, differences 
between House and Senate versions detail- 
ed, proposals would not preclude construc- 
tion of new electric utility industry capaci- 
ty, varying degrees of additional controls 
would be required, summary 980 

—Hilly or mountainous regions, proposed 
limits on sulfur dioxide and particulates 
seen more diificult to attain, proposed rules 
would have restrictive effect in Maine, En- 
vironmental Research and Technology, Inc. 
study 811 


—House Interstate and Foreign Commerce 
Subcommittee adopts measures to extend 
regulations to all pollutants covered by 
national ambient standards, text 803,819; 
subcommittee loosens restrictions on 
degradation, Administration proposal to 
leave decisions to states rejected, staff 
summary, text 978, 1004 

—Industrial development, proposed 
amendments would bar states from 
designating preferred areas, other short- 
comings cited, American Paper Institute 
study 912; Muskie (D-Maine) criticizes 
report as misleading and inaccurate, EPA 
staff analysis of findings cited 1015 

—National Assn. of Manufacturers predicts 
rules will have negative effect on industrial 
growth, problems in permitting develop- 
ment detailed 697 

—Power plant siting seen severely constrain- 
ed by EPA regulations, electric utility in- 
dustry studies, EPA response, Wasserman 
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—Senate Public Works Subcommittee en- 
dorses policies stronger than EPA rules, 
measure calls for states to designate areas 
for limiting degradation from stationary 
sources, provisions 548 

Ohio particulate emission standards, electric 
utilities submit compliance schedules to 
state EPA 621 

Oklahoma air quality regions, proposed 
redesignation under EPA significant 
deterioration regulations, hearings schedul- 
ed 658 

Oregon open burning rule, bill lifting ban on 
field burning and requiring phasing down 
1977 signed by governor 599 

Photochemical oxidants 

—EPA review of control strategy finds 
current measures may be insufficient to at- 
tain national ambient standard, additional 
controls suggested 579; studies reveal ox- 
idants as problem in both rural and urban 
areas, strategy being developed to bolster 
controls in rural areas and for stationary 
sources, findings reviewed,Train 648 

—Regulations revising ‘‘significant harm’ 
level promulgated, EPA 645 

Power plants, coal conversion program seen 
hindering complete compliance with emis- 
sion limits by projected 1980 target date, 
EPA figures submitted to Randolph (D-W- 
Va), Strelow 552 


Preconstruction review, ferroalloy produc- 
tion facilities added to list of sources sub- 
ject to review, EPA regulations adopted 
817 

Significant deterioration of air quality, see 
subhead: Nondegradation of air quality 

South Carolina Pollution Control Act, 
regulatory authority transferred to Health 
and Environmental Control Board, Act 
amended to require Board to promulgate 
rules for preventing air quality degradation 
599 


State implementation plans 
—See also subhead: Transportation control 
plans; specific states 
—Air quality maintenance areas (AQMAs) 
——Final identification of areas in 17 states 
and District of Columbia published, EPA 
815 


——Planning and development, EPA proposes 
regulations specifying minimum require- 

._ments, text 1080, 1146 

—Monitoring instruments, regulations requir- 
ing revision of plans to require installation 
adopted, EPA 992 

—Power plants, EPA draft study finds 102 
plants in 19 states violating sulfur dioxide 
emissions limitations 991 

—Stationary sources in violation of plan re- 
quirements, Senate Public Works Subcom- 
mittee’s proposed amendment to authorize 
imposition of ‘‘delayed compliance 
penalty’’ opposed by EPA, modification 
urged, preliminary staff comments 805 


INDEX—SUMMARY — REPORTS 14 through 27 


AIR QUALITY STANDARDS—Contd. 


State implementation plans—Contd. 

—Technological and economic feasibility of 
requirements, appeals court ruling that 
such considerations cannot be asserted in 
petition for review, Supreme Court review 
granted 986 

Stationary sources 

—Continuous emissions monitoring, 
regulations adopted 992 

—Measures aimed at regulating currently un- 
controlled pollutants adopted, House 
Interstate and Foreign Commerce Subcom- 
mittee 556 

Steel industry, performance standards for 
new and modified electric arc furnaces 
eet particulate emissions restricted, 

A 912 


EPA 


Sulfates ' 4 

—Atmospheric levels found increasing over 
24-state region, danger to health cited, 
policy adopted for preventing increases in 
stationary source sulfur emissions, EPA 
policy paper 903 

—Government policymakers face key control 
decisions despite critical gaps in scientific 
data base, EPA to support measures to 
reduce sulfur loadings into atmosphere, 
Train, Strelow, other comments 583 


Sulfuric acid plants, source performance 
standards remanded by appeals court, EPA 
tentatively decides not to revise standards, 
draft response to remand, text 764, 787 


Texas control regulation governing smoke, 
visible emissions, and particulate matter, 
hearing on. amendments scheduled, Air 
Control Board 600 


Transportation control plans 

—See also specific states 

—Congressional subcommittees weighing 
legislation to amend Clean Air Act, use of 
transportation controls to achieve air quali- 
ty goals to be considered when sessions 
resume 698; subcommittees continue 
markup, House Subcommittee agrees to ex- 
tend deadlines and curtail indirect source 
controls, Senate subcommittee receives 
staff list of issues for minimum air pollu- 
tion bill 899; Senate Public Works Subcom- 
mittee moves toward adopting procedure 
for extending plan deadlines 1073 

—EPA held lacking authority to force states 
to legislate, administer, and enforce 
specified controls (CA DC) 1201 : 

—Maryland challenge of EPA’s promulgation 
of controls for metropolitan Baltimore 
region, EPA ruled without authority to re- 
quire states to enact and enforce controls 
(CA 4) 902 

—States’ failure to enforce controls, Clean Air 
Act does not authorize EPA to impose sanc- 
tions (CA 9) 803 

—Vapor recovery, gasoline stations in major 
metropolitan areas required to install 

roperly certified equipment by mid-1977, 

EPA regulations proposed to amend plans 
985; proposed amendments issued, text 
1014, 1045 


Vapor recovery systems for facilities handl- 
ing petroleum products in 
Houston-Galveston area, EPA and Coast 
Guard working on proposed regulations, 
Benkert 935 


Virginia abatement and control regulations, 
revisions adopted authorizing board to 
grant fuel variances, enter establishments 
to investigate pollution sources, and grant 
permits for construction or modification of 
indirect and direct sources, summary of 
provisions 917 

Wisconsin regulations governing emissions 
from indirect, direct, and stationary 
sources approved, Natural Resources Dept. 
567 


AIR TRANSPORT 


Aircraft and airports seen becoming major 
air pollution sources as other sources are 
controlled more effectively, Strelow 1079 

Concorde supersonic transport, Environmen- 
tal Defense Fund files petition with Civil 
Aeronautics Board to prohibit flights 
between Europe and U.S. 936 


JT3D engine, EPA proposes regulations to 
delay implementing smoke emission stan- 
dards, text 1213, 1220 

Log Angeles Int’]. Airport, property owners’ 
suit claiming noise from jets caused 
emotional and mental distress, damages for 
nuisance awarded (Calif SuperCt) 1013 


Milwaukee airport, property owners’ suit 


alleging deprivation of property from 
low-flying aircraft, district court decision 
dismissing suit affirmed in part, lower 
court directed to retain jurisdiction of 
plaintiffs’ 14th Amendment claim against 
county pending determination in state court 
(CA 7) 763 


Noise at municipal airport, lower court’s rul- 
ing vacating previous judgment that im- 
posed restrictions on take-offs and landings 
held proper, control and regulation of noise 
pre-empted by Federal Government (NJ 
SuperCt) 810 


ALABAMA 


Air quality implementation plan, proposed 
regulations on emissions from cement 
plants submitted to EPA, text 562, 572; 
EPA proposes revision for control of sulfur 
compound emissions, text 814, 854 

Mining firm’s proposal to surface mine coal 
on land adjacent to lake, hearing scheduled, 
Water Improvement Commission 915 

Shades Creek sewage system, immediate 
moratorium on additional connections 
ordered pending rehabilitation of system, 
Water Improvement Commission 919 

Steel firm‘s discharges into creek without 
permit, fine imposed, Water Improvement 
Commission 1085 


APPOINTMENTS, PERSONNEL CHANGES 


Air Quality Criteria Advisory Committee 

—Stern named chairman, other new members 
appointed 772 

Environmental Protection Agency 

—Agee resigns as assistant administrator for 
water and hazardous materials to become 
adviser to EPA on water planning 658 

—Breidenbach under consideration to succeed 
Apee as Assistant Administrator for Water 
and Hazardous Materials 700 

—Elkins named Deputy Assistant Ad- 
ministrator for Noise Abatement and Con- 
trol Office 1215 

—Fenske named consultant to Administrator 
Train for liaison with environmental and 
public interest groups 1215 

—Meyers named to replace Darney as deputy 
assistant administrator of Solid Waste 
Programs Office 1086 

Interior Dept. 

—Frizzell nominated by President Ford to be 
Under Secretary 1003 

—Hathaway resigns as Secretary, President 
will not name successor immediately 562 

—Kleppe nominated by President Ford to 
succeed Hathaway as Secretary 812; con- 
firmation hearings, Senate Interior Com- 
mittee 904; Committee approval 1003 

National Oceanic and Atmospheric Admn. 

—Lane designated acting director of new 
Marine Minerals Office 910 


APPROPRIATIONS AND AUTHORIZATIONS 
See BUDGET, U.S. 
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ARIZONA 


Air quality implementation plan, review and 
maintenance of stationary source in 
Phoenix-Tucson control region, EPA 
proposes revisions, text 704, 751; EPA 
proposes various revisions, text 877, 881; 
EPA proposes revision in sulfur oxide con- 
trol strategy for existing copper smelters in 
two regions, text 1082, 1089; EPA approves 
revision requiring adoption of procedure for 
review of new and modified indirect and 
stationary sources 1216 


ARKANSAS 


St. Francis River Basin Plan, hearing on 
proposal scheduled, Pollution Control and 
Ecology Dept. 658 


ARMY 


See also CORPS OF ENGINEERS 
Ammunition plant's effluent discharges, 
Illinois suit to halt discharges dismissed for 
lack of jurisdiction (DC Ill) 613 
Contracts, See PROCUREMENT 


ATOMIC ENERGY 


See also RADIATION 

Nuclear power pants 

—Accidental airborne releases, guidance 
manual for states and local governments 
issued, EPA 995 

—Commercial light water reactors, con- 
troversial study citing accident risks as 
statistically insignificant, conclusion 
an supported in EPA review, report 


—New Jersey utility granted conditional ap- 
proval for construction of Hope Creek Sta- 
tion, environmental conditions imposed, 
Bardin 917 

Nuclear Regulatory Commission 

—Effluent criteria for radioactive material in 
nuclear power reactors, changes in ter- 
minology proposed 598 

—Plutonium waste recycling, proposals to 
delay use for two years, Atomic Industrial 
Forum predicts adverse economic effects 
599 

—Virginia Electric & Power Co. found mak- 
ing false statements in denying knowledge 
of geologic fault as site of nuclear power 
plant, fine imposed 876 


AUTOMOBILES 
See MOTOR VEHICLES 


BEET SUGAR PROCESSING 


See EFFLUENT LIMITATION 
GUIDELINES, subhead: Sugar processing 


BONNEVILLE POWER ADMINISTRATION 


Alumax Pacific Corp. proposed aluminum 
reduction plant, BPA agreement to deliver 
large quantities of electric power declared 
unenforceable pending filing of impact 
statement (DC Ore) 763 


BUDGET, U.S. 


Agriculture Dept., see LEGISLATION, 
FEDERAL, HR 8561 

Environmental Protection Agency, see 
LEGISLATION, FEDERAL, HR 8070 

Interior Dept., see LEGISLATION, 
FEDERAL, HR 8773 
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ENVIRONMENT REPORTER — Aug. 1—Oct. 31, 1975 


BUILDING AND CONSTRUCTION 


Boathouse construction of Oseetah Lake, 
Adirondack Park Agency’s denial of per- 
mission ruled lawful and not arbitrary, 
aesthetics recognized as legitimate concept 
within general police powers (NY SupCt) 

63 


Chicago low-income housing units, suit to en- 
join construction, district court decision 
refusing to order HUD Dept. to study en- 
vironmental impact of prospective tenants 
affirmed (CA 7) 1012 : 

Florida buildings constructed on reclaimed 
phosphate mining lands, high levels of 
radioactive radon found, EPA urges state 
to halt construction, Train 938 

General Services Admn. proposed federal of- 
fice building, contract for land acquisition 
and construction, motion for preliminary 
injunction denied, GSA not required to file 
impact statement with lease prospectus 
(DC Miss) 1013 

Municipality’s restrictions on growth, or- 
dinance limiting new housing units upheld 
(CA 9) 643 

Plant construction, see ELECTRIC POWER; 
SEWAGE TREATMENT 

Public housing project, HUD Dept. award of 
federal funds for development, failure to 
consider alternatives ruled NEPA violation 
regardless of whether action requires im- 
pact statement (CA 2) 585 

Washington development permits under state 
shoreline management law, regulations for 
processing applications, Ecology Dept. 
hearing scheduled 915 


BUREAUS 


See other parts of title and specific subject 
headings 


CALIFORNIA 


Air quality implementation plan, revisions to 
compliance schedule portion of plan, EPA 
proposes approval, text 562, 571; authority 
for air quality control delegated to state on 
behalf of four areas, EPA 878; EPA 
delegates control authority to state on 
behalf of Kern County and Trinity County 
districts 938; EPA approves revision re- 
quiring adoption of procedures for review of 
new and modified indirect and stationary 
source 1216 

Beverage containers, ban on sale of pull tab 
containers by 1979 approved by governor 
918 


Catalyst-equipped cars, EPA studies show 
slight increase in sulfate levels, sulfuric 
acid emissions may be responsible, Moran 
810 

Catalytic converters, manufactures required 
to pay costs of replacements, Air Resources 
Board ruling 1001 

Chrysler Corp. fined for violating state 
emissions regulations, order requiring firm 
to stop selling cars with high-polluting 
engines modified Air Resources Board 646 

Coastal Research Project, 1975 annual report 
cites difficulties in determining ocean 
pollutants, summary 661 


Environmental Quality applies to projects ex- | 


tending beyond state boundaries, attorney 
general‘s ruling, Younger 938 

Gasoline 

—Desulfurization limits, restriction to certain 
areas recommended, Air Resources Board 
staff information report 937 


—Vapor control systems, legislation requiring | 


adoption of procedures and performance 
standards for certification approved by 
governor 1085 


Inland waters used for power plant cooling, 
control policy on use and disposal adopted, 
Water Resources Control Board 704 

Land, ambient air quality standard, hearing 
scheduled to consider amendment, Air 
Resources Board 914 

Light-duty vehicles, hearing scheduled on 
proposed assembly-line test procedures, 
Air Resources Board 996 

Los Angeles County, general plan regulating 
future development set aside due to non- 
compliance with state Environmental 
Quality Act, impact reports ruled inade- 
quate (Calif SuperCt) 550 

Offshore oil and gas pipelines, law imposing 
one-year moratorium on construction or ex- 
pansion signed by governor 912 

Offshore oil drilling, federal program may in- 
crease smog levels, substantial amounts of 
sulfur compounds and reactive hydrocar- 
bons may be added to air, Air Resources 
Board report 937 

Offshore seepage of oil and gas causing pollu- 
tion of beaches and submerged state lands, 
legislation authorizing research and _in- 
vestigations approved by governor 1085 

Petaluma restrictions on growth, ordinance 
limiting new housing units upheld, 
municipality has right to preserve ‘‘small 
town’’ character, open space, and low pop- 
ulation density (CA 9) 643 

Sandblasting, hearing on proposed operations 
regulations scheduled, Air Resources Bd. 
1019 

Solid waste disposal projects, legislation 
providing financing approved by governor 
1084 

Water supplies, project to redistribute water 
to deficient areas must take into account 
navigational, environmental, fish and 
wildlife considerations, impact statements 
required (DC Calif) 585 


CENSUS BUREAU 


Pollution abatement expenditures, $2.4 billion 
spent by industry in 1973, report 998 


CHEMICALS AND CHEMICAL INDUSTRY 


See also NITROGEN AND NITROGEN 
OXIDES; PESTICIDES; SULFUR AND 
SULFUR OXIDES 

American Chemical Society, 
CONFERENCES AND MEETINGS 

American Institute of Chemical Engineers, 
see CONFERENCES AND MEETINGS 

Arsenic emissions from smelters suggested 
as cause for high lung-cancer mortality, 
National Cancer Institute report 612 

Cadmium, Defense Dept. use for metal 
coating of aircraft and ships, National 
Wildlife Federation urges rapid phase-out, 
Kamlet letter, Marienthal response 703 

Chlorine used in wastewater disinfection, 
EPA policy statement proposed exclusive 
use be discontinued under certain con- 
ditions, text 654, 677 

Ethylene dibromide, concentrations of car- 
cinogen found in streams and ambient air 
samples, EPA contractor’s report 1215 

Fluorocarbons 

—International mechanism for controlling 
emissions to atmosphere recommended, 
Train 1079 

—New York legislation banning aerosol 
sprays signed by governor, bill contingent 
on finding that compounds endanger public 
health 708 

—Ozone depletion, estimates revised 
downward from earlier computer models, 
National Bureau of Standards 1216 

—Ozone layer depletion from upward-dif- 
fusing concentrations, results of NOAA 
tests support theory, Schmeltekopf 932 


see 


Hazardous substances under federal water 
law, regulations to determine harmful 
quantities and rates of penalty, EPA 
issuance in Sept. possible, Thompson 617 

Hazardous waste management problem, EPA 
regional meetings scheduled 1001 

Hooker Chemical Co., N.J., firm granted loan 
for vinyl chloride emissions control equip- 
ment, state Economic Development 
Authority: 936 

Hydrogen peroxide, use in dechlorinating in- 
dustrial effluents described, Harrison 877 

Lead, increased levels found in blood and hair 
samples of test population, automotive 
emissions seen as probable cause, 
Southwest Research Institute study 906 

Linden Chlorine Products Co., N.J., firm 
pleads guilty to violations of federal water 
law, case as first successful criminal 
prosecution in U.S. (DC NJ) 931 

Nitrosamines, study indicates presence in 
ambient air and drinking water, EPA seeks 
verification of findings, Epstein and Nader 
letter requests full investigation 928 

Organic chemicals industry, see EFFLUENT 
LIMITATION GUIDELINES 

Pollution Controls, Inc., Minn., disposal of 
toxic wastes by incineration, firm issued 
non-negotiable stipulations for alleged 
violations of air, water, and solid waste 
regulations, state Pollution Control Agency 


Polychlorinated biphenyls (PCB) 

—Hudson River discharges, environmental 
groups urge EPA to take emergency action, 
severe contamination of fish cited 765; New 
York agency serves complaint on General 
Electric Co., abatement order to prohibit 
dumping proposal 915 

—National conference on environmental con- 
ee to be sponsored by EPA, agenda 
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—New York and Vermont drinking water 
supplies, state dgencies conduct tests to 
determine levels of PCB 937 

—Wisconsin schedules public hearings to in- 
vestigate sale, use, distribution, and oc- 
currence, Natural Resources Dept. 600; 
EPA notes lack of critically needed authori- 
ty to limit selected uses and distribution, 
Schweitzer 765 

Shell Oil Co.’s chlorinated hydrocarbon waste, 
Ae permit sought for ocean incineration 


Toxic substances 

—See also LEGISLATION, FEDERAL, HR 
10318, S 776 

—EPA Administrator’s action in publishing 
initial list of toxic pollutants and setting 
criteria under federal water law, district 
court has jurisdiction to hear challenging 
suit, lower court’s review on basis of partial 
record held error (CA DC) 902 

—National Assn. of Manufacturers backs 
down from previous outright opposition to 
federal legislation, ‘‘basic principles”’ to be 
included in legislation drafted, En- 
vironmental Quality Committee 929 

—Pending legislation, swift passage urged, 
bill seen vital in controlling fluorocarbons 
and establishing base for control of poten- 
ay dangerous substances, McGlennon 
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Waste disposal, at-sea incineration seen 
viable alternative to other disposal 
methods, EPA report 1080 


CITIZENS’ SUITS 


Aircraft flying over property at low altitudes, 
suit against county and airlines alleging 
deprivation of property without just com- 
pensation, district court decision dismiss- 
Ing suit affirmed in part, lower court 
directed to retain jurisdiction of plaintiffs’ 
14th Amendment claim against county pen- 
ane determination in state court (CA 7) 
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CITIZENS’ SUITS—Contd. 

Airport noise, property owners’ suit claiming 
noise from jets caused emotional and men- 
tal distress, damages for nuisance awarded 
(Calif SuperCt) 1013 

Atlanta regional transportation plan, federal 
funding and approval is not major federal 
ecuen requiring impact statement (DC Ga) 
5 


Blackbird roosts sprayed with detergent 
chemical, suit alleging Interior and 
Defense Dept. actions violated NEPA and 
Federal Insecticide, Fungicide and Roden- 
ticide Act, motion for summary judgment 
filed (DC DC) 987 

California water supply, project to 
redistribute water to deficient areas must 
take into account navigational, en- 
vironmental, fish and wildlife con- 
siderations, impact statements required 
(DC Calif) 585 

Chicago low-income housing units, suit to en- 
join construction, district court decision 
refusing to order HUD Dept. to study en- 
vironmental impact of prospective tenants 
affirmed (CA 7) 1012 


Coal leasing 

—Federal program, environmental groups 
file suit to restrain Interior Dept. from es- 
tablishing new program and entering into 
any leases pending compliance with NEPA 
1208 

—Interior Secretary’s approval of leases, 
decision requiring comprehensive impact 
statement and statements for each 
separate plan, government petition for 
rehearing denied (CA 9) 693 

Discharge permit program, decision requir- 
ing EPA to apply permit approach to 
sources exempted by agency from permit 
requirements, EPA asks Justice Dept. to 
appeal ruling, Train 990; compliance seen 
difficult and contrary to public interest, 
Legro, Senate hearings 1076 

Federal-aid highway project, impact state- 
ment prepared by private engineering firm 
that also designed part of highway does not 
satisfy NEPA, preliminary injunction 
halting project denied (DC Mass) 549 


Federal Communications Commission’s 
fairness doctrine, television station which 
broadcast paid advertisements for snow- 
mobiles not required to present other side 
of controversy (CA 1) 694 

Highway construction, segmented project rul- 
ed subject to NEPA, comprehensive 
regional impact statement not required, 
jurisdiction retained (DC NH) 1207 

Interstate Land Sales Act, filing of documents 
by private developer and subsequent ap- 
proval by HUD Dept. required impact 
statement (CA 10) 613 


Los Angeles County, general plan regulating 
future development set aside due to non- 
compliance with state Environmental 
Quality Act, inadequate impact reports rul- 
ed (Calif SuperCt) 550 hip 

Migratory waterfowl, Fish and Wildlife Ser- 
vice regulations permitting hunting of cer- 
tain species, suit alleging NEPA and other 
violations, motion to enjoin enforcement 
denied (DC DC) 1209 


Nav 

ieee project in Conn. river to accom- 
modate new and larger submarine, dump- 
ing of sludge in Long Island Sound enjoin- 
ed, inadequate impact statement cited (CA 
2) 870 ye 

—Trident submarine program, _decision- 
making process meets NEPA re- 
quirements, impact statement satisfies 
procedural aspects (DC DC) 762 

Pesticide exposure, suit to require Labor 
Secretary to issue permanent standards for 
field re-entry times, EPA exercise of 
authority precludes Labor Secretary from 
duplicating effort (CA DC) 1013 


Redwood National Forest, environmental 
damage caused by private logging 
operations on adjacent lands, Interior Dept. 
failure to protect park ruled violation (DC 
Calif) 550 

State planning agencies under federal water 
law, district court decision requiring states 
to meet same planning requirements as 
local agencies when acting for areas not 
designated as causing substantial pollution 
problems, EPA decides not to appeal, 
forest products group files appeal 928 

Superior National Forest Boundary Waters 
Canoe Area, Forest Service’s logging 
operations in virgin forest areas per- 
manently enjoined, impact statement and 
management plan inadequate (DC Minn) 
810 


Timber clearcutting in national forest, dis- 
trict court ruling that Forest Service’s 
practices violated Organic Act of 1897 up- 
held (CA 4) 693 

Toxic pollutants, suit challenging EPA ad- 
ministrators’ action in publishing list and 
setting criteria under federal water law, 
district court ruled having jurisdiction to 
hear suit, lower court review on basis of 
partial record held error (CA DC) 902 

Wildlife refuge bisected by interstate 
highway, lower court finding that project 
would not jeopardize continued existence of 
endangered Mississippi sandhill crane, en- 
vironmental attorneys file brief with 
appeals court 987 


CIVIL AERONAUTICS BOARD 


Concorde supersonic transport, Environmen- 
tal Defense Fund files petition to prohibit 
flights between Europe and U.S. 936 

Environmental impact statements, prepara- 
tion and processing regulations adopted, 
former policies revoked 772 


CLEAN AIR ACT 
See AIR QUALITY STANDARDS 


COAL 
See also EFFLUENT LIMITATION 
GUIDELINES; LEGISLATION, 


FEDERAL, HR 1863, HR 6721, S 391; 
STRIP MINING 

Alabama mining firm’s proposal to surface 
mine coal on land adjacent to lake, hearing 
scheduled, Water Improvement Commis- 
sion 915 

Conversion of power plants 

—Case-by-case approach planned by EPA in 
2g boy ape conversion in areas with high 
sulfate levels, draft proposal 612 

—Program seen hindering complete com- 
pliance by projected 1980 target date, EPA 
figures submitted to Randolph (D-WVa), 
Strelow 552 

Domestic resources, revised estimate of total 
resources issued, Geological Survey report 
1021 


Fluidized-bed combustion suggested as less 
costly alternative to scrubbers for coal- 
burning utility boilers, Falkenberry, House 
hearings 601 

Interior Dept. leasing program 

—Environmental groups file suit to restrain 
Dept. from establishing new program and 
entering into any leases pending com- 
pliance with NEPA 1208 

—Federally-owned deposits, final impact 
statement on + age ee leasing program 
submitted to CEQ, planning system and en- 
vironmental effects analyzed, summary 
911 

—Leases approved by Secretary, decision re- 
quiring comprehensive impact statement 
and statements for each separate plan, 
government petition for rehearing denied 
(CA 9) 693 


(ER) 5 


—Regulations proposed to lift moratorium, 
pre-lease planning and environmental 
analysis required, environmentalists ques- 
tion adequacy 873 

—Secretary-designate Kleppe supports lease 
halt pending passage of bill (S 391), Senate 
confirmation hearings 904 

Interior Dept. proposed regulations for leas- 
ing, permitting, and licensing, and revised 
rules for exploration, mining operations 
and reclamation, draft impact statement 
predicts some adverse impacts from im- 
plementation 934 

Large scale refining complexes proposed in 
major coal-bearing regions, adverse air and 
water quality effects fereseen, ERDA 
report 654 

National Coal Assn., see CONFERENCES 
AND MEETINGS 

Pennsylvania environmental master plan, 
mining effects as major concern in plan 
development, other issues detailed, En- 
vironmental Resources Dept. report 708 

Sulfur dioxide scrubbing process for coal-- 
fired utility smokestacks, Mines Bureau 
and EPA cosponsoring cost-sharing 
demonstration project 562 

Sulfur oxide rules, Administration proposal to 
allow existing coal-burning plants to use in- 
termittent control systems defeated, House 
Health and Environment Subcommittee 804 


COAST GUARD 


Petroleum handling facilities in 
Houston-Galveston area, proposed 
regulations being developed with EPA to 
require vapor recovery systems, Benkert 
935 


Tank vessels carrying oil in domestic trade, 
regulations for protecting marine en- 
vironmental adopted, text 1015, 1066 

Vessel design regulations, amendment 
adopted to allow vessels to carry fuel tanks 
forward of collision bulkheads 876 


COASTAL ZONES 


See also CONTINENTAL SHELF 

California beaches and submerged state 
plans, pollution from offshore seepage of oil 
and gas, legislation authorizing research 
ae investigations approved by governor 

Economic resource zone for coastal waters, 
establishment of 200-mile zone 
recommended, Oceans and Atmosphere Ad- 
visory Committee annual report to 
Congress 1021 

Michigan shoreline erosion, report evaluating 
effectiveness of barriers issued, Natural 
Resources Dept. 1002 

Rookery Bay, Fla., study recommends es- 
tuarine ecosystem by preserved intact and 
unaltered, Conservation Foundation 919 

Southern California Coastal Water Research 
Project, 1975 annual report issued, dif- 
ficulties in determining ocean pollutants 
cited, summary 661 

Washington development permits under state 
shoreline management law, regulations for 
processing applications, Ecology Dept. 
hearing scheduled 915 


COLORADO 


Air and water pollution, state agencies 
schedule joint hearing for comments on 
problems, sources of pollution, and 
availability of practical remedies 996 

Air quality implementation plan, EPA 
proposes revision to amend existing 
regulations and add new rule for controlling 
motor vehicle emissions through use of 
mass transit 913 
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COLORADO—Contd. 

Discharge permit program, mining firm’s 
suit challenging EPA approval, court ruled 
having jurisdiction to hear suit, change of 
venue granted (CA 8) 931 


Indirect sources, hearing on proposed regula- ~ 


tion scheduled, Air Pollution Control Com- 
mission 658 

Water Control Commission 

—Colorado River system salinity standard 
and implementation plan to be considered, 
hearing set 658 

—Sewage treatment works, regulations 
adopted prohibiting construction or expan- 
sion without Commission approval of loca- 
tion and design 661 


COMMERCE DEPARTMENT 


See also NATIONAL BUREAU OF STAND- 
ARDS; NATIONAL OCEANIC AND AT- 
MOSPHERIC ADMINISTRATION 

Contracts, see PROCUREMENT 


CONFERENCES AND MEETINGS 


(Includes seminars, workshops, etc.) 

See also ADVISORY COMMITTEES; JOUR- 
NAL 

Air pollution control regulation, introductory 
seminar scheduled, Bureau of National Af- 
fairs, Inc. 935 

Airport Operators Council International an- 
nual meeting, aircraft and airports seen 
becoming major air pollution sources, 
Strelow 1079 

American Bar Assn. annual meeting, uniform 
international controls over pollution of sea 
and organization to set rules for deep sea- 
bed mining urged, Kissinger 615; public in- 
terest legal representation organized bar 
support and funding urged, Marshall 618; 
new standing committee on environmental 
law created, officials outline status and 
responsibilities 656 

American Chemical Society national meeting, 
nitrogen oxide removal from power plant 
stack gases, catalyst discovered by 
Japanese scientists described, Seki 771 

American Forestry Assn. meeting, EPA asks 
Justice Dept. to appeal court decision re- 
quiring application of permit approach to 
water pollution sources exempted by agen- 
cy from permit requirements, Train 990 

American Institute of Chemical Engineers 
meeting, use of hydrogen peroxide in 
dechlorinating industrial effluents describ- 
ed, Harrison 877 

American Iron and Steel Institute Recycling 
Seminar, restrictive solid waste legislation 
predicted unless recovery becomes viable 
means of management, incentives to in- 
dustries investing in recycling equipment 
urged, Beall (R-Md) 941 

American Mining Congress annual conven- 
tion, regional assessments of water pollu- 
tion abatement needs recommended to 
replace 1983 requirements of federal water 
law, resolution adopted, other recommen- 
dations 1001 

Association of State and Interstate Water 
Pollution Control Administrators, annual 
meeting, officials reaffirm earlier endorse- 
ment of legislative amendments to federal 
water law, bill (HR 9560) to permit state 
certification under construction grants 
program endorsed, comments 879 — 

Domestic Council, public forums chaired by 
Vice President Rockefeller scheduled, 
resource development and environment 
among issues planned for discussion 931 

Environment and Safety Briefing Session to 
be sponsored by BNA, Sant and Simpson 
scheduled to address session, agenda 910 

Hazardous waste management problem, EPA 
regional meetings scheduled 1001 
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International Conference on Global Water 
Systems, river basin commissions authoriz- 
ed by Water Resources Planning Act, 
deficiencies in planning processes and 
decision-making abilities cited, Kiechel 916 

International Pollution Engineering Exposi- 
tion and Congress, need for developing in- 
dustrial processes that are less 
energy-demanding and pollution stressed, 
Train, other speakers 1078 

International Water Quality Forum meeting, 
federal water law criticized as ‘‘legislative 
Straitjacket,’’ permit system seen inef- 
ficient and inequitable, MacDonald, other 
speakers 908 

Interstate Oil Compact Commission, ex- 
ecutive committee meeting, EPA 
regulations covering underground injec- 
tions could force shutdown of numerous oil 
producing wells, Stamets 1003. 

Land treatment of municipal wastewater, 
EPA Technology Office transfer design 
seminar, problems in establishing land 
treatment system described, Morris, other 
speakers 1213 

National Assn, of Manufacturers, En- 
vironmental Quality Committee meeting, 
outright opposition to federal toxic sub- 
stances legislation ended, ‘‘basic prin- 
ciples”’ to be included in legislation drafted, 
summary of actions and testimonies 929 

National Assn. of Recycling Industries, 
Eco-Tec Conference, economic feasibility 
identified as most significant factor in 
viability of recycling systems and techni- 
ques, Sherwin, other speakers 705 

National Coal Assn. conference, coal resource 
development not hampered by environmen- 
tal rules, enactment of effective federal 
strip mining law urged, Train 1076 

National Commission on Water Quality, see 
NATIONAL COMMISSION ON WATER 
QUALITY 

National Safety Congress, EPA and Coast 
Guard working on proposed rules to require 
vapor recovery systems on petroleum 
handling facilities in Houston-Galveston 
area, Benkert 935 ' 

North Atlantic Treaty Organization, Com- 
mittee on Challenges of Modern Society, in- 


ternational mechanism for controlling 


fluorocarbon releases to atmosphere 
recommended, Train 1079 

Pesticide registration, EPA schedules series 
of workshops to acquaint producers, dis- 
tributors, formulators, and public with new 
regulations 621; schedule for workshops 
issued 660 

Polychlorinated biphenyls (PCBs), national 
conference on environmental contamina- 
tion to be sponsored by EPA, agenda 1003 

Sewage treatment construction grants 
program, final EPA regulations on sub- 
agreement contracts, series of regional 
workshops scheduled 1019 

U.S.-USSR Joint Committee on Cooperation in 
Environmental Protection, fourth annual 
meeting convened to review progress in 
implementing 1972 agreement 1217 

Water Pollution Control Federation meeting, 
President Ford’s support of environmental 
programs noted, adjustments in deadline 
under federal water law needed, Train, 
other speakers 988 

Water pollution control regulation, introduc- 
tory seminar scheduled, BNA 602; agenda 
876 


CONGRESS 


(For hearings on legislation with assigned 
numbers, see LEGISLATION, FEDERAL) 

House 

—Clean Air Act amendments, Interstate and 
Foreign Commerce Subcommittee adopts 
nondegradation proposals, regulations ex- 
tended to all pollutants covered by national 
ambient standards, text 803, 819 


—Ozone layer protection, Commerce Subcom- 
mittee and Science and Technology reach 
compromise on program 804 

—Regulatory agencies, Interstate and 
Foreign Commerce Subcommittee’s survey 
to determine operation in accordance with 
authorizing legislation, EPA and two other 
agencies enjoined from complying with sub- 
poenas, temporary restraining order 
issued, subpoena withdrawn (DC DC) 586; 
EPA response to questionnaire outlines 
areas where agency lacks authority, 
jurisdiction sought in land disposal of 
waste, hazardous materials spills, toxic 
substances, and other areas 697; EPA 
answer identifies jurisdictional conflicts 
and overlapping authority as areas of con- 
cern, summary of response 767 

—Sewage treatment construetion grants 
program, economic impact study of new 
and proposed regulations requested by 
Public Works Committee members, Abdnor 
(R-SD) letter to GAO 907 

—Solid waste, Interstate and Foreign 
Commerce Subcommittee planning for ear- 
ly Nov. release of draft ‘‘comprehensive’’ 
legislation 1000 

—Sulfur oxide rules, Administration proposal 
to allow existing coal-burning power plants 
to use intermittent control systems 
defeated, Health and Environmental Sub- 
committee 804 


House hearings 

—Automotive rules, slight relaxation in 
timetable approved by Interstate and 
Foreign Commerce Subcommittee, 
Hastings (R-NY) amendment provides 
two-year freeze at Calif. interim levels and 
return to statutory levels in 1980... 899 

—Clean Air Act hearings, amendments aimed 
at regulating currently uncontrolled 
pollutants from stationary sources adopted, 
other actions, Interstate and Foreign 
Commerce Subcommittee 556; use of 
transportation controls to achieve air quali- 
ty rules to be considered when sessions 
resume 698; subcommittee agrees to ex- 
tend transportation control plan deadlines 
and curtail direct source controls, markup 
sessions 899; final markup sessions, sub- 
committee loosens provisions on non- 
degradation, Administration proposal to 
leave nondegradation decisions to states 
rejected, other measures passed, staff sum- 
mary, text 978, 1004; joint EPA-FEA study 
reviews House and Senate nondegradation 
proposals, differences between two versions 
detailed, proposals would not preclude con- 
struction of new electric utility industry 
capacity, additional controls would be re- 
quired, summary 980; markup sessions 
ended, proposal to give President emergen- 
cy authority to waive key air pollution re- 
quirements defeated, list of amendments 
passed 1009; comprehensive set of 
amendments approved by subcommittee, 
bill provides slight relaxation of automotive 
emission standards and grants cities and 
plants more time to meet pollution re- 
quirements, staff summary excerpts, text 
1201 

—Federal Water Pollution Control Act, 
hearings scheduled on amendment 
proposals, major revisions expected to be 
delayed until 1976, Public Works Subcom- 
mittee 817 

—Garrison Diversion Unit irrigation project 
in North Dakota, environmentalists seek 
construction moratorium, water quality 
degradation charged, Brigham, other 
testimonies, Government Operations Sub- 
committee 909 

—National Environmental Policy Act ad- 
ministration, lengthy impact statements 
criticized as unnecessary and contrary to 
statutory intent, Peterson, Merchant 
Marine and Fisheries Environment Sub- 
committee 990 ‘ 
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CONGRESS—Contd. 


House hearings—Contd. 

—Ocean dumping, federal activities review- 
ed, objectives of EPA marine ecological 
research program outlined, Talley, other 
testimonies, Science Subcommittee on En- 
vironment 909 

—Oil price decontrols, Administration’s 
revised plan goes beyond FEA recommen- 
dations, adoption supported, Zarb, Rules 
Committee 598 

—Shale oil, development of federal lands 
could begin in late 1976 with production by 
1980, Horton, other testimonies, Science 
Subcommittee on Energy 1015 

—Sulfur scrubbers, fluidized-bed combustion 
suggested as less costly alternative to con- 
ventional coal-burning utility boilers, 
Falkenberry, other testimonies, Science 
Energy Subcommittee 601 

—Tax reform hearings, American Mining 
Congress seeks change in existing five-year 
amortization rule, Bedell, Ways and Means 
Committee 598 

Senate 

—Federal regulatory agencies, Government 
Operations Committee forms advisory 
council to assist in year-long investigation, 
members named 1001 

Senate hearings 

—Automotive emission standards, 
President’s proposed five-year freeze at 
current 1975 levels, congressional hearing 
sought to present Administration findings, 
draft bill transmitted, Randolph (D-WVa) 
and Baker (R-Tenn) response 554; Public 
Works Subcommittee and Administration 
proposals for relaxing rules, similar impact 
on air quality in 1985 projected, KPA 
analysis 691; subcommittee staff members 
meet with major manufacturers to obtain 
new information and clarify differences 
over abilities in emission controls 899 

—Clean Air Act hearings, policy for preven- 
ting degradation of air quality endorsed by 
Public Works Subcommittee, measure calls 
for states to designate areas for limiting 
degradation of stationary sources, other ac- 
tions 548; use of transportation controls to 
achieve air quality rules to be considered 
when sessions resume 698; sulfuric acid 
emissions from motor vehicles, EPA 
analysis of problem reported to subcom- 
mittee, delay of more stringent standards 
recommended, Train 762; stationary 
sources in violation of state implementation 
plan requirements, proposed amendment to 
authorize imposition of ‘“‘delayed com- 
pliance penalty’’ opposed by EPA, 
modification urged, preliminary staff com- 
ments submitted 805; American Paper 
Institute strongly opposes proposed 
amendments, statement filed with com- 
mittee 809; markup sessions begun, EPA 
enforcement practices criticized, 
procedures for granting stationary sources 
long-term compliance extensions question- 
ed, Billings 869; markup sessions continue, 
subcommittee receives staff list of “issues 
for minimum air pollution bill’ 899; joint 
EPA-FEA study reviews House and Senate 
nondegradation proposals, differences 
between two versions detailed, proposals 
would not preclude construction of new 
electric utility industry capacity, additional 
controls would be required, summary 980; 
delays continue to plague subcommittee, 
hearing adjourned for recess without voting 
on key issues, specific issues needing 
resolution identified in staff paper 1009; 
subcommittee moves closer to adopting 
procedure for extending transportation con- 
trol plan deadlines 1073 

—Discharge permit program, court order re- 
quiring EPA to promulgate regulations for 
point sources previously excluded from per- 
mit system, compliance seen difficult and 
contrary to public interest, Legro, other 
testimonies, joint hearings 1076 


—Kleppe nomination as new Interior 
voceat approved, Interior Committee 


CONTINENTAL SHELF 


Advisory board created to coordinate policy 
issues raised by accelerated leasing 
program, Interior Dept. 1019 

Mineral deposits, mining technology exists 
for shelf, techniques for deep-sea mining 
need improvement, National Research 
Council report 916 

Petroleum development 

—See also LEGISLATION, FEDERAL, HR 
3981, S 521 

—California Air Resources Board charges 

federal drilling program may increase 

smog levels, substantial amounts of sulfur 
compounds and reactive hydrocarbons may 

be emitted, report 937 

California oil and gas pipeline, law im- 

posing one-year moratorium on construc- 

tion or expansion signed by governor 912 

California proposed sales, assessment of en- 

vironmental impacts broadened in BLM 

final impact statement, summary 657 

—Competitive bidding for leases granted on 
submerged lands, regulations to improve 
bidding adopted, Interior Dept. 935 

—South Atlantic area, nominations for possi- 
ble leasing requested, BLM 874 

—State consideration of proposed develop- 
ment, procedures for review provided in 
proposed modifications to drilling and 
development program regulations, 
Geological Survey 874; Calif. official 
criticizes proposal, important questions on 
leasing left unanswered, Stolz 998 

Sovereign rights beyond three-mile limit, 
Federal Government rather than coastal 
states has rights, decree giving effect to 
earlier decision issued (US SupCt) 987 


CONTRACTS 
See PROCUREMENT 


CORPS OF ENGINEERS 


Dredge and fill material discharges into U.S. 
waters, interim final regulations differing 
from earlier proposals issued, summary of 
provisions, comments and reactions 547; 
Agriculture Dept. urges legislative action 
to limit scope of regulations, threat to 
farmers and ranchers cited, Long 643; 
regional hearings on regulations scheduled 
644; environmental factors requiring con- 
sideration in issuing permits, EPA interim 
regulations adopted 812 

Dredging operations in Minn. must comply 
with state water quality standards, federal 
requirements apply only in absence of state 
rules (DC Minn) 1012 

River basin studies, regulations for participa- 
tion in multi-agency studies adopted 568 

Water resources planning assistance to 
states, guidelines 875 


COUNCIL ON ENVIRONMENTAL QUALITY 


Environmental impact statements for 
energy-related projects, analytical tools 
prepared to simplify preparation and 
review, use of computerized data bank and 
reference book detailed, Peterson 560 


COURTS 


See following heads: 

—CITIZENS‘ SUITS 

—LITIGATION (In General) 

—SUPREME COURT OF THE UNITED 
STATES 


(ee 9 


DAMS 
See WATER RESOURCES AND SUPPLIES 


DEFENSE DEPARTMENT 
See also ARMY; CORPS OF ENGINEERS; 
NAVY 


Cadmium used in metal coating aircraft and 
ships, National Wildlife Federation urges 
rapid phase-out due to environmental 
ee Kamlet letter, Marienthal response 


DEPARTMENTS 


See other parts of title and specific subject 
headings 


DISCHARGE PERMIT PROGRAM 


See WATER QUALITY STANDARDS; 
specific states 


DISTRICT OF COLUMBIA 


Transportation control plan, EPA proposes 
pilot bikelane project as revision 814; suit 
challenging regulations, EPA held lacking 
authority to force states to legislate, ad- 
minister, and enforce specified controls 
(CA DC) 1201 


DOMESTIC COUNCIL 
See PRESIDENT OF THE UNITED STATES 


DREDGING 


Corps of Engineers 

—Interim final regulations issued for dis- 
charge of dredge and fill material into U.S. 
waters, regulations differ from earlier 
proposals, summary of provisions, com- 
ments and reactions 547; Agriculture Dept. 
urges legislative action to limit scope of 
regulations, threat to farmers and ranchers 
cited, Long 643; regional hearings on 
regulations scheduled 644; environmental 
factors requiring consideration in issuing 
permits, EPA interim regulations adopted 
812 


—Minnesota operations must comply with 
state water quality standards, federal re- 
quirements apply only in absence of state 
rules (DC Minn) 1012 

Marshland operation, government request to 
compel developer to restore area to pre- 
dredged condition denied, parties directed 
to furnish court with proposed equitable 
remedy within 30 days 1208 

Navy project on Conn. river to accommodate 
new and larger submarine, dumping of 
sludge in Long Island Sound enjoined, in- 
adequate impact statement cited (CA 2) 870 


E 


ECONOMIC POLICY 


See also BUDGET, U.S.; TAXES 

Beverage containers, EPA _ proposed 
guidelines for federal facilities, U.S. 
Brewers Assn. criticizes EPA for failing to 
file economic impact statement, Riddell 


915 

Illinois Environmental Protection Act, 
amendments approved by Governor requir- 
ing economic impact studies of final and 
proposed pollution control regulations 992 


8 (ER) 


ECONOMIC POLICY—Contd. 


Pollution control expenditures 

—1973, $2.4 billion spent by industry for pollu- 
tion abatement, Census Bureau report 998 

—Effluent guidelines, capital, operation, and 
maintenance costs estimated for meeting 
EPA best practicable technology (BPT) 
and best available technology (BAT) 
guidelines, National Water Quality Comm. 
staff draft report 773 

—Electric utility rate increases, EPA study 
finds environmental requirements responsi- 
ble for no more than 5 percent of increase 
during 1974, Train 552 

—Industrial plant closings and curtailments 
due to environmental requirements sum- 
marized, EPA quarterly report to Labor 
Secretary, Train 1021 

—Paper industry, capital demands created by 
pollution control requirements seen con- 
tributing to shortages by hindering expan- 
sion of production capacity, URS Research 
Co. study 876 

—Plant closings due to environmental or safe- 
ty and health standards, AFL-CIO In- 
dustrial Union Dept. finds allegations un- 
founded, resolutions adopted 872 


EFFLUENT LIMITATION GUIDELINES 


See also ADVISORY COMMITTEES 

1977 limitations, 40 percent of municipalities 
seen unable to meet deadlines, inadequate 
methodology to obtain cleanup cited, 
National Water Quality Commission draft 
study 616 

Best practicable technology (BPT) and best 
available technology (BAT) guidelines, 
capital, operation, and maintenance costs 
estimated, National Water Quality Comm. 
staff draft report 773 

Coal mining category, interim final 
limitations and guidelines adopted by EPA, 
regulation proposed to apply guidelines to 
pretreatment standards for incompatible 
pollutants, text 1079, 1142 

Fertilizer manufacturing, EPA adopts perfor- 
mance standards for five categories of new 
stationary sources, revisions to phosphate 
Subcategory proposed, text 590, 604; 
limitations for urea plants relaxed, EPA 
amended regulations 650 

Fruits and vegetables processing industry, in- 
terim final rules for three subcategories 
issued by EPA, guidelines and standards 
proposed for medium-sized existing 
sources, text 1081, 1099 

Grain mills, pretreatment standards for new 
sources in corn wet milling subcategory, 
EPA proposes amendment in response to 
court order, text 699, 749 

Iron and steel manufacturing, EPA to propose 
limitations and guidelines for existing 
sources and performance and pretreatment 
standards for new sources of forming and 
finishing segment, advance notice of 
proposed rulemaking, text 699, 712; capital 
investment projections issued for proposed 
regulations and electroplating regulations, 
EPA 700 

Mineral mining and processing category, in- 
terim final limitations and guidelines 
adopted by EPA, regulation proposed to 
apply guidelines to pretreatment standards 
for incompatible pollutants, text 1080, 1139 

Nonferrous metals industry, amendments to 
guidelines and standards for two sub- 
categories adopted, EPA 1019 

Oil and gas extraction point sources, interim 
final rules adopted by EPA, regulations 
proposed for new and existing sources in 
category, text 877, 883 

Organic chemicals industry, revised 
guidelines proposed by EPA, text 654, 668 

Paint and ink formulators, guidelines and 
standards adopted by EPA, pretreatment 
standards for existing sources proposed for 
two subcategories, text 563, 573 
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Paving and roofing materials, tars and 
asphalt category, final limitations adopted 
by EPA, pretreatment standards for ex- 
isting sources proposed, text 559, 569 

Pulp and paper industry, EPA to propose 
limitations and guidelines for existing 
sources and performance and pretreatment 
standards for new sources, advance notice 
of proposed rulemaking, text 816, 820 

Radioactive effluent criteria for nuclear 
power reactors, changes in terminology 
proposed, Nuclear Regulatory Commission 
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Sugar processing, clarifying amendment 
issued explaining circumstances for exemp- 
ting beet sugar processors from 1983 no- 
discharge standards, EPA 659 


ELECTRIC POWER 


See also UTILITIES 

Air quality, EPA regulations to prevent 
significant deterioration seen hampering 
siting of new coal-fired plants, electric utili- 
ty industry studies, EPA response, Wasser- 
man 961 


Bonneville Power Admn. contract to deliver 
large quantities of power for firm’s propos- 
ed aluminum reduction plant, agreement 
declare unenforceable pending filing of im- 
pact statement (DC Ore) 763 

California inland waters used for power plant 
cooling, control policy on use and disposal 
adopted, Water Resources Control Board 


Coal and uranium-fueled generating plants, 
Administration’s proposed legislation to 
promote construction over petroleum- 
powered plants, mixed environmental 
effects predicted, FEA draft impact state- 
ment 658 


Coal-burning plants, EPA draft study finds 
102 plants violating state implementation 
plan limitations on sulfur dioxide 991 

Coal conversion of power plants 

—EPA plans case-by-case approach in 


regulating conversion in areas with high. 


suifate levels, draft proposal 612 

—Plants will not meet emission limits by 
projected 1980 compliance target date as 
result, EPA figures submitted to Randolph 
(D-WVa), Strelow 552 

Connecticut power generating station in viola- 
tion of state and federal visible emission 
rules, EPA issues notice of violation 597 

Equipment and systems related to power 
generation, transmission, distribution, and 
use, National Bureau of Standards and 
Electric Power Research Institute to share 
measurement technology data, memoran- 
dum of understanding 1216 


Fossil fuel-fired steam generators, source 
performance standards remanded by 
appeals court, EPA tentatively decides not 
to revise standards except for opacity, EPA 
proposed response to remand, text 816, 
858: proposed regulations on opacity 
published, text 816, 855 


Minnesota inventory of candidate areas for 
large generating plants to be considered, 
hearing scheduled, Environmental Quality 
Council 658 

Nitrogen oxide removal from power plant 
stack gases, Japanese scientists discover 
simple catalyst, Seki 771 


Rate structures seen affecting power use, en- 
vironmental impact remote and difficult to 
trace, Tennessee Valley Authority draft im- 
pact statement 771 Aad 

Steam electric power industry, economic im- 
pact of water pollution controls assessed, 
economic/policy model developed, National 
Commission on Water Quality draft report 
551 


ENERGY (In General) 


See also specific resources; ENERGY 
RESEARCH AND DEVELOPMENT AD- 
MINISTRATION; FEDERAL ENERGY 
ADMINISTRATION; LEGISLATION, 
FEDERAL, S 622 

Coal and uranium-fueled generating plants, 
Administration’s proposed legislation to 
promote construction over petroleum- 
powered plants, mixed environmental 
effects predicted, FEA draft impact state- 
ment 658 

Environmental impact statements for 
energy-related projects, CEQ utilizing 
analytical tools to simplify preparation and 
review, use of computerized data bank and 
reference book detailed, Peterson 560 

Industrial processes that are less 
energy-demanding and polluting, develop- 
ment needed along with efforts to find new 
and exotic sources of fuel, Train 1078 

National Governors’ Conference urges 
national policy including consideration of 
environmental effects, policy position 
report 691 


ENERGY RESEARCH AND DEVELOPMENT 
ADMINISTRATION 


Coal refining, large scale complexes proposed 
in major coal-bearing regions, adverse air 
and water quality effects foreseen, report 
654 

Contracts, see PROCUREMENT, subhead: 
ERDA 


ENVIRONMENTAL IMPACT STATEMENTS 
See also LEGISLATION, FEDERAL, HR 
3130 


Atlanta regional transportation and land use 
plan, federal funding and approval is not 
major federal action requiring preparation 
of statement (DC Ga) 549 

Beverage containers, EPA proposed 
guidelines for federal facilities, U.S. 
Brewers Assn. criticizes EPA for failing to 
file statement, Riddell 915 

Blackbird roosts sprayed with detergent 
chemical, suit alleging Interior and 
Defense Dept. actions violated NEPA and 
Federal Insecticide, Fungicide and Roden- 
ticide Act, motion for summary judgment 
filed (DC DC) 987 

Bonneville Power Admn. contract to deliver 
large quantities of electric power for firm’s 
proposed aluminum reduction plant, agree- 
ment declared unenforceable pending filing 
of impact statement (DC Ore) 763 

California 

—Environmental Quality Act, requirements 
apply to projects extending beyond state 
boundaries, attorney general’s ruling, 
Younger 938 

—Water supplies, project to redistribute 
water to deficient areas must take into ac- 
count navigational, environmental, fish and 
wildlife considerations, impact statements 
required (DC Calif) 585 

Carrier operations, ICC required to give 
NEPA attention to specific carrier requests 
regarding gateways (DC Mo) 614 

Chicago low-income housing units, suit to en- 
join construction, district court decision 
refusing to order HUD Dept. to study en- 
vironmental impact of prospective tenants 
affirmed (CA 7) 1012 

Civil Aeronautics Board adopts regulations 
for preparing and processing statements, 
former policies revoked 772 

Coal leasing 

—Federal program, environmental groups 
file suit to restrain Interior Dept. from es- 
tablishing new program and entering into 
any leases pending compliance with NEPA 
1208 
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ENVIRONMENT 
—Contd. 


Coal leasing—Contd. 


—Federally-owned deposits, Interior Dept. 
proposed program, final impact statement 
submitted to CEQ, planning system and en- 
vironmental effects analyzed, summary 
911 

—Interior Secretary’s approval of leases, 
decision requiring comprehensive state- 
ment and statements for each separate 
plan, government petition for rehearing 
denied (CA 9) 693 

Coal mining, Interior Dept. proposed 
regulations for leasing, permitting, and 
licensing, and revised rules for exploration, 
mining operations and reclamation, draft 
statement predicts some adverse impacts 
from implementation 934 


Delaware River Basin Commission, issuance 
of “negative declaration’? on water use 
charges held adequate under NEPA (DC 
Pa) 694 

Electric power facilities, Administration’s 
proposed legislation to promote construc- 
tion of coal and uranium-fueled plants, mix- 
ed environmental effects predicted, FEA 
draft statement 658 


Electricity rate structures, effect on power 
use noted, environmental impact remote 
and difficult to trace, Tennessee Valley 
Authority draft statement 771 

Energy-related projects, CEQ utilizing 
analytical tools to simplify preparation and 
review of statements, use of computerized 
data bank and reference book detailed, 
Peterson 560 


EPA regional review process, report measur- 
ing performance available, NTIS 942 

Federal agencies yh 

—Inadequate statements requiring modifica- 
tion, list 652, 913, 993 

—Statements submitted, list 562, 594, 620, 
652, 701, 770, 815, 878, 914, 939, 993, 1016, 
1086 


Federal-aid highway projects 

—Appeals court judgment barring federal 
agencies from delegating preparation of 
statements, vacated (US SupCt) 986 

—Federal and state officials’ participation in 
preparation of statement satisfied NEPA, 
appeals court ruling stands, Supreme Court 
review denied 1074 

—State-funded segment, appeals court deci- 
sion that no impact statement is required 
prior to construction, Supreme Court 
review denied 987 ; 

—Statement prepared by private engineering 
firm that also designed part of highway 
does not satisfy NEPA, preliminary injunc- 
tion halting project denied (DC Mass) 549 

General Services Admn. proposed federal of- 
fice building, contract for land acquisition 
and construction, motion for preliminary 
injunction denied, GSA not required to file 
statement with lease prospectus (DC Miss) 
1013 


Housing and Urban Development Dept. 

—Community development block grants, EPA 
officials concerned over delegation of 
responsibility to local governments, 
deficiencies in impact statement process 
and regulations cited, McCabe, other com- 
ments 1074; regulations to expand delega- 
tion of environmental review responsibility 
to be proposed, closeout of urban renewal 
projects and consolidation into block grants 
provided 1211 

—Projects, environmental assessments 
criticized as ineffective, limited com- 
pliance with NEPA requirements cited, 
GAO report to Congress 587. arity 

Interstate Commerce Commission, guidelines 
for preparing statements and carrying out 
NEPA proposed 701; proposed guidelines 
republished 1215 


IMPACT STATEMENTS 


Interstate Land Sales Act, filing of documents 
by private developer and subsequent ap- 
proval by HUD Dept. requires statement 
(CA 10) 613 

Lengthy statements criticized as unnecessary 
and contrary to statutory intent, Peterson, 
House hearings 990 

Los Angeles County, general plan regulating 
future development set aside due to non- 
compliance with state Environmental 
Quality Act, impact reports ruled inade- 
quate (Calif SuperCt) 550 

Migratory waterfowl, Fish and Wildlife Ser- 
vice regulations permitting hunting of cer- 
tain species, suit alleging NEPA and other 
violations, motion to enjoin enforcement 
denied (DC DC) 1209 

National Pollutant Discharge Elimination 
System (NPDES), EPA proposes 
regulations for applying NEPA to issuance 
of new source permits, text 1014, 1039 

Natural gas, proposed pipeline to carry 
Alaskan gas to U.S. markets, environmen- 
tal problems identified, Interior Dept. draft 
statement 594 

Navy 

—Dredging project on Conn. river to accom- 
modate new and larger submarine, dum- 
ping of sludge in Long Island Sound enjoin- 
ed, inadequate statement cited (CA 2) 870 

—Trident submarine program, decision- 
making process meets NEPA substantive 
requirements, statement satisfies 
procedural aspects (DC DC) 762 

New Hampshire highway construction, 
segmented projects ruled subject to NEPA, 
comprehensive regional statement not re- 
quired at this time, jurisdiction retained 
(DC NH) 1207 

New York legislation signed by governor, 
state agencies and municipalities required 
to prepare statements prior to undertaking 
construction programs, provisions 619 

North Carolina highway project, prior court 
ruling holding statement inadequate, in- 
junction modified to allow state and federal 
agencies to proceed with part of project 
(DC NC) 1208 

Outer Continental Shelf, proposed California 
sales, assessment of environmental im- 
pacts broadened in BLM final statement, 
summary 657 

Public housing project, HUD Dept. award of 
federal funds for development, failure to 
consider alternatives ruled NEPA violation 
regardless of whether action requires state- 
ment (CA 2) 585 

Sewage disposal modernization project, suit 
to enjoin EPA from taking further action 
due to alleged inadequate statement, in- 
junction denied (DC Colo) 613 

Superior National Forest, Forest Service’s 
logging operations in virgin forest areas of 
Boundary Waters Canoe Area permanently 
enjoined, statement and management plan 
inadequate (DC Minn) 810 

Wisconsin rules pertaining to preparation and 
contents, hearings on adoption scheduled, 
Natural Resources Dept. 997 


ENVIRONMENTAL PROTECTION AGENCY 


See also ADVISORY COMMITTEES; AP- 
POINTMENTS, PERSONNEL CHANGES; 
specific subject headings 

Appropriations, see LEGISLATION, 
FEDERAL, HR 8070 

Clean Air Act, major developments of 1974 
implementation detailed, annual report to 
Congress 602 

Contracts, see PROCUREMENT 

Employees, published reports of low morale 
partially denied, problems corrected, Train 
587 


Environmental quality indicators, develop- 
ment recommended, lack of comprehensive 
system cited, environmental measures 
study group interim report 662 
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Grants, see FINANCING, FEDERAL 
House Commerce Subcommittee’s survey of 
regulatory agencies, EPA answers to 
questionnaire identifies jurisdictional con- 
flicts and overlapping authority as areas of 
concern, summary of response 767 
Memoranda 
—Cancer policy development, agency’s 
three-step approach outlined, Alm memo, 
text 1077, 1144 
—Fuel economy values for 1975 automobiles, 
data indicates EPA mileage figures can be 
achieved and surpassed in actual driving, 
Stork memo 700 
—Mirex, use in controlling fire ants to 
resume, memorandum of understanding 
with USDA 1214 
—Pesticide cancellation and suspension ac- 
tivities, ad hoc groups recommends EPA 
establish special group to develop coor- 
dinated policy, Train memo and group’s 
recommendations, text 1077, 1145 
—Regulatory procedures undergoing review, 
EPA drops plans to issue six new 
regulations in effort to cut regulatory ‘‘red 
tape,” Quarles memo 1206 
—Sewage treatment construction grants 
program 
——Cost control, program guidance memo 
issued to regional administrators 994 
——Debarment proceedings against contrac- 
tors, grounds listed, Alm and Agree 
memo 644 
——Flood hazard areas, grantee re- 
quirements for receiving funds specified, 
Alm memo 559 
——Historic sites, agencies directed to deter- 
mine effects of actions on properties, 
Rhett memo 558 
——Land used in treatment process, use of 
grant funds specified, Rhett memo 558 
——Project plans and specifications, regions 
instructed to avoid unjustified favoritism 
toward particular brand names, Rhett 
memo 644 
——Regional Office Management Systems, 
regions requested to submit information 
for first quarter fiscal 1976, Rhett 
program guidance memo 612 
Personnel records maintained by agency 
detailed in published notice, records main- 
tained on employees, contractors, and 
grant recipients suspected of committing il- 
legal or unethical acts 942 
Privacy Act of 1974, regulation to provide for 
public access to information proposed, text 
769, 797 
Regional activity 
—Enforcement actions 597, 618, 646, 698, 
770, 876, 916, 1083 
—New England environmental quality, 
Region I annual report released, successes 
and failures noted, summary 588 
—Region IV, enforcement actions taken under 
discharge permit program, 56 notices of 
violation issued during July and August 876 
—Sewage treatment construction grants 
program, regional staffs for fiscal 1976 in- 
creased by 225 positions 908 
Regulatory procedures undergoing revision in 
effort to improve quality of regulations, 
phases of internal evaluation process outlin- 
ed, Quarles 923; EPA drops plans to issue 
six new regulations-in effort to cut 
regulatory ‘‘red tape,’’ Quarles memoran- 
dum 1206 
Research and Development Office 
reorganization, eight congressmen accuse 
EPA of violating civil service regulations 
1078 


FEDERAL AGENCIES 
See specific agencies and departments 
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FEDERAL AID 
See FINANCING, FEDERAL 


FEDERAL COMMUNICATIONS COM- 
MISSION 


Fairness doctrine, television station which 
broadcast paid advertisements for snow- 
mobiles not required to present other side 
of controversy (CA 1) 694 


FEDERAL ENERGY ADMINISTRATION 


Air pollution, survey shows public willing to 
pay ‘“‘reasonable amounts” of money to 
reduce pollution, summary of findings, 
Nader charges survey withheld from 
public, FEA response 1018; Muskie (D-Me) 
requests FEA to explain allegations that 
poll was suppressed 1213 

Contracts, see PROCUREMENT 

Electric utilities and sulfate emissions, report 
criticized for defective documentation and 
faulty interpretations, Nisbet 702 

Sulfur oxides in ambient air, report on health 
effects ignores public health con- 
siderations, inadequacies cited, EPA criti- 
que 645 


FEDERAL TRADE COMMISSION 


Gasoline economy, temporary advertising 
guidelines based on EPA figures issued 764 


FEDERAL WATER POLLUTION CONTROL 
ACT 


See WATER QUALITY STANDARDS 


FERTILIZER MANUFACTURING 


See EFFLUENT LIMITATION 
GUIDELINES 


FINANCING, FEDERAL 


Environmental Protection Agency 
—Florida water and air quality programs, 
audits reveal now-defunct Pollution Control 
Dept. improperly accounted for $700,000 
in grants between 1969 and 1974... 710 
—Grants to state and local governments, $229 
million awarded during July 873; $1.5 
billion in grants awarded in June 941 
—Resource recovery programs, states and 
localities invited to submit applications for 
planning and implementation grants 1217 
—Sewage treatment 
——See also LEGISLATION, FEDERAL, HR 
2175, HR 5247, HR 9560 
——Areawide management planning, grants 
to regional and state planning agencies, 
amended regulations proposed, text 813, 
849 


——Cost control for construction grants, 
program guidance memorandum issued 
to regional administrators 994 

——Debarment proceedings against project 
contractors, grounds for initiating 
proceedings detailed, Alm and Agee 
memorandum 644 

——Economic impact study of new and 
proposed regulations requested by House 
Public Works Committee members, Abd- 
nor (R-SD) letter to GAO 907 

——Flood hazard areas, grantee re- 
quirements for receiving construction 
funds specified, Alm merorandum 559 

——Funding, $42 billion commitment for 
fiscal 1978-1983 recommended, other 
changes proposed, Train letter to OMB, 
text 611, 622; Water Pollution Control 
Federation to support funding proposal, 
Canham and Wagner comments 996 


ENVIRONMENT REPORTER — Aug. 1—Oct. 31, 1975 


——Great Lakes Commission adopts resolu- 
tion calling for $5 billion per year through 
fiscal 1980 for construction grants 
program 599; Comm. recommends 
President submit legislation authorizing 
$5 to $7 billion per year for five year 771 

——Historic sites, agencies directed to deter- 
mine effects of action on properties, 
Rhett memorandum 558 

——Land used in treatment process, use of 
grant funds specified, Rhett memoran- 
dum 558 

——National Utility Contractors Assn. stud 
recommends Congress appropriate ad- 
ditional $6 billion for construction grants 
program in fiscal 1977, states ranked ac- 
cording to performance in making expen- 
ditures and obligating funds, summary 
1209 


——National Water Quality Commission staff 
report, draft chapter cites deficiencies in 
implementation of program, summary 
867 


——Procurement, final regulations scheduled 
for publication in late October, no major 
changes from draft rules seen, Alm 934; 
series of regional workshops on final 
regulations scheduled 1019 

——Project plans and specifications, regions 
instructed to avoid unjustified favoritism 
toward particular brand names, Rhett 
memorandum 644 

——Regional Office Management Systems, 
regions requested to submit information 
for first quarter fiscal 1976, Rhett 
program guidance memorandum 612 

——Regional staffs for fiscal 1976 increased 
by 225 positions to aid in management of 
program 908 

—State public water system’ supervision 

grants, regulations proposed, text 617, 625; 
comment period extended, EPA 764 


Housing and Urban Development Dept. 

—Community development block grants, 
delegation of impact statement respon- 
sibility to local governments causing con- 
cern in EPA, McCabe, other comments 
1074; regulations to expand delegation of 
environmental review responsibility to be 


proposed, closeout of urban renewal pro- . 


jects and consolidation into block grants 
provided 1211 

—Public housing project, award of federal 
funds for development, failure to consider 
alternative is ruled NEPA violation 
regardless of whether action requires im- 
pact statement (CA 2) 585 


FISH AND WILDLIFE 


Blackbird roosts sprayed with detergent 
chemical, suit alleging Interior and 
Defense Dept. violated NEPA and FIFRA, 
motion for summary judgment filed (DC 
DC) 987 


Migratory waterfowl, Fish and Wildlife Ser- 
vice regulations sprtheninr Hpe of cer- 
tain species, suit alleging NEPA and other 
violations, motion to enjoin enforcement 
denied (DC DC) 1209 

Mississippi sandhill crane, lower court finding 
that interstate highway project would not 
jeopardize continued existence of en- 
dangered crane, environmental attorneys 
file brief with appeals court 987 


Ohio food packaging firm’s sugar discharges 
into streams resulting in fish kill damages 
imposed, Natural Resources Dept. 597 

Polychlorinated biphenyl discharges into Hud- 
son River causing severe contamination of 
fish, environmental groups urge EPA to 
take emergency action 765; New York 
agency serves complaint on General Elec- 
tric Co., abatement order to prohibit dum- 
ping proposed 915 


Predator control, Interior Dept. application to 
register sodium cyanide capsules in M-44 
units, EPA hearings scheduled 568; agen- 
cies and environmental groups testify at 
hearings, EPA official indicates application 
will probably be approved 647; EPA ad- 
ministrative law judge recommends easing 
of ban for use in controlling coyotes, set of 
26 restrictions on use proposed, Denniston 
759: EPA modifies ban to permit use in 
coyote control devices, Train 871 

Tennessee city’s discharge of raw and inade- 
quately treated wastewater causing fish 
kill, fine imposed 1085 


FLORIDA 


Air quality implementation plan, revision to 
change sulfur dioxide emissions limits from 
fossil-fuel steam generators, EPA proposes 
approval, text 649, 678; EPA proposes 
revisions dealing with basis for determining 
‘Jatest reasonably available control 
technology” and addition of fourth category 
of requirements for revisions, text 878, 882; 
EPA approves revision of sulfur dioxide 
emissions limits on sulfur recovery and sul- 
furic acid plants 1082 

Federal grants for water and air quality 
programs, now-defunct Pollution Control 
Dept. improperly accounted for $700,000 
between 1969 and 1974, EPA audit 710 

Gainesville contract award for wastewater 
treatment plant administratively affirmed 
by EPA, contract ruled not procedurally in- 
valid, EPA action in advising city to ex- 
ecute contract while administrative appeal 
was pending violates EPA regulations, in- 
junctive relief denied (DC Fla) 1208 

Phosphate mining areas, high levels of 
radioactive radon found in_ buildings 
constructed on reclaimed lands, EPA urges 
state to halt construction, Train 938 

Wastewater treatment facilities, hearing 
scheduled to amend regulations governing 
classification and operation, Environmen- 
tal Regulation Dept. 996 


FORESTS 

American Forestry Assn., see 
CONFERENCES AND MEETINGS 

Redwood National Forest, environmental 


damage caused by private logging 
operations on adjacent lands, Interior Dept. 
failure to protect park ruled violation (DC 
Calif) 550 

Silvicultural operations previously exempt 
from discharge permit program, EPA 
seeks data on control methods, hearing 
scheduled 647; EPA to propose regulations 
or advise Congress of technical changes to 
implement effective program, Printz 696 

Superior National Forest Boundary Waters 
Canoe Area, Forest Service’s logging 
operations in virgin forest areas per- 
manently enjoined, impact statement and 
Soren peers plan inadequate (DC Minn) 


Timber clearcutting national forest, district 
court ruling that Forest Service’s practices 
violated Organic Act of 1897 upheld (CA 4) 
693 


FRUITS AND VEGETABLES PROCESSING IN- 
DUSTRY 


See EFFLUENT LIMITATION 
GUIDELINES 
G 
GASOLINE 


See MOTOR VEHICLES 
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GENERAL ACCOUNTING OFFICE 


Housing and Urban Development Dept. pro- 
jects, environmental assessments criticiz- 
ed as ineffective, limited compliance with 
NEPA requirements cited, report to 
Congress 587 

Ocean program and plan to identify 
marine-related needs and establish 
priorities recommended, report to 
Congress 1211 

Sewage treatment construction grants 
program, economic impact study of new 
and proposed regulations requested by 
House Public Works Committee members, 
Abdnor (R-SD) letter 907 


GENERAL SERVICES ADMINISTRATION 


Federal office building, contract for land ac- 
quisition and construction, motion for 
preliminary injunction denied, GSA not re- 
quired to file impact statement with lease 
prospectus (DC Miss) 1013 


GEOLOGICAL SURVEY 


Coal resources, revised estimate of total 
domestic resources issued, report 1021 
Great Lakes Bsin, groundwater resources ap- 
praised, large potential water supply found, 
report 705 

Outer Continental Shelf development, 
procedures for state review of plans provid- 
ed, modified regulations on drilling and 
development programs proposed 874; Calif. 
official criticizes proposal, important 
questions on leasing left unanswered, Stolz 


998 

Water quality in natural environment found 
“generally good,’ data from benchmark 
stations summarized, report 818 


GEORGIA 


Air quality control rules, hearing scheduled 
on proposed amendments and submitted 
compliance schedules, Natural Resources 
Dept. 997 

Air quality implementation plan, compliance 
schedules approved, EPA 878; EPA ap- 
proves revision establishing permit to 
operate power plant, sulfur dioxide 
regulations included 996 

Atlanta regional transportation and land use 
plan federal funding and approval is not 
major federal action requiring impact 
statement (DC Ga) 549 

Pesticides, plan for certification of commer- 
cial and private applicators approved, EPA 
661 


GRAIN MILLS 
See EFFLUENT LIMITATION 
GUIDELINES 
GRANTS 
See FINANCING, FEDERAL 
H 
HIGHWAYS 


Federal-aid projects 

—Appeals court judgment barring federal 
agencies from delegating preparation of 
impact statements, vacated (US SupCt) 986 

—Environmental impact statements, appeals 
court ruling that federal and state officials’ 
participation in preparation satisfied 
NEPA, Supreme Court review denied 1074 


—Impact statement prepared by private 
engineering firm that also designed part of 
highway does not satisfy NEPA, 
preliminary injunction halting project 


denied (DC Mass) 549 

—State-funded segment, appeals court ruling 
that no impact statement is required prior to 
construction, Supreme Court review denied 
987 


Interstate project bisecting wildlife refuge, 
lower court finding that project would not 
jeopardize continued existence of en- 
dangered Mississippi sandhill crane, en- 
vironmental attorneys file brief with 
appeals court 987 

New Hampshire highway, segmented projects 
rules subject to NEPA, comprehensive 
regional impact statement not required, 
jurisdiction retained (DC NH) 1207 

North Carolina project, prior court decision 
holding impact statement inadequate, in- 
junction modified to allow state and federal 
agencies to proceed with part of project 
(DC NC) 1208 


HOUSING AND URBAN DEVELOPMENT 
DEPARTMENT 


Environmental assessments for proposed 
projects criticized as ineffective, limited 
compliance with NEPA requirements 
cited, GAO report to Congress 587 

Environmental impact statements, delega- 
tion of responsibility to local governments 
applying for community development block 
grants causing concern in EPA, officials 
critical of regulations, McCabe, other com- 
ments 1074; regulations to expand delega- 
tion of environmental review responsibility 
to be proposed, closeout of urban renewal 
projects and consolidation into block grants 
provided 1211 

Interstate Land Sales Act, filing of documents 
by private developer and subsequent ap- 
proval by Dept. requires impact statement 
(CA 10) 613 

Public housing project, award of federal funds 
for development, failure to consider alter- 
natives ruled NEPA violation regardless of 
whether action requires impact statement 
(CA 2) 585 


IDAHO 


Air quality implementation plan, general 
provisions and ambient standards ap- 
proved, EPA 619; EPA proposes revision 
for controlling sulfur oxides, text 650, 684 


ILLINOIS 


Army ammunition plant’s effluent dis- 
charges, state’s suit to halt discharges dis- 
missed for lack of jurisdiction (DC Ill) 613 

Chicago carbon monoxide emissions, EPA 
orders to reduce levels and accelerate vehi- 
cle inspection program strongly criticized 
by Mayor Daley 660 

Environmental Protection Act, amendments 
approved by governor requiring economic 
impact studies of final and proposed pollu- 
tion control regulations 992 

Landfill operations, enforcement actions in- 
itiated by state EPA, summary 646 

Pollution control Board 

—Cyanide, proposed water quality standards 
and effluent criteria amendments, hearings 
scheduled 600 

—Dissolved solids, hearings on proposed 
regulation scheduled 600 

—Roofing firm’s violations of state air pollu- 
tion rules, fine imposed 597 
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Railroad noise emission regulations, state 
files suit to force EPA administrator to 
promulgate rules 1073 

Sulfur dioxide emissions standards, legisla- 
tion providing mechanism for granting 
compliance extensions approved by gover- 
nor 936 


IMPACT STATEMENTS 


See ENVIRONMENTAL 
STATEMENTS 


IMPACT 


INDIANA 


Air quality implementation plan, local agen- 
cy’s authority to administer control 
program for Gary revoked, contingency 
plan implemented, Stream Pollution Con- 
trol Board 593; EPA revisions approved 
1216 

Discharge permit violations, penalties assess- 
ed, Stream Pollution Control Board 699 

Paper firm’s discharges into Grand Calumet 
River, fine imposed, Stream Pollution Con- 
trol Board 1085 


INDUSTRY (In General) 
See also specific subject headings 


Alumax Pacific Corp. proposed aluminum 
reduction plant, Bonneville Power Admn. 
agreement to deliver large quantities of 
electric power declared unenforceable 
pending filing of impact statement (DC 
Ore) 763 

Asphalt concrete plants, EPA decides not to 
revise opacity limits in performance stan- 
dards for new or modified plants, response 
to submitted comments, text 818, 856 

Effluent limitation guidelines, see 
EFFLUENT LIMITATION GUIDELINES 

Federal Water Pollution Control Act, 
representatives of five industries meet in 
closed meeting with Vice President 
Rockefeller to discuss impact on industry, 
economics of implementing provisions out- 
lined, summary 931 

Feldspar Corp., Conn., administrative order 
requires firm to install air pollution control 
equipment to meet state and federal rules 
for particulates, EPA Region I action 770 

Ferroalloy production facilities added to list 
of sources subject to preconstruction 
review under regulations to prevent signifi- 
cant deterioration of air quality, EPA 
regulations adopted 817 

General Electric Co., N.Y., polychlorinated 
biphenyls discharges into Hudson River, 
state agency serves formal complaint on 
firm, abatement order to prohibit dumping 
proposed 915 

Kennecott Copper Corp., Ariz., failure to 
notify government agency of known oil spill 
as required by federal water law, firm’s 
conviction upheld despite challenge of un- 
constitutional vagueness (CA 9) 986 

Life Science Products Co., Va., EPA orders 
firm to halt manufacture and sale of fire 
ant poison kepone, failure to register as 
pesticide producer cited 698 

Plant closings due to environmental or safety 
aid health standards, AFL-CIO Industrial 
Union Dept. finds allegations unfounded, 
resolutions adopted 872 

Publicly owned companies, regulations to be 
proposed requiring disclosure of com- 
pliance with federal environmental laws, 
Securities and Exchange Commission 1022 

Reynolds Metals Co., 38.5 million pounds of 
aluminum recycled during first half of year 
59 


Rolling Mills, Inc., Conn., metal casting fur- 
naces in violation of state particulate emis- 
sion rules, dealine for installing equipment 
extended, EPA amendment to consent 
order 698 
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INFORMATION 


See also PUBLICATIONS AND REPORTS 

Air pollution, Federal Energy Admn. survey 
shows public willing to pay ‘‘reasonable 
amounts’ of money to reduce pollution, 
summary of findings, Nader charges survey 
results withheld from public, FEA response 
1018; Muskie (D-Me) requests FEA to ex- 
plain allegations that poll was suppressed 
1213 

Environmental Protection Agency personnel 
records, categories detailed in published 
notice, records maintained on employees, 
contractors, and grant recipients suspected 
of committing illegal or unethical acts 942 

Freedom of Information Act, EPA may offer 
persons requesting information alternative 
of dealing directly with contractors who 
process, store and retrieve information, 
U.S. Comptroller General’s ruling 1209 

National Commission on Water Quality, clos- 
ed meetings in final months of study op- 
posed by Natural Resources Defense Coun- 
cil and Muskie (D-Me), procedures seen 
requiring open meetings, Clarke response 
553: Rockefeller responds in letter to Muskie 
616 


Privacy Act of 1974, regulation to provide for 
public access to information proposed by 
EPA, text 769, 797 

Publicly owned companies, regulations to be 
proposed requiring disclosure of com- 
pliance with federal environmental laws, 
Securities and Exchange Commission 1022 

Regulatory agencies, House subcommittee’s 
survey to determine operation in accor- 
dance with authorizing legislation, EPA 
and two other agencies enjoined from com- 
plying with subpoenas, temporary restrain- 
ing order issued, subpoena withdrawn (DC 
DC) 586; EPA answer to questionnaire 
identifies jurisdictional conflicts and 
overlapping authority as areas of concern, 
summary of response 767 

Secondary treatment information, EPA 
proposes to amend regulations to remove 
effluent limitations for fecal coliform 
bacteria, text 653, 676 

Sewage treatment construction grants 
program, EPA regions requested to submit 
data on systems for first quarter fiscal 
1976, Rhett memorandum 612 

Sulfuric acid emissions from motor vehicles, 
EPA requests manufacturers to provide 
data on control efforts, Strelow letter 651 

Unleaded gasoline, regulations adopted re- 
quiring refiners, distributors, and retailers 
to provide information on supply and use, 
EPA 649 

Water Resources Council information under 
Privacy Act of 1974, regulations for public 
access adopted 1022 


INTERIOR DEPARTMENT 


See also internal bureaus and agencies 

Appointments, see APPOINTMENTS, PER- 
SONNEL CHANGES 

Appropriations, see LEGISLATION, 
FEDERAL, HR 8773 

Coal leasing program 

—Environmental groups file suit to restrain 
Dept. from establishing new program and 
entering into any leases pending com- 
pliance with NEPA 1208 

—Federally-owned deposits, final impact 
statement on proposed leasing program 
submitted to CEQ, planning system and en- 
vironmental effects analyzed, summary 
911 

—Regulations proposed to lift moratorium, 
pre-lease planning and environmental 
analysis required, environmentalists ques- 
tion adequacy 873 

—Secretary-designate Kleppe supports leas- 
ing halt pending passage of bill (S 391), 
Senate confirmation hearings 904 


ENVIRONMENT REPORTER — Aug. 1—Oct. 31, 1975 


Coal mining, proposeh regulations for leasing, 
permitting, and licensing, and revised rules 
for exploration, mining operations and 
reclamation, draft impact statement 
predicts some adverse impacts from im- 
plementation 934 

Contracts, see PROCUREMENT 

Natural gas, proposed pipeline to carry 
Alaskan gas to U.S. markets, environmen- 
tal problems identified, draft impact state- 
ment 594 

Outer Continental Shelf 

—Advisory board created to coordinate policy 
issues raised by accelerated leasing 
program 1019 ; 

—Oil and gas development, regulations to im- 
prove competitive bidding for leases on sub- 
merged lands adopted 935 

Redwood National Forest, environmental 
damage from private logging operations on 
adjacent lands, failure to protect park ruled 
violation (DC Calif) 550 

Sodium cyanide, application to register cap- 
sules in M-44 units for predator control, 
EPA hearings scheduled 568; agencies and 
environmental groups testify at hearings, 
EPA official indicates application will 
probably be approved 647; EPA ad- 
ministrative law judge recommends easing 
of ban for use in controlling coyotes, set of 
26 restrictions on use proposed, Denniston 
759; EPA modifies ban to permit use in 
coyote control devices, Train 871 

Water resources, policy proposal on use and 
management revised, guidelines proposed 
710 


INTERNAL REVENUE SERVICE 


Air pollution control facilities, plants must be 
equipped with control devices to qualify as 
facility under Internal Revenue Code, 
Revenue Ruling 75-404... 904 

Industrial development bonds for financing 
pollution control facilities, regulations 
proposed to exempt bonds from restrictions 
on other industrial bonds, text 650, 680 


INTERNATIONAL AFFAIRS 


Japan and U.S. sign cooperative agreement in 
environmental protection, project areas 
selected for initial activities 705 

North Atlantic Treaty Organization, see 
CONFERENCES AND MEETINGS 

Ocean pollution, uniform international con- 
trols and organization to set rules for deep 
seabed mining urged, Kissinger 615 

U.S.-USSR Joint Committee on Cooperation in 
Environmental Protection, fourth annual 
meeting convened to review progress in im- 
plementing 1972 agreement 1217 


INTERSTATE COMMERCE COMMISSION 


Carrier operations, specific carrier requests 
regarding gateways subject to NEPA (DC 
Mo) 614 

Environmental impact statements, prepara- 
tion guidelines proposed 701; proposed 
guidelines republished 1215 

Recycled materials shipped by rail, approval 
of 10 percent rate increase, ‘‘procedural 
shenanigans’ charged, National Assn. of 
Recycling Industries 1017 


IOWA 

Air quality implementation plan, revisions ap- 
proved by EPA, schedules available for in- 
spection 619, new and revised compliance 
schedules approved, EPA 913 


IRON AND STEEL MANUFACTURING 


See EFFLUENT LIMITATION 
GUIDELINES; STEEL INDUSTRY 


J 


JAPAN 


Environmental protection, cooperative agree- 
ment signed with U.S., project areas 
selected for initial activities 705 


JOURNAL 


Congress 575, 606, 799, 864, 895, 920, 944, 
1005, 1068, 1133, 1222 

Executive branch 576, 607, 640, 688, 752, 799, 
864, 896, 920, 944, 1005, 1068, 1133 

Local government 799, 1069 

Meetings scheduled 608, 640, 688, 800, 1006, 
1069, 1134 

State government 608, 640, 688, 752, 799, 896, 
1006, 1069, 1134 


JUSTICE DEPARTMENT 


Beverage containers on federal installations, 
EPA’s authority to issue guidelines rests on 
firm legal ground, Johnson opinion 806 


K 


KANSAS 


Air quality implementation plan, compliance 
schedules approved and disapproved, EPA 
562; portions of revised compliance 
schedules approved, EPA 913 


KENTUCKY 


Air quality implementation plans, categorical 
compliance schedule for indirect heat ex- 
changers approved, EPA 769; provision 
allowing use of intermittent controls, EPA 
disapproval upheld, stationary sources re- 
quired to use constant emission limitations 
such as scrubbers (CA 6) 803 

Natural Resources and Environmental 
Protection Dept. 

—Coal washer spill, order signed requiring 
frim to pay penalty and institute clean-up 
measures 699 

—Solid waste disposal, landfill construction 
aid operation requirements issued, 
preliminary site analyses and steps to pre- 
vent pollution required 566 

Pollution laws, four firms agree to pay total 
of $46,000 for violations 1085 


L 


LAKES AND RIVERS 


(Includes other bodies of water, e.g. bays) 

See also RIVER BASINS 

Colorado River, salinity standard and im- 
plementation plan to be considered, hearing 
scheduled, Colorado Water Control Com- 
mission 658 

Cook Inleet Alaska oil and gas production 
facilities, terms of discharge permits 
modified, EPA 995 

Grand Calumet River, Ind. paper firm fined 
for discharges from recycling plant, 
Stream Pollution Control Board 1085 

Great Lakes 

—Commission adopts resolution calling for $5 
billion per year through fiscal 1980 for con- 
struction grants program, other resolutions 
endorsed 599; letters of endorsement for 
several pending environmental bills sent to 
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LAKES AND RIVERS—Contd. 
Great Lakes—Contd. 


—Commission adopts resolution calling—Contd. 


President and Congress, legislation 
providing $5 to $7 billion per year for con- 
truction grants recommended, summary of 
bills endorsed 771 

—Groundwater resources in U.S. portion 
detailed, large potential water supply cited, 
Geological Survey report 705 

—Water Quality Board issues third annual 
report to International Joint Commission, 
high priority for pollution control urged, 
water quality assessed, summary 707 


Great Salt Lake, sludge in adjacent lagoon 
ruled within federal water law’s definition 
of navigable waters, defendant’s motion to 
dismiss suit rejected (DC Utah) 694 

Huston Ship Channel-Galveston Bay, effects 
of carrying out federal water law’s waste 
control measures assessed, report prepared 
for National Water Quality Commission 589 

Houston Ship Channel, tool firm’s excessive 
discharges in violation of Texas limitations, 
fine imposed 916 

Hudson River, N.Y., EPA urged by en- 
vironmental groups take emergency action 
to halt discharge of polychlorinated 
biphenyls, severe contamination of fish 
cited 765; New York agency serves com- 
iplaint on General Electric Co., abatement 
order to prohibit dumping proposed 915 

Lake George, New York petitions EPA for 
determination that marine sanitation 
facilities are adequate 709 

Lake Michigan 

—Inland Steel Co.’s discharges, firm fined 
$1.9 million plus $1,000 each day until con- 
trol program is begun (Ill CirCt) 930 

—U.S. Steel Company’s wastewater dis- 
charges, consent decree settling joint 
federal-state suit approved (DC Ill ) 931 

Oseetah Lake, N.Y., park agency’s denial of 
permission for construction of boathouses 
declared lawful and not arbitrary, 
aesthetics recognized as legitimate concept 
with general police powers (NY SupCt) 763 

Rookery Bay, Fla., study recommends es- 
tuarine ecosystem by preserved intact and 
unaltered, Conservation Foundation 919 

Schuylkill River, Pa. town ordered to halt dis- 
charges of pollutant causing foul orders end 
tastes installation of continuous sampling 
device ordered, EPA 619 

Suncook River, N.H., engineering firm’s oil 
spill, civil penalty assessed EPA/Coast 
Guard 597 

Thames River, Conn., Navy dredging project 
to accommodate new and large submarine, 
dumping of slude in Long Island Sound en- 
joined, inadequate statement cited (CA 2) 
880 

Willamette River, Ore. metals plant fined for 
discharging acidic and alkaline wastes into 
tributary, violations of discharge permit 
found, state Environmental Quality Dept. 
916 


LAND MANAGEMENT, BUREAU OF 


Outer Continental Shelf oil leasing 

—California proposed sales, assessment of en- 
vironmental impact broadened in final im- 
pact statement, summary 657 

—South Atlantic area, nominations for possi- 
ble leasing request 874 


LAND USE 


Interstate Land Sales Act, filing of documents 
by private developer and subsequent ap- 
proval by HUD Dept. requires impact 
statement (CA 10) 613 


Municipal wastewater, problems in es- 
tablishing land treatment system describ- 
ed, Morris, other speakers, EPA seminar 
1113 


National Governments’ Conference urges 
development of national policy, other 
poco mendations, policy positions report 


LEGISLATION, FEDERAL 
See also CONGRESS 


HR 


1863, Coal slurry pipelines 

—Bill to grant right of federal eminent 
domain to pipelines, Assn. of American 
Railroads strongly opposed for economic 
and environmental reasons 1002 

2175, Federal Water Pollution Control Act, 
amendment 

—Construction grants program, bill to 
authorize states’ administration and re- 
quire EPA Administrator to accept state’s 
certification of National Governors’ 
Conference expresses support 691; House 
Public Works Subcommittee schedules 
hearings 817 


3130, National Environmental Policy Act, 
amendment 

—Impact statement preparation amended, 
conference report adopted by House and 
Senate, provisions 559 

3981, Outer Continental Shelf development 

—Bill creating fund for onshore impact of 
development, EPA opposition due to 
budgetary constraints, EPA considering 
sharing revenues with states, Train, other 
testimonies, House Subcommittee on 
Oceanography 766; approved by subcom- 
mittee, amendment to change method of 
allocating funds in impact fund adopted, ac- 
tion on other amendments 994; reported by 
subcommittee, summary of provisions, im- 
plications of Government delegating cer- 
tain responsibilities to states with approved 
management programs unclear, Kitsos 
other comments 1205 


5247, Public works and economic develop- 
ment i. 

—Talmadge (D-Ga) amendment to revise for- 
mula for allocating sewage treatment 
grants to give equal weight to state pop- 
ulations and water needs, passed by Senate, 
provisions 583; measure may face large 
hurdle in House due to funding cutbacks in 
certain states 1077 

6721, Coal leasing 

—Melcher (D-Mont) to reintroduce vetoed 
strip mine bill (HR 25) as rider, subcom- 
mittee chairman opposes method of reviv- 
ing bill 759 

8070, EPA appropriations, FY 1976 

—Passed by Senate, $870.4 million budgeted 
for EPA programs, transition period 
budgets for several independent agencies 
included, changes from House version 
detailed 560; conferees reach agreement, 
$375 million provided for abatement and 
control activities, other funds approved 
903; comprise $55 billion bill approved by 
Congress and sent to President, funding for 
HUD, EPA, CEQ and NASA provided 987 

8561, Appropriations, FY 1976 

—Agriculture Dept. funding bill for fiscal 
year and transition period, passed by 
Senate and sent to conference, both ver- 
sions of measure restore budget authority 
omitted from Administration’s request 565 

8773, Appropriations, FY 1976 

—Interior Dept. and related agencies, $4 
billion funding bill passed by House and sent 
to Senate, funding breakdown 590 
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8841, Federal Environmental Pesticide Con- 
trol Act, amendment 

—Extension bill, House Agriculture Com- 
mittee markup session, provisions propos- 
ing EPA split authority for pesticides 
regulation with Agriculture Secretary op- 
posed, Train, other testimonies 556; 
amendment approved requiring EPA to 
notify Agriculture Dept. and congressional 
committees of pesticide actions, amend- 
ment giving Agriculture Dept. authority to 
veto EPA actions defeated, testimonies 
804; House and Senate Agricultural Com- 
mittees report bill, amendments adopted, 
summary 870; passed by House, attempts 
to give Agriculture Dept. veto power over 
EPA activities defeated, action on 
amendments 1014; Senate Agriculture and 
Forestry Subcommittee holds hearings to 
solicit views of agencies and public interest 
groups, EPA accepts bill, some provisions 
potentially redundant, Train, other 
testimonies 1210 


9560, Federal Water Pollution Control Act, 
amendment 

—Bill to improve administrative operations 
and efficiency, provisions permitting 
state certification under sewage treat- 
ment construction grants program en- 
dorsed, Assn. of State and Interstate Water 
Pollution Control Administrators, com- 
ments 879; most provisions supported by 
industry and government officials, en- 
vironmentalists opposed, delay in pollution 
control programs foreseen, testimonies 
Public Works Subcommittee 900; EPA op- 
poses authorization levels and other 
provisions, Train, other testimonies, House 
Public Works Subcommittee 926; subcom- 
mittee schedule for House floor action 
delayed by uncertainties over Senate- 
passed measure on allocating construction 
grants money 1207 

10318, Toxic substances 

—Consensus on control legislation emerging 
in House, new version eliminates con- 
troversial features of earlier bills, sum- 
mary of provisions 1205 


391, Coal leasing 

—Passed by Senate, certain environmental 
provisions of vetoed strip mine bill (HR 25) 
made applicable to federal coal fields, 
provisions 603; Interior 
Secretary-designate Kleppe supports halt in 
leasing pending paasage of bill, confirma- 
tion hearings, Senate Interior Committee 
904 

521, Outer Continental Shelf 

—Management and leasing of oil and natural 
gas resources, bill to revise federal 
procedures, approved by Senate, provisions 
600 


622, Energy Conservation and Oil Policy Act 

—Passed by House and sent to conference, bill 
grants President authority to impose 
rationing and conservation plans, measures 
to increase fossil fuel supplies included, 
summary of provisions 905 

776, Toxics substances 

—Senate Commerce Committee to begin 
markup by end of September, Brownlee 
767; Great Lakes Comm. endorses bill 771; 
markup scheduled for Sept. 23 ... 872; 
markup postponed, additional data to be 
gathered to refute chemical industry’s 
figures on costs of implementation 907; 
committee schedules hearing to discuss 
public health aspects of proposed bill 1017 

1508, Gasoline 

—Bill to help consumers avoid purchase of 
fuel with unnecessarily high octane ratings, 
EPA endorsement, Baum, Senate 
Commerce Committee 1211 
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2270, River basin projects 

—Passed by House and sent to President, ad- 
ditional $186 million authorized for projects 
on Arkansas, Mississippi North Branch- 
Susquehana, and Santa Anna Rivers 909 


2375, Federal Insecticide, Fungicide, and 
Rodenticide Act, extension 

--Passed by House and agreed to by Senate 
Agriculture Committee, bill provides 45 
day extension of Act with $6 million fund- 
ing 933 


LITIGATION (in General) 


See also CITIZENS’ SUITS; SUPREME 
COURT OF THE UNITED STATES 

Adirondack Park Agency’s denial of permis- 
sion for private developers to construct 
boathouses on Oseetah Lake declared law- 
ful, aesthetics recognized as legitimate con- 
cept within general police powers (NY 
SupCt) 763 

Aircraft noise, lower court’s ruling vacating 
previous judgment that imposed restric- 


tions on take-offs and landings at municipal - 


airport ruled proper, control and regulation 
pre-empted by Federal Government (NJ 
SuperCt) 810 

Army ammunition plant’s effluent dis- 
charges, Illinois suit to halt discharges dis- 
missed for lack of jurisdiction (DC ILL) 613 

Bonneville Power Admn. contract to deliver 
large quantities of electric power for firm’s 
proposed aluminum reduction plant, agree- 
ment declared unenforceable pending filing 
of impact statement (DC Ore) 763 

Colorado permit program under federal water 
law, suit challenging EPA approval, court 
ruled having jurisdiction to hear suit, 
change of venue granted (CA 8) 931 ; 

Corps of Engineers dredging operations in 
Minnesota must comply with state water 
quality standards, federal requirements 
apply only in absence of state rules (DC 
Minn) 1012 

Delaware River Basin Commission, issuance 
of ‘negative declaration’ on water use 
charges held adequate under NEPA (DC 
Pa) 694 

Effluent limitations and guidelines, analysis 
of issues raised in litigation heard by EPA 
advisory committee, industry challenges 
summarized 933 

Environmental law, American Bar Assn. 
creates new standing committee to coor- 
dinate all programs, officials outline status 
and responsibilities 656 

Federal Water Pollution Control Act, Justice 
Dept. announces first successful criminal 
prosecution, chlorine products firm pleads 
guilty to violations (DC NJ) 931 

Fossil fuel-fired steam generators, source 
performance standards remanded by CA 
DC, EPA tentatively decides not to revise 
standards except for opacity, EPA propos- 
ed response to remand, text 816, 858 

Freedom of Information Act, EPA may offer 
persons requesting information alternative 
of dealing directly with contractors who 
process, store, and retrieve information, 
U.S. Comptroller General’s ruling 1209 

General Services Admn. land acquisition and 
construction of proposed federal office 
building, motion for preliminary injunction 
denied, filing of impact statement with 
lease prospectus not required by law (DC 
Miss) 1013 

House subcommittee’s survey of regulatory 
agencies to determine operation in accor- 
dance with authorizing legislation, EPA 
and two other agencies enjoined from com- 
plying with subpoenas, temporary restrain- 


ing order issued, subpoena withdrawn (DC 
DC) 586; EPA answer to questionaire iden- 
tifies jurisdictional conflicts and overlap- 
ping authority as areas of concern, sum- 
mary of response 767 

Inland Steel Co.’s discharges into Lake 
Michigan, firm fined $1.9 million plus 
$1,000 each day until control program is 
begun (ILL CirCt) 930 

Interstate Commerce Commission’s regula- 
tion of ‘‘gateway’’ carrier operations, 
specific carrier requests subject to NEPA 
(DC Mo) 614 

Kentucky air quality plan, provision allowing 
use of intermittent emission controls, EPA 
disapproval upheld, Clean Air Act requires 
stationary sources to use constant emission 
limitations such as scrubbers (CA 6) 803 

Marshland dredging, government request to 
compel developer to restore area to pre- 
dredged condition denied, parties directed 
to furnish court with proposed equitable 
remedy within 30 days 1208 

Navigable waters under federal water law, 
term not limited to traditional limits of 
navigability, oil sludge in lagoon adjacent 
to lake ruled within Water Act’s purview, 
defendant’s motion to dismiss suit rejected 
(DC Utah) 694 

North Carolina highway project, prior deci- 
sion holding impact statement inadequate, 
injunction modified to allow state and 
federal agencies to proceed with project 
(DC NC) 1208 

Oil spills 

—Copper firm’s failure to notify government 
agency as required by law, firm’s convic- 
tion upheld despite challenge of un- 
constitutional vagueness (CA 9) 986 

—Penalties upheld, firm’s contentions that 
penalty section of federal water law is un- 
constitutional rejected (DC WVa) 1013 

Pennsylvania air quality plan’s sulfur oxide 
limitations, EPA ordered to reconsider 
economic impact of requiring scrubbers, 
Administrator ordered to evaluate 
technological feasibility of emission limits 
(CA 3) 758 

Petaluma, Calif., restrictions on growth, or- 
dinance limiting new housing units upheld, 
municipality has right to preserve ‘‘small 
town’; character, open space, and low pop- 
ulation density (CA 9) 643 

Public housing project, HUD Dept. award of 
federal funds for development, failure to 
consider alternatives ruled NEPA violation 
regardless of whether action requires im- 
pact statement (CA 2) 585 

Public interest legal representation, organiz- 
pati support and funding urged, Marshall 
1 


Railroad noise emission regulations, Illinois 
files suit to force EPA administrator to 
promulgate rules 1073 

Scrubbers used in achieving sulfur dioxide 
emission limitations, power company’s suit 
challenging use, court lacks jurisdiction to 
hear case (CA 3) 549 

Sewage disposal modernization project, suit 
to enjoin EPA from taking further action 
due to alleged inadequate impact state- 
ment, injunction denied (DC Colo) 613 

Sewer hook-up moratoria in Maryland coun- 
ties do not violate U.S. Constitution, plain- 
tiffs’ complaint alleging deprivation of 
property without due process rejected (DC 
Md) 693 

Sulfuric acid plants, new source performance 
standards remanded by appeals court, EPA 
tentatively decides not to revise standards, 
draft response to remand text 764,787 

Transportation control plans 

—Clean Air Act does not authorize EPA to 
penalize states for failing to enforce con- 
trols (CA 9) 803 

—EPA lacks authority to force states to 
legislate administer, and enforce specified 
controls (CA DC) 1201 


—Maryland challenge of EPA’s promulgation 
of controls for metropolitan Baltimore 
region, EPA ruled without authority to re- 
quire states to enact and enforce controls 
(CA 4) 902 

U.S. Steel Company’s wastewater discharges 
into Lake Michigan, consent decree settling 
joint federal-state suit approved (DC ILL) 
931 


Wastewater treatment plant contract award- 
ed by city and administratively affirmed by 
EPA ruled not procedurally invalid, EPA 
action in advising city to execute contract 
while administrative appeal was pending 
violates EPA regulations, injunctive relief 
denied (DC Fla) 1208 


LOUISIANA 


Air quality compliance schedules, action on 
four requests for extensions postponeed, 
Air Control Commission 915 


M 


MAINE 


Nondegradation of air quality, proposed 
limits on sulfur dioxide and particulates 
seen more difficult to attain in hilly or 
mountainous regions of state, Energy 
Research and Technology, Inc. study 811 


MARINE AFFAIRS 


See CONTINENTAL SHELF; OCEANS; 
SHIPS AND BOATS 


MARYLAND 


Air quality implementation plan, EPA 
proposes revision to time period for 
operating permit renewal applications and 
other areas 996 

Sewer hook-up moratoria in two counties do 
not violate U.S. Constitution, plaintiffs’ 
complaint alleging deprivation of property 
without due process rejected (DC Md) 693 

Transportation control plan for metropolitan 
Baltimore region, EPA’s promultation 
challenged by state, EPA held without 
authority to require states to enact and en- 
forece controls (CA 4) 902 


MASSACHUSETTS 


Air quality implementation plan, EPA 
proposes revision to make sulfur content 
regulations less stringent for fuels burned 
in Boston area 938, 996 

Dracut public schools issued administrative 
order for violations of wastewater dis- 
charge permit, corrective action required, 
EPA Region I action 770 

Newton municipal incinerator, city to use 
alternate method of solid waste disposal, 
ee agency agreement with EPA Region I 


Transportation control plan for metropolitan 
Boston region, revision extending com- 
pliance deadlines on airport’s commercial 
parking limits approved, EPA 769 


MEETINGS 
See CONFERENCES AND MEETINGS 


MICHIGAN 


Air quality implementation plan, EPA ap- 
proves revision requiring adoption of 
procedures for review of new and modified 
indirect and stationary sources 1216 


INDEX—SUMMARY — REPORTS 14 through 27 


MICHIGAN—Contd. 


Liquid waste incinerator ordered shut down 
until installation of proper air pollution 
control equipment, director of natural 
resources 1085 

Marine sanitation, petition to prohibit sewage 
discharges into lakes and connected 
waterways denied, EPA 709 

Shoreline erosion, report on demonstration 
control program issued, Natural Resources 
Dept. 1002 


MINERAL MINING 


See EFFLUENT 
GUIDELINES 


LIMITATION 


MINES, BUREAU OF 


Coal-fire utility smokestacks, cost-sharing 
demonstration project for scrubbing sulfur 
dioxide out of waste gas cosponsored with 
EPA 562 


MINING 


See also COAL; STRIP MINING 

American Mining Congress, 
CONFERENCES AND MEETINGS 

Mineral mining, see EFFLUENT 
LIMITATION GUIDELINES 

Outer Continental Shelf, technique to recover 
deposits exists, techniques for deep-sea 
mining need improved, National Research 
Council report 916 


see 


MINNESOTA 


Chemical plant disposing of toxic waste by in- 
cineration, firm issued non-negotiable 
stipulations for alleged violations of air, 
water, and solid waste regulations, Pollu- 
tion Control Agency 916 

Corps of Engineers dredging operations must 
comply with state water quality standards, 
federal requires apply only in absence of 
state rules (DC Minn) 1012 

Electric power generating plants, 1975 inven- 
tory of candidate areas for large plants, 
hearing scheduled, Environmental Quality 
Council 658 

Minnesota River Basin, hearing scheduled to 
consider adoption of management plan, 
Pollution Control Agency 1019 

Upper Mississippi River, water qualit 
management basin plan to be considered, 
hearing scheduled, Pollution Control Agen- 
cy 658 


MISSISSIPPI 


Air and Water Pollution Control Commission, 
effectment actions, list 646 

Air quality implementation plan, compliance 
schedules approved, EPA 878 


MISSOURI 


Air quality implementation plan, utility’s suit 
contending compliance with emission 
limitations are economically infeasible, 
appeals court ruling that such con- 
siderations cannot be asserted in petition, 
Supreme Court review granted 986 

Source performance standards, hearing on 
proposed new rules and approval of sub- 
mitted aie come tw schedules set, Natural 
Resources t. 600 

Wastewater and secondary treatment pro- 
jects, hearing scheduled on possibility of 

nd issue to replenish funds, Clean Water 
Commission 996 


MONTANA 


Air quality implementation plan, revisions ap- 
proved by EPA affecting sulfur oxide con- 
trol strategy 913; EPA proposes revision to 
provide control regulation for copper 
smelter’s sulfur dioxide emissions, text 
1082, 1135; EPA proposes revision to es- 
tablish procedures for handling problems at 
copper smelter, text 1216, 1221 

Health and Environmental Sciences Dept. 

—East Helena ordered to clean up sewage 
spilled into valley from lagoon 597 

—Particulate standards for incinerators 
adopted as amendments to air quality rules, 
provisions 942 

—Respiratory illnesses, study finds state’s 
death rate 52 percent higher than national 
rate, difference cannot be attributed to any 
particular cause, Haddow 773 


MOTOR VEHICLES 


California 

—See also subheads: Catalytic converters, 
Gasoline 

—Catalytic converters, manufacturers re- 
quired to pay costs of replacements, Air 
Resources Board ruling 1001 

—Chrysler Corp. fined for violating state 
emissions regulations, order requiring firm 
to stop selling high-polluting cars modified, 
Air Resources Board 646 

—Light-duty vehicles for 1976 and subsequent 
years, proposed assembly-line test 
procedures, hearing scheduled, Air 
resources Board 996 

Carrier operations, ICC required to give 
NEPA attention to specific carrier requests 
regarding gateways (DC -Mo) 614 

Catalytic converters 

—California catalyst-equipped cars, EPA 
studies show slight increases in sulfate 
levels, sulfuric acid emissions may be 
responsible, Moran 810 

—Du Pont Co. developing catalysts capable of 
running on high-octane leaded fuel, low ex- 
haust emission levels and fuel consumption 
possible, Cantwell 591 

—Federal agencies express concern over 
potential fire risk, numerous incidents 
reported, Insurance Institute for Highway 
Safety report, EPA response 660 

—Fire hazard, study finds devices posing no 
monte Universal Oil Products Co. report 

08 

—Ford Motor Co. to equip all 1976 models 
with converters to increase fuel economy 
591 


—Sulfuric acid emissions, preliminary tests 
show differences in vehicles Mee acne 
with and without air pumps, EPA status 
report on developing emission standard 
692; EPA analysis of emissions problem 
presented to Senate Public Works Subcom- 
mittee, delay of more stringent standards 
recommended, Train 762 

—Warning devices on catalyst-equipped cars 
sought by EPA, auto makers requested to 
report on plans, overheating and fire 
hazards seen possible 593; manufacturers 
agree that converters will not overheat if 
vehicles are properly driven and main- 
tained, summary of responses to EPA 
questionnnaire 1016 

Chicago carbon monoxide emissions, EPA 
orders to reduce levels and accelerate in- 
spection program strongly criticized by 
Mayor Daley 660 

Emission standards 

—1975 levels, President’s proposed five-year 
freeze, congressional hearing sought to pre- 
sent Administration findings, draft bill 
transmitted, Randolph and Baker 
(R-Tenn) response 554 

—1976 limits needed to eliminate adverse 
health effects by 1981 specified, health im- 
pact from current air quality assessed, 
Yale Univ. report, Stolwijk 759 
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—Advertisement sponsored by major 
manufacturers, choices on emissions con- 
trol offered, public comments requested 
776; industry advertising campaign 
criticized, Muskie (D-Me) 997 

—Conventional engine and vehicle im- 
provements required to meet emission 
reduction and energy conservation goals, 
more stringent control of emissions 
recommended, California Institute of 
Technology study 769; hearings on ‘‘broad 
implications” of report urged, Domenici 
(R-NM) 997 

—House Interstate and Foreign Commerce 
Subcommittee approves slight relaxation in 
timetable for rules, Hastings (R-NY) 
amendment provides two-year freeze at 
Calif. interim levels and return to statutory 
levels in 1980... 899 

—New vehicles and engines, technical 
amendments to air pollution control 
regulations adopted, fuel content 
specifications removed, EPA 621 

—Senate Public Works Subcommittee and Ad- 
ministration proposals for relaxing rules, 
similar air quality impact in 1985 pro- 
jected, EPA analysis 691; subcommittee 
staff members meet with major manufac- 
turers to obtain new information and clarify 
differences over abilities in emission con- 
trols 899 

—Sulfuric acid emissions, preliminary tests 
show low emissions from catalysts without 
air pumps, EPA status report on developing 
standard 692; EPA analysis of emissions 
problem presented to Senate Public Works 
Subcommittee, delay of more stringent 
standards recommended, Train 762 

Gasoline 

—See also LEGISLATION, FEDERAL, S 
1508 

—Air pollution control regulations for new 
vehicles and engines, technical 
amendments adopted removing fuel content 
specifications, EPA 621 

—California desulfurization limits, restriction 
to certain areas recommended, Air 
Resources Board staff information report 


—California vapor control systems, legisla- 
tion requiring adoption of procedures and 
performance standards for certification ap- 
proved by governor 1085 

—Civil penalties for violations of unleaded 
fuel regulations, EPA issues assessment 
guidelines, text 760, 793 

—Economy 

—— 1976 vehicles, economy will be improved 

by 12.8 percent over 1975, gains seen as 
no rationale for relaxing standards, Train 
905 


——Advertising, temporary guidelines based 
on EPA economic figures issued, Federal 
Trade Comm. 764 

—Factors affecting economy, EPA report 

released, new information on emission con- 
trols and tampering included 905 

——Labeling, 18 auto manufacturers to par- 
ticipate in joint EPA-FEA program 568; 
EPA issues consolidated listing of specif- 
ic label data as part of 1975 voluntary 
labeling program, text 704, 711 


——Mileage figures for 1975 vehicles, recent 
data indicates EPA values can be 
achieved and surpassed in actual driving, 
Stork memorandum 700 

—Sulfur content, control regulations seen 

premature at present time, EPA Ad- 
ministrator Train’s decision in response to 
pay by Public Interest Research Group 


—Sun Oil Co. service station found selling un- 
leaded gasoline contamined by leaded gas- 
oline, firm agrees to penalty 698 

—Unleaded gasoline, regulations adopted re- 
quiring refiners, distributors, and retailers 
to provide information on supply and use, 
EPA 649 
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Gasoline—Contd. 

—Vapor recovery control systems, gasoline 
stations in eight major metropolitan areas 
required to install properly certified equip- 
ment by mid-1977, EPA regulations propos: 
ed to amend transportation control plans 
985; proposed amendments issued, text 
1014, 1045 

Leads levels, increases found in blood and 
hair samples of test population, automotive 
emissions seen as probable cause, 
Southwest Research Institute study 906 

Motorcylces, proposed emissions regulations 
issued by EPA, text 1081, 1164 

Nebraska diesel-powered vehicles, 
regulations to control visible emissions 
adopted, Environmental Control Dept. 600 

New York metropolitan area traffic, EPA 
Regional Administrator Hansler orders city 
and state to establish tolls on bridges to 
reduce traffic mayor initiates federal court 
action to block directive 1082 

Sulfates, promulgation of emissions standard 
would require additional tests to determine 
effects, General Motors Corp. status report 
905 


Sulfuric acid emissions, EPA requests 
manufacturers to provide data on control 
efforts, Strelow letter 651 

Transportation control plans, see AIR 
QUALITY STANDARDS; specific states 


N 


NATIONAL AERONAUTICS AND SPACE AD- 
MINISTRATION 


Sewage treatment, pilot municipal plant bas- 
ed on system designed by space research 
Scientists, construction planned 994 


NATIONAL ASSOCIATION OF MANUFAC- 
TURERS 


Environmental Quality Committee’s annual 
fall meeting, outright opposition to federal 
toxic substances legislation ended, ‘‘basic 
principles’ to be included in legislation 
drafted, summary of actions and 
testimonies 929 

Nondegradation of air quality, environmental 
quality committee predicts EPA rules will 
have negative effect on industrial growth, 
problems in permitting development detail- 
ed 697 


NATIONAL BUREAU OF STANDARDS 


Electric power generation, transmission, dis- 
tribution, and use, measurement 
technology data to be shared with Electric 
Power Research Institute, memorandum of 
understanding 1216 

Ozone depletion from chlorofluorocarbons, 
researchers revise estimates downward 
from earlier computer models 1216 


NATIONAL COMMISSION ON WATER 
QUALITY 


1977 requirements of federal water law, 
growth may make it difficult to maintain 
quality unless additional standards are im- 
posed, data on economic, environmental, 
and social effects and benefits outlined, se- 
cond staff draft of tentative issues and fin- 
dings, text 1010, 1023; new sections of se- 
cond staff draft issued, no changes in 
federal law’s institutional structure re- 
quired, summary, text 1073, 1129 


Attitudes of selected groups toward im- 
plementation of federal water law sur- 
veyed, money shortage seen aS major 
obstacle by local officials, industry 
spokesmen, and environmentalists, EPA 
cites industry reluctance as major obstacle, 
report 695 

Best available technology requirements under 
federal water law, extension of 1983 
deadline recommended to allow time for 
evaluating progress, draft staff discussion 
document, text 928, 966 

Closed meetings in final months of study op- 
posed by Natural Resources Defense Coun- 
cil and Muskie (D-Me), procedures seen 
requiring open meetings, Clarke response 
593; Rockefeller responds in letter to 
Muskie 616 

Compliance monitoring program, conflicts 
cited in federal water law goals, EPA 
regional structure, and state control over 
programs, draft final report 657 

Contractor work, special task force establish- 
ed in Domestic Council to review work, 
Rockefeller 695 

Discharge permit program, state enforce- 
ment activity against polluters has not 
greatly increased, EPA more aggressive in 
seeking penalties and injunctions, proposal 
to improve enforcement detailed 
preliminary draft report 614 

Effluent limitations, 40 pecent of 
municipalities seen unable to meet 1977 
deadlines, inadequate methodology to at- 
tain cleanup cited, draft study 616 

Industrial impact of federal water law, in- 
dustry representatives meet in closed 
meeting with Vice President Rockefeller, 
economics of implementing provision 
described, summary 931 © 

Planning provisions of federal water law, 
areas requiring resolution detailed, draft 
report 655 

Public participation in pollution control 
program seen unaffected by federal water 
law’s provisions, effects on achievement of 
goals assessed, preliminary report 650 


Report on effects of achieving 1983 
water goals, three draft chapters sent to 
commission members but not officially — 
released to public 695; draft chapter deal- 
ing with water quality and environmental 
impact assessment issued, nonpoint 
sources of pollution seen as major barrier 
to meeting goals, summary 755; EPA best 
practicable technology (GPT) and best 
available technology (BAT) effluent 
guidelines, capital, operation, and 
maintenance costs estimated, draft report 
773; series of closed informal meetings 
scheduled to discuss draft with various 
groups, Rockefeller 818; deficiencies cited 
in implementation of construction grants 
program, discharge permit program, plan- 
ning, and public participation provisions of 
federal water law, draft chapter 867; 
emphasis on interim 1977 water quality 
goals at expense of subsequent regulations 
and deadlines scored, Billings 868; Texas 
Governor Briscoe urges report include ex- 
plicit recommendation that states be given 
stronger role in managing resources 908; 
draft chapter citing deficiencies in EPA im- 
plementation criticized, Train letter 925; 
Domestic Council task report cites severe 
shortcomings in Commission report, EPA 
Administrator Train attacks procedures un- 
der which task force report was prepared, 
summary 977; 1985 zero discharge goal 
possible based on technology, costs and 
energy requirements detailed, draft 
chapter 983 

River basins, effects of carrying out waste 
control measures for three basins detailed, 
reports prepared for Commission 589 _ 

Steam electric power industry, economic im- 
pact of pollution controls seen small in rela- 
tion to other factors, economic policy 
model developed, draft report 551 


NATIONAL ENVIRONMENTAL POLICY ACT 


See ENVIRONMENTAL IMPACT STATE- 
MENT; LEGISLATION, FEDERAL, HR 
3130 


NATIONAL GOVERNORS’ CONFERENCE 


Policy positions report issued, desulfurization 
systems for electric power plants sup- 
ported, recommendations on water quality, 
land use and other areas 691 


NATIONAL OCEANIC AND ATMOSPHERIC 
ADMINISTRATION 


Appointments, see APPOINTMENTS, PER- 
SONNEL CHANGES 

Marine Minerals Office established within 
agency, Lane designated acting director 
910 


NATIONAL RESEARCH COUNCIL 


Mining in Outer Continental Shelf and in deep 
ocean, technology reviewed, environmental 
conditions recommended, report 916 

Ozone layer, test. results support theory of 
layer depletion from chlorofluorocarbons, 
Schmelterkopf 932 

Trident submarine program, decision-making 
process meets NEPA requirements, impact 
statement satisfies procedural aspects (DC 
DC) 762 


NAVY 


Dredging project on Conn. river to accom- 
modate new and larger submarine, dum- 
ping of sludge in Long Island Sound enjoin- 
ae gpaceguate impact statement cited (CA 


NATURAL GAS 
See OIL AND GAS 


NEBRASKA 


Air quality implementation plan, amendment 
containing seven revisions approved, EPA 
814 


Diesel-powered motor vehicles, regulations to 
control visible emissions adopted, En- 
vironmental Control Dept. 600 


NEVADA 


Air quality implementation plan, regulatory 
revision requiring decrease in particulate 
emissions in intrastate control region, EPA 
proposes approval, text 650, 679; EPA 
proposes revision for review of various in- 
direct sources, text 878, 894; EPA ap- 
proves revision requiring adoption of 
procedures for review of new and modified 
indirect and stationary sources 1216 

Discharge permit program, state delegated 
authority for controlling discharge of 
pollutants, EPA 1019 


NEW HAMPSHIRE 


Air quality implementation plan, revision of 
requirements for recordkeeping and in- 
direct source review proposed, EPA 1082 

Marine sanitation, petition to prohibit sewage 
discharges into inland surface water ap- 
proved, EPA 709 
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NEW JERSEY 


Air quality implementation plan, 15 com- 
pliance schedules approved, KPA 562; re- 
vision providing alternative compliance 
schedules proposed, text 1082, 1161 

Chemical firm’s vinyl chloride emissions, 
Economic Development Authority grants 
loan for pollution control equipment 936 

Hydrocarbon emissions, EPA urged to 
develop multi-state standards, Bardin 
letter to EPA 659 

Nuclear power plant siting, utility grant con- 
ditional approval for construction of Hope 
Creek Station, environmental conditions 
imposed, Bardin 917 


Sewer connection bans, regulations for 
modifying bans imposed on municipalities 
appease Environmental Protection Dept. 


Solid Waste Admn. established in En- 
vironmental Protection Dept., independent 
agency to expand and strengthen manage- 
ment programs 1018 

Water quality standards, EPA withdraws 
proposed federal standards due to state 
adoption of approved rules 568 

Water resources bond act proposed by gover- 
nor to finance facilities, provisions detail- 
ed, Bardin 772 


NEW MEXICO 


Air quality implementation plan, revision 
proposed requiring reduction in sulfur oxide 
emissions from power plants, EPA 1082 

Arkansas River Basin water quality manage- 
ment plan, hearing scheduled, Water Quali- 
ty Control Commission 600 


NEW YORK 


Adirondack Park Agency’s denial of permis- 
sion for private developers to construct 
boathouses on Oseetah Lake declared law- 
ful, aesthetics recognized as legitimate con- 
cept within general police powers (NY 
SupCt) 763 

Aerosol sprays containing fluorocarbons, 
legislation signed by governor to prohibit 
sale after 1978 if state determines danger 
to public health 708 

Air quality implementation plan, revision ap- 
proved by EPA requiring indirect sources 
be subject to detailed analysis 878; state 
delegated authority for environment of per- 
formance standards for new stationary 
sources and emission standards for hazar- 
dous pollutants, EPA 1017 

Discharge permit program, state delegated 
authority for issuance and enforcement of 
permits, EPA 1217 

Drinking water supplies, Health Dept. tests 
indicate small amounts of polychlorinated 
biphenyls 937 

Environmental legislation package signed by 
governor, bill requiring agencies and 
municipalities to prepare impact 
statements prior to undertaking construc- 
tion programs included, summary 619 

Manhattan central business district, EPA 
Regional Administrator Hansler orders city 
and state to establish tolls on bridges to 
reduce motor vehicle traffic, mayor in- 
itiates federal court action to block direc- 
tive 1082 

Marine sanitation, state petitions EPA for 
determination that adequate facilities are 
available for Lake George 709 : 

Polychlorinated biphenyls, General Electric 
Co. served with formal complaint, abate- 
ment order to prohibit dumping into Hudson 
River proposed, Environmental Conserva- 
tion Dept. 915 $x i 

Transportation control plan, revisions setting 
forth control strategy for photochemical ox- 
idants in Genesee-Finger Lakes region, 
EPA proposes approval, text 592, 606 


Waste discharges and groundwater con- 
tamination, firm’s president issued 


criminal summons, Environmental Conser- 
vation Dept. 699 

Water quality standards, EPA withdraws 
proposed federal standards due to state 
adoption of approved rules 568 


NITROGEN AND NITROGEN OXIDES 


Power plant stack gases, Japanese scientists 
discover simple catalyst for removing 
nitrogen oxide, Seki 771 

Stationary sources, Exxon Research and 
Engineering Co. develops new technology to 
reduce oxides emissions 593 


NOISE 


Aircraft noise 

—Municipal airport, lower court’s ruling 
vacating previous judgment that imposed 
restrictions on take-offs and landings held 
proper, control regulation pre-empted by 
Federal Government (NJ SuperCt) 810 

—Property owners’ suit claiming noise caus- 
ed emotional and mental distress, damages 
for nuisance awarded (Calif SuperCt) 1013 

Railroads, Illinois files suit to force EPA ad- 
ministrator to promulgate emission 
regulations 1073 


NONFERROUS METALS INDUSTRY 


See EFFLUENT LIMITATION 
GUIDELINES 


NORTH CAROLINA 


Air quality implementation plan, compliance 
schedules approved, EPA 814 


NORTH DAKOTA 


Air quality implementation plan, EPA 
proposes revision to provide final com- 
pliance dates for each source, text 1018, 
1065 


Electric generating plant and leonardite 
processing facility issued notices for 


suspected violations of state pollution laws, 
Health Dept. 1085 


NUCLEAR REGULATORY COMMISSION 
See ATOMIC ENERGY 


O 


OCEANS 


‘See also ADVISORY COMMITTEES 


Chemical waste, at-sea incineration seen as 
viable alternative to other disposal 
methods, EPA report 1080 

Chlorinated hydrocarbon waste, Shell Oil Co. 
seeks EPA permit for ocean incineration 
813 

Dumping 

—Federal activities reviewed, objectives of 
EPA marine ecological research program 
outlined, Talley, other testimonies, House 
hearings 909 

—Philadelphia’s sludge dumping off Md. 
coast, EPA regional decision Aa aie 
phasing out and eventual halt upheld by Ad- 
ministrator Train, city to seek court rever- 
sal if no landfill site can be found, Guarino 


International controls over pollution of sea 
and organization to set rules for deep sea- 
bed mining urged, Kissinger 615 
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Mineral deposits, techniques for deep-sea 
mining require improvement before 
attempting full-scale operations, en- 
vironmental conditions recommended, 
National Research Council report 916 

National ocean program and plan to identify 
needs and establish priorities recommend- 
ed, GAO report to Congress 1211 

Oil spills, see OIL AND GAS 


OFFICES 


See other parts of title and specific subject 
headings 


OHIO 


Air quality implementation plan, particulate 
emission standards, electric utilities sub- 
mit compliance schedules to state EPA 621 

Food packaging firm’s sugar discharges into 
streams resulting in fish kill, damages im- 
posed, Natural Resources Dept. 597 

Water quality standards, EPA proposed stan- 
dards withdrawn following state’s adoption 
of criteria 662 


OIL AND GAS 


See also LEGISLATION, FEDERAL, S 622 

Alaska production facilities in Cook Inlet, 
terms of discharge permits modified, EPA 
995 


Decontrol of oil prices, Administration’s 
revised plan goes beyond FEA recommen- 
dations, adoption supported, Zarb, House 
hearings 598 

Effluent guidelines, see EFFLUENT 
LIMITATION GUIDELINES 

Gasoline, see MOTOR VEHICLES 

Houston-Galveston area petroleum handling 
facilities, EPA working with Coast Guard 
on proposed rules to require vapor recovery 
systems, Benkert 935 

Natural gas, proposed pipeline to carry 
Alaskan gas to U.S. markets, environmen- 
tal problems identified, Interior Dept. draft 
impact statement 594 

Offshore development, see CONTINENTAL 
SHELF 


Oil spills 

—California offshore seepage causing pollu- 
tion of beaches and submerged state lands, 
legislation authorizing research and in- 
vestigations approved by governor 1085 

—Great Salt Lake, sludge in adjacent lagoon 
ruled within federal water law’s definition 
of navigable waters, defendant’s motion 
to dismiss suit rejected (DC Utah) 694 

—Kennecott Copper Corporation’s failure to 
immediately notify government agency of 
spill as required by federal water law, con- 
viction upheld despite challenge of un- 
constitutional vagueness (CA 9) 986 

—Marine transportation activities cited as 
major cause of pollution, research and 
technical improvements to reduce tanker 
spills recommended, Office of Technology 
Assessment report 918 

—New Hampshire engineering firm’s spill 
into Suncook River, civil penalty assessed, 
EPA/Coast Guard 597 

—Penalties assessed against pipeline firm up- 
held, firm’s arguments challenging con- 
stitutionality of penalty section under 
federal water law rejected (DC WVa) 1013 

—Pennsylvania construction firm’s dis- 
charges during dam construction, En- 
vironmental Hearing Board imposes fine 
1085 

—Shell Oil Corp.’s kerosene spill at Mass. 
bulk storage facility, civil penalty assessed, 
EPA/Coast Guard 597 

Shale oil, development of federal lands could 
begin in late 1976, 1980 target date for 
production remains in effect, Horton, 
House hearings 1015 
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OIL AND GAS—Contd. 


Ship fuel tanks, vessel design regulations 
amended to permit tanks forward of colli- 
sion bulkheads, Coast Guard 876 

Tank vessels carrying oil in domestic trade, 
Coast Guard regulations for protecting 
marine environment adopted, text 1015, 
1066 


Texaco, Inc., gasoline loading facility, firm to 
install equipment to prevent excessive 
emissions of hydrocarbon vapor, consent 
agreement with EPA 597 

Underground injections for secondary oil and 
natural gas recovery, EPA regulations 
could force shutdown of numerous wells, 
Stamets, Interstate Oil Compact Commis- 
sion 1003 


OKLAHOMA 


Air quality regions, proposed redesignations 
under EPA significant deterioration regu- 
lations, hearings scheduled, Air Quality 
Council 658 


OREGON 


Air quality implementation plan, portion per- 
taining to kraft pulp mills approved, 
schedules for bringing mills into com- 
pliance with state rules, errors in com- 
pliance schedules for sulfite pulp mills cor- 
rected, EPA 619; amendment to civil 
penalties provisions adopted as revision to 
plan, EPA 1082 

Metals plant fined for violating pollutant dis- 
charge permit, discharge of acidic and 
alkaline wastes into creek alleged, En- 
vironmental Quality Dept. 916 

Open burning, bill removing ban on field bur- 
ning and requiring phasing down by 1977 
signed by governor 599 


ORGANIC CHEMICALS INDUSTRY 


See EFFLUENT LIMITATION 
GUIDELINES 


OUTER CONTINENTAL SHELF 
See CONTINENTAL SHELF 


OZONE LAYER 
See WEATHER 


P 


PAINT AND INK FORMULATORS 


See EFFLUENT LIMITATION 
GUIDELINES 


PAPER 


See also EFFLUENT LIMITATION 
GUIDELINES, subhead: Pulp and paper in- 
dustry 

American Paper Institute 

—Clean Air Act, proposed amendments op- 

osed, statement filed with Senate Public 
orks Committee 809 

—Nondegradation of air quality, proposed 
Clean Air Act amendments would bar 
states from designating preferred areas for 
industrial development, other shortcomings 
cited, report 912; Muskie (D-Maine) 
criticizes report as misleading and inac- 
amne, EPA staff analysis of findings cited 


ENVIRONMENT REPORTER — Aug. 1—Oct. 31, 1975 


Pollution control requirements, capital 
demands seen contributing to paper shor- 
tages by hindering expansion of production 
capacity, URS Research Co. study 876 


PARTICULATE MATTER 


Connecticut 

—Metal casting furnaces in violation of state 
emissions rules, deadline for installing 
equipment extended, EPA amendment to 
consent order 698 

—Plant issued administrative order requiring 
installation of controls to meet state and 
federal rules, EPA Region I action 770 

Montana incinerators, particulate standards 
adopted as amendments to air quality rules, 
Health and Environmental Sciences Dept. 


942 

Steel industry, performance standards for 
new and modified electric arc furnaces 
adopted, particulate emissions restricted, 
EPA 912 


Wisconsin power plant’s particulate 
emissions, proposed order gives county un- 
til 1978 to control emissions, Natural 
Resources Dept. 1086 


PAVING AND ROOFING MATERIALS 


See EFFLUENT LIMITATION 
GUIDELINES 


PENNSYLVANIA 


Air quality implementation plan, proposed 
revision to dealy fuel sulfur content restric- 
tion, EPA proposes approval 592; sulfur ox- 
ide limitations challenged by utilities, EPA 
ordered to reconsider economic impact of 
requiring scrubbers, Administrator ordered 
to evaluate technological feasibility of 
emission limits (CA 3) 758; revision to 
Philadelphia portion of plan approved, EPA 
814; EPA proposes revision to set sulfur 
dioxide emissions limits for primary zinc 
smelters, text 1018, 1064 . 

Construction firm’s oils discharges during 
dam construction, Environmental Hearing 
Board imposes fine 1085 

Environmental Resources Dept. 

—Air pollution abatement orders issued 1085 

—Chester County streams, public meeting 
scheduled to consider designating certain 
streams as “‘conservation area’’ use only 
997 


—Environmental master plan development, 
coal mining effects as major concern, other 
issues and problems detailed, report 708 

—Oil quenching and tempering operation, 
firm ordered to abate oil vapor emissions 
and install control equipment 619 

—Strip mining, department’s refusal to issue 
drainage permit to coal company upheld, 
state Hearing Board 918 

Philadelphia’s sludge dumping off Md. coast, 
EPA regional decision requiring phasing 
out and eventual halt upheld by Ad- 
ministrator Train, city to seek court rever- 
sal if no landfill site can be found, Guarino 
927 

Resource recovery demonstration project, 
legislation creating grants-in-aid fund ap- 
proved by governor 1217 


PESTICIDES 


See also ADVISORY COMMITTEES; 
Sh stein FEDERAL, HR 8841, S 
5 


Cancellation and suspension activities, ad hoc 
committee recommends EPA establish 
special group to develop coordinated policy, 
Train memo and group’s recommendations, 
text 1077, 1145 


DDT residues in humans, fish, and wildlife, 
decrease as result of 1972 ban reported, 
EPA report to Congress 618 

Endrin, Environmental Defense Fund and 
National Audubon Society petition EPA to 
suspend production, sale, and use, adverse 
environmental effects cited 588 

Farmworker group’s suit to require Labor 
Secretary to issue permanent standards for 
field re-entry times, EPA exercise of 
authority precludes Labor Secretary from 
duplicating effort (CA DC) 1013 

Federal Insecticide, Fungicide, and Roden- 
ticide Act 

—See also LEGISLATION, FEDERAL, S 
2375 

—Firms assessed civil penalties for 
violations, EPA Region II action 646 

—Label claims for two products found “‘false 
and misleading,’ EPA and firm settle 
violations of Act, consent agreement 1083 

Georgia plan for certification of commercial 
and private applicators of restricted use 
pesticides approved, EPA 661 

Heptachlor and chlordane, EPA announces in- 
tent to suspend further production and sale 
for most household and agricultural uses, 
imminent hazard cited 550 

Kepone, Va. firm ordered to halt manufacture 
and sale of fire ant poison, failure to 
register as pesticide producer cited, EPA 
698 


Mirex, use in controlling fire ants to resume, 
USDA-EPA memorandum of understanding 
1214 

Registered pesticides, use in controlling pests 
not named on products’ label held no viola- 
tion of federal law in certain cases, con- 
ditions and limitations on use detailed, 
EPA policy statement 812 

Registration, guidelines for applications 
issued, EPA 814 

Registration regulations, EPA schedules 
series of workshops to acquaint producers, 
distributors, formulators, and public with 
new rules 621; schedule for workshops 
issued 660 

Sodium cyanide, Interior Dept., application to 
register capsules in M-44 units for predator 
control, EPA hearings scheduled 568; agen- 
cies and environmental groups testify at 
hearings, EPA official indicates application 
will probably be approved 647; EPA ad- 
ministrative law judge recommends easing 
of ban for use in controlling coyotes, set of 
26 restrictions on use proposed, Denniston 
759; EPA modifies ban to permit use in 
coyote control devices, Train 871 

State issuance of experimental use permits, 
EPA regulations proposed, text 770, 784 

State registration to meet special local needs, 
EPA regulations proposed, text 770, 777 

Vermont regulations governing use, permits, 
and registration issued, state Agriculture 
Dept. 707 


PETROLEUM 
See OIL AND GAS 


POWER PLANTS 
See ATOMIC ENERGY; ELECTRIC 
POWER 


PRESIDENT OF THE UNITED STATES 


Automotive emission standards, President’s 
proposed five-year freeze at current 1975 
levels, congressional hearing sought to pre- 
sent Administration findings, draft bill 
transmitted, Randolph (D-WVa) and Baker 
(R-Tenn) response 554; Senate Public 
Works Subcommittee and Administration 
proposals for relaxing rules, similar air 
quality impact in 1985 projected, EPA 
analysis 691 
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PRESIDENT OF THE UNITED STATES—Contd. 


Domestic Council 

—National Water Quality Commission draft 
report on effects of achieving water goals, 
task force report cites severe short- 
comings, EPA Administrator Train attacks 
procedures under which task force report 
was prepared, summary 977 

—Public forums chaired by Vice President 
Rockefeller scheduled, resource develop- 
ment and environment among issues plann- 
ed for discussion 931 

Environmental protection program, 
President’s actions defended, requests for 
pannow er and funding supported, Train 

8 


PROCUREMENT 


Army Dept. 

—Drinking water toxin detection, research on 
improved system, awarded 915 

Commerce Dept. 

—Oil, study of interaction with sea ice, 
currents, and plankton in Gulf of Alaska and 
Bering and Beaufort Seas, awarded 1087 

EPA 

—Air-bleed/exhaust gas recirculation retrofit 
on motor vehicles, study of fuel economy 
and emissions reduction effectiveness, 
negotiations 998 

—Air monitoring quality assurance program 
development for present and proposed 
energy development projects in Western 
U.S., contractor sought 998 

—Air pollution activities in NATO member 
countries, evaluation, negotiations 592 

—Air pollution modelling software, installa- 
tion for North Dakota agency, awarded 915 

—Air quality maintenance plans, develop- 
ment for areas having standards attain- 
ment or maintenance problems, contractor 
sought 915 

—Ambient water quality indication, contract 
to develop information for selection of 
parameters, awarded 659 

—Arizona air pollution control, installation of 
line emission inventory system/permit and 
registration subsystem to provide handling 
method for large volumes of data, contrac- 
tor sought 593 

—Arkansas air quality maintenance area, 
contract to update inventory and make 
emissions projections, awarded 915 

—Asphalts and tars used in paving, coating, 
and packaging compositions, contractor 
sought to gather pertinent information 1217 

—Blast furnace cast house emission control 
technology development, awarded 998 

—Chemically active fluid bed (CAFB) 
demonstration, contract to obtain engineer- 
ing support, negotiations 592 

—Chemicals, contract to conduct literature 
search service for information, awarded 
1087 


—Chemicals, contractor sought to prepare 
reports providing descriptions and financial 
assessments on specified chemicals 998 

—Conversion of mixed waste to fuel, contrac- 
tor to formulate pilot scale pyrolitic system 
awarded 592 

—Drinking water, study of organic content, 
awarded 1217 

—Environmental regulations, analysis of 
economic, energy, and environmental im- 
pacts, contract sought 998 

—Environmental samples, collection and 
analysis to determine levels of heavy 
metals, chlorinated hydrocarbons, and 
other toxic chemicals in air, water, soil, 
and sediments, contractor sought 1019 

—Ethylene dibromide, contractor’s report 
finds concentrations of carcinogen in 
streams and ambient air samples 1215 

—Federal Water Pollution Control Act, 
modification of existing contract to develop 


technical handbook and provide technical 
support for implementing Sec. 208, 
negotiations 998 

—Fine particulate environmental con- 
taminants, contract to prepare and 
characterize for biological experimenta- 
tion, awarded 998 

—Finnigan mass spectrometer upgrading, 
negotiations 592 

—Flue gas desulfurization systems, waste dis- 
posal study, awarded 592 

—Fluidized bed coal combustion sampling and 
analytical test rig, design and construction, 
contractor sought 659 

—Hazardous material-contaminated water, 
physical/chemical treatment system 
development, awarded 592 ! 

—Heavy metals, contract to analyze blood, 
hair, urine, and dust samples for traces, 
awarded 998 

—Industrial chemicals, development of om- 
nibus classification system describing uses 
bee: of application, contractor sought 

—International Joint Commission Study, 
monitoring, management, and collection of 
information to accomplish requirements, 
awarded 592 

—Lead and its compounds, assessment of en- 
vironmental and health hazards of produc- 
ae use and disposal, contractor sought 


—Leather tanning and finishing industry, 
assessment of hazardous waste practices, 
awarded 659 

—Light duty vehicles, program to collect ur- 
ban operational statistics, contractor 
sought 661 

—Municipal solid waste, research on recovery 
of energy and materials, contracts awarded 
oF pie Center for Resource Recovery 


—Municipal wastewater treatment sludge 
utilization practices, environmental assess- 
ment, awarded 659 

—New Jersey, New York, and Conn. air quali- 
ty control region, contract to conduct com- 
prehensive area source emission inventory 
awarded 998 

—Oil denitrification evaluation, awarded 915 

—Organophosphorus pesticides in citrus 
growing areas of California, collection of 
farm worker re-entry safety data, 
negotiations 592 

—Pesticide effects on nontarget organisms, 
awarded 592 

—Pesticide residues, analysis of feta! tissue, 
awarded 659 

—Petroleum production from coal and oil 
shale, analysis of nonhydrocarbon con- 
stituents of products and byproducts, con- 
tractor sought 1087 

—Philadelphia interstate air quality 
maintenance area, assistance in developing 
point and area source emission inventory, 
contractor sought 661 

—Point source water pollution control, 
monitoring, data collection, and identifica- 
tion of control and treatment technologies, 
awarded 915, 998, 1087, 1217 

—Polychlorinated biphenyls, development of 
chemical techniques for removal from 
water, negotiations §59 

—Residual oil, analytical support in com- 
prehensive analysis of hazardous sub- 
stances, contractor sought 661 

—Rural water survey, contract to prepare 
orientation material package and conduct 
orientation sessions for interviewers and 
samplers, awarded 915 

—Sewage treatment construction grants 
program, final procurement regulations 
scheduled for publication in late October, 
no major changes from draft rules seen, 
Alm 934; series of regional workshops on 
final regulations scheduled 1019 

—Solid waste energy systems construction, 
analysis of federal incentive options, 
awarded 998 


—Spatial pollution analysis and study of com- 
parative evaluation system, awarded 998 
—State water pollution control agencies, 
development of state strategy handbook, 

contractor sought 1087 

—Steam supply and water supply industries, 
economic impact studies of proposed 
effluent guidelines, awarded 998 

—Sulfate and sulfur dioxide measurement in 
automotive exhaust, awarded 592 

—Sulfates from motor vehicles, control study, 
awarded 592 

—Sulfur aerosol mixtures, study of physical 
and chemical behavior and respiratory 
effects of oxides, awarded 998 

—Sulfur dioxide, study of levels at power 
stations, awarded 998 

—Sulfuric acid mist, measurement in lungs, 
awarded 1087 

—Synthesis of unlabeled and radiolabeled 
compounds of environmental importance, 
awarded 915 

—Trace element emission and attrition 
products in mammalian tissue, evaluation 
of measurement methods, awarded 998 

—Wastewater lagoon effluent, separation of 
algal cells, awarded 998 

—Water pollution, study of point source con- 
trols, monitoring, and data collection, 
awarded 915 

—Water utility companies, finance and 
operations survey, negotiations 592 

ERDA 

—Coal gasification, contract for underground 
experiments in West Virginia awarded 592 

—High-sulfur coal conversion to pipeline gas, 
construction and testing of demonstration 
plant, contractor sought 661 

Federal Energy Admn. 

—Crude petroleum and petroleum product 
storage, preparation of environmental im- 
pact statements on use of underground 
mines, salt domes, and conventional tanks, 
contractor sought 998 

—Land use and energy conservation interac- 
tion study, awarded 661 

—Vapor recovery system; assessment of 
economic impact on retail gasoline dealer, 
contractor sought 998 

Interior Dept. 

—Scrap metal, study of government im- 
pediments to increased recycling, awarded 
1087 

Office of Water Research and Technology 

—Research projects selected for funding un- 
der 1976 water research program, list of 
awards 566 

Transportation Dept. 

—Air quality near highways, development of 
text for use as basic tool in training per- 
sonnel, contractor sought 659 

—Highway development and subsequent en- 
vironmental impact reports, guidelines and 
procedures development for incorporating 
air quality considerations, contractor 
sought 593 


PUBLIC WORKS 
See LEGISLATION, FEDERAL, HR 5247 


PUBLICATIONS AND REPORTS 


Arsenic emissions from smelters suggested 
as cause for high lung-cancer mortality, 
National Cancer Institute report 612 

Automotive fuel economy, report on factors 
affecting economy released, information on 
emission controls and tampering included, 
EPA 905 

California gasoline desulfurization limits, Air 
Resources Board recommends restriction 
oe ere areas, staff information report 
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PUBLICATIONS AND REPORTS—Contd. 


Catalytic converters for motor vehicles 

—Federal agencies express concern over 
potential fire risk, numerous incidents 
reported, Insurance Institute for Highway 
Safety report, EPA response 660 

—Fire risks, study finds devices posing no 
hazard, Universal Oil Products Co. study 
1084 

Chemical waste, at-sea incineration seen as 
viable alternative to other disposal 
methods, EPA report 1080 

Clean Air Act, major developments of 1974 
implementation detailed, EPA report to 
Congress 602 

Coal refining, large scale complexes proposed 
in major coal-bearing regions, adverse air 
and water quality effects foreseen, ERDA 
report 654 

Coal resources, revised estimate of total 
domestic resources issued, Geological 
Survey report 1021 

Compliance monitoring program under dis- 
charge permit program, conflicts cited in 
federal water law goals, EPA regional 
structure, and state control over programs, 
National Water Quality Commission draft 
final report 657 

DDT residues in humans, fish, and wildlife, 
decrease as result of 1972 ban reported, 
EPA report to Congress 618 

Discharge permit program 

—EPA Region IV enforcement actions taken 
in September, report issued, summary 1083 

—State enforcement actions against polluters 
have not greatly increased, EPA more 
aggressive in seeking penalties and injunc- 
tions, proposals to improve enforcement 
detailed, National Water Quality Commis- 
sion preliminary draft report 614 

Effluent limitations, 40 percent of 
municipalities seen unable to meet 1977 
deadlines, inadequate methodology to ob- 
tain cleanup cited, National Water Quality 
Commission draft study 616 

Electric utilities and sulfate emissions, FEA 
report criticized for defective documenta- 
tion and faulty interpretations, Nisbet 702 

Electric utility rate increases, EPA study 
finds environmental requirements as minor 
factor during 1974, Train 552 

Environmental control programs favored by 
majority of adults surveyed in poll, cut- 
backs to solve economic and energy 
problems opposed, Opinion Research Corp. 
survey 1002 

Environmental impact statements 

—Energy-related projects, CEQ utilizing 
analytical tools to simplify preparation and 
review, use of computerized data bank and 
reference book detailed, Peterson 560 

—EPA regional review process, report 
measuring performance available, NTIS 
942 


Environmental quality indicators, EPA devel- 
opment recommended, lack of comprehen- 
sive system cited, environmental measures 
study group interim report 662 

Ethylene dibromide, concentrations of car- 
cinogen found in streams and ambient air 
samples, EPA contractor’s report 1215 

Federal Water Pollution Control Act 

—Attitudes of selected groups surveyed, 
money shortage seen as major obstacle by 
local officials, industry representatives, 
and environmentalists, EPA cites industry 
reluctance aS major obstacle, survey 
report, National Water Quality Commission 
695 

—Planning provisions, areas requiring resolu- 
tion detailed, National Water Quality Com- 
mission draft report 655 

Great Lakes Basin, groundwater resources 
appraised, large potential water supply 
found, Geological Survey report 705 

Great Lakes Water Quality Board issues third 
annual report to International Joint Com- 
mission, high priority for pollution control 
ae. water quality assessed, summary 
70 
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Housing and Urban Development Dept. proj- 
ects, environmental assessment. criticiz- 
ed as ineffective, limited compliance with 
NEPA requirements cited, GAO report to 
Congress 587 

Industrial plant closings and curtailments due 
to environmental requirements sum- 
marized, EPA quarterly report to Labor 
Secretary, Train 1021 

Metropolitan areas, EPA-funded study on 
quality of life released, Midwest Research 
Institute 1020 

Michigan shoreline erosion. report evaluating 
effectiveness of barriers issued, Natural 
Resources Dept. 1002 

Mining in Outer Continental Shelf and in deep 
ocean, technology reviewed, environmental 
conditions -recommended, National 
Research Council report 916 © 

Motor vehicle emissions 

—1976 limits needed to eliminate adverse 
health effects by 1981 specified, health im- 
pact from current air quality assessed, 
Yale Univ. report, Stolwijk 759 

—Conventional engine and vehicle im- 
provements required to meet emission 
reduction and energy conservation goals, 
more stringent control of emissions 
recommended, California Institute of 
Technology study 769; hearings on ‘‘broad 
implications” of report urged, Domenici 
(R-NM) 997 

—Sulfates, promulgation of standard would 
require additional tests to determine 
effects, General Motors Corp. status report 
on emission program 905 

National Commission on Water Quality, 
report on effects of achieving 1983 water 
goals, three draft chapters sent to commis- 
sion members but not officially released to 
public 695; draft chapter dealing with 
water quality and environmental impact 
assessment issued, nonpoint sources of 
pollution seen as major barrier to meeting 
1983 goals, summary 755; EPA best prac- 
ticable technology (BPT) and best 
available technology (BAT) effluent 
guidelines, capital, operation, and 
maintenance costs estimated, draft report 
773; series of closed informal meetings 
scheduled to discuss draft with various 
groups, Rockefeller 818; deficiencies cited 
in implementation of construction grants 
program, discharge permit program, plan- 
ning, and public participation provisions of 
federal water law, draft chapter 867; 
emphasis on interim 1977 water quality 
goals at expense of subsequent regulations 
and deadline scored, Billings 868; Texas 
Governor Briscoe urges report include ex- 
plicit recommendation that states be given 
stronger role in managing resources 908; 
draft chapter citing deficiencies in EPA im- 
plementation criticized, Train letter 925; 
Domestic Council task force report cites 
severe shortcomings in Commission report, 
EPA Administrator Train attacks 
procedures under which task force was 
prepared, summary 977; 1985 zero dis- 
charge goal possible based on technology, 
costs and energy requirements detailed, 
draft chapter, summary 983 


National Governors’ Conference policy 
positions report issued, desulfurization 
systems for electric power plants sup- 

orted, recommendations on water quality, 
and use and other areas included 691 

New England environmental quality, EPA 
Region I annual report released, successes 
and failures noted, summary 588 


Nondegradation of air quality 

—EPA-FEA joint study reviews 
Congressional proposals, differences 
between House and Senate versions detail- 
ed, proposals would not preclude construc- 
tion of new electric utility industry capaci- 
ty, additional controls would be required, 
summary 980 


—Industrial development, proposed Clean Air 
Act amendments would bar states from 
designating preferred areas, other short- 
comings cited, American Paper Institute 
study 912; Muskie (D-Maine) criticizes 
report as misleading and inaccurate; EPA 
staff analysis of findings cited 1015 

—Sulfur dioxide and particulates, proposed 
limits seen more difficult to attain in hilly 
or mountainous regions such as exist in 
Maine, Environmental Research and 
Technology, Inc. study 811 

NTIS reports available, list 595, 942, 999, 
1088 

Nuclear power plants 

—Accident risks, controversial study citing 
risks as Statistically insignificant, con- 
clusions generally supported in EPA 
review, report 942 

—Accidental airborne releases, guidance 
manual for states and local governments 
issued, EPA 995 

Oceans and Atmosphere Advisory Committee 
annual report to Congress, establishment of 
200-mile economic resource zone for 
coastal waters recommended, summary of 
findings and recommendations 1021 

Oceans, national program and plan to identify 
needs and establish priorities recommend- 
ed, GAO report to Congress 1211 

Offshore oil drilling, increase in smog levels 
from government’s proposed drilling 
program charged, California Air Resources 
Board report 937 

Oil pollution in oceans, marine transportation 
activities seen as major cause, research 
and technical improvements to reduce 
tanker spills recommended, Office of 
Technology Assessment report 918 

Paper industry, capital demands created by 
pollution control requirements seen con- 
tributing to shortages by hindering expan- 
sion of production capacity, URS Research 
Co. study 876 

Pennsylvania environmental master plan, 
coal mining effects as major concern in 
development, other issues detailed, En- 
vironmental Resources Dept. report 708 

Photochemical oxidants, EPA report reveals 
problems in both rural and urban areas, 
strategy being developed to bolster controls 
in rural areas and for stationary sources, 
Train 648 

Pollution abatement expenditures, $2.4 billion 
spent by industry in 1973, Census Bureau 
report 998 

Potomac River Basin, progress in improving 
water quality examined, alternative 
strategies in developing management plan 
suggested, Interstate Commission report 
1086 


Public participation in water pollution control 
program seen unaffected by provisions in 
federal water law, effects on achievement 
of goals assessed, National Water Quality 
Commission preliminary report 650 

Resource recovery and waste reduction, EPA 
report to Congress sees ‘‘positive impact” 
on management problems from increased 
recycling and source reduction 935 


River basins, effects of carrying out federal 
water law’s waste control measures assess- 
ed for three basins, reports prepared for 
National Water Quality Commission 589 

Rookery Bay, Fla., study recommends es- 
tuarine ecosystem by preserved intact and 
unaltered, Conservation Foundation 919 


Sewage treatment construction grants 
program, study recommends Congress ap- 
propriate additional $6 billion in fiscal 1977, 
states ranked according to performance in 
making expenditures and obligating funds, 
an Utility Contractors Assn. report 


Southern California Coastal Water Research 
Project, 1975 annual report issued, dif- 
ficulties in determining ocean pollutants 
cited, summary 661 
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Steam electric power industry, economic im- 
pact of water pollution controls assessed, 
economic/policy model developed, National 
eee oa on Water Quality draft report 

Sulfates, atmospheric levels found increasing 
over 24-state region, danger to health cited, 
policy adopted for preventing increases in 
stationary source emissions, EPA policy 
paper 903 

Sulfur dioxide emissions from power plant 
stack gases, cost of various desulfurization 
processes estimated, TVA report 653 

Sulfur oxides control from coal-fired steam 
electric power plants, EPA report 
available, NTIS 595 

Sulfur oxides in ambient air, FEA report on 
health effects ignores public health con- 
siderations, inadequacies cited, EPA cri- 
tique 645 

Sulfuric acid emissions from motor vehicles, 
preliminary test show lower emissions 
from catalysts without air pumps, EPA 
status report on developing standard 692; 
EPA analysis of emissions problem 
presented to Senate Public Works Subcom- 
mittee, delay of more stringent standards 
recommended, Train 762 

Tennessee Water Quality Control Div., annual 
Ai and water quality inventory issued 
1020 


Uranium mines and mills in New Mexico, 
nearby water supplies contain ‘‘in- 
tolerable’ levels of radioactivity, EPA 
preliminary tests, report 651 

Waste treatment, alternative techniques and 
criteria for meeting ‘‘best practicable’ 
treatment specified, EPA final report 1212 

Water quality in natural environment found 
“generally good,’ data from benchmark 
stations summarized, Geological Survey 
report 818 


PUERTO RICO 


Air quality implementation plan, revision con- 
taining control strategy for sulfur oxides 
approved by EPA, additional revision 

roposed assigning maximum sulfur in fuel 
imitations, text 878, 883 

Water quality standards, EPA withdraws 
proposed federal standards due to state 
adoption of approved rules 568 


PULP AND PAPER INDUSTRY 


See EFFLUENT LIMITATION 
GUIDELINES; PAPER 


RADIATION 


See also ATOMIC ENERGY 

Drinking water, maximum contaminant 
levels for radioactivity proposed, EPA 
regulations, text 645, 663 : 

Florida phosphate mining areas, ee levels of 
radioactive radon found in buildings con- 
structed on reclaimed lands, EPA urges 
state to halt construction, Train 938 

Laser beam used in destroying bacteria in 
water successfully demonstrated in 
laboratory, Parker 567 d 

Uranium mines and mills in New Mexico, 
nearby water supplies contain ‘‘in- 
tolerable’? levels of radioactivity, EPA 
preliminary tests, report 651 


RAILROADS 


Noise emission regulations, Illinois files suit 
to force EPA administrator to promulgate 
rules 1073 

Recycled materials shipped by rail, ICC ap- 
proval of 10 percent rate increase scored, 
National Assn. of Recycling Industries 1017 


RECYCLING 
See SOLID WASTE 


REGIONAL ACTIVITY 
See ENVIRONMENTAL PROTECTION 
AGENCY 


REPORTS 
See PUBLICATIONS AND REPORTS 


RESEARCH AND DEVELOPMENT 


See also PROCUREMENT; specific subject 
headings 
Cancer, EPA approach for developing policy 
outlined, Alm memorandum, text 1077, 
44 


Catalytic converters, Du Pont Co. developing 
catalysts capable of running on high-octane 
leaded gasoline, low exhaust emission 
levels and fuel consumption possible, 
Cantwell 591 

Environmental control programs favored by 
majority of adults surveyed in poll, cut- 
backs to solve economic and energy 
problems opposed, Opinion Research Corp. 
survey 1002 

EPA Office of Research and Development, 
eight congressmen accuse agency of 
violating civil service regulations during 
reorganization 1078 

Lead levels, increase found in blood and hair 
samples of test population, automotive 
emissions suggested as probable cause, 
Southwest Research Institute study 906 

Metropolitan areas, EPA-funded study on 
quality of life released, Midwest Research 
Institute 1020 

Nitrogen oxide emissions from stationary 
sources Exxon Research and Engineering 
Co. develops new technology to reduce 
emissions 593 

Nitrogen oxide removal from power plant 
stack gases, Japanese scientists discover 
simple catalyst, Seki 771 

Nitrosamines, study indicates presence in 
ambient air and drinking water, EPA seeks 
verification of findings, Epstein and Nader 
letter requests full investigation 928 

NTIS reports available, list 595, 942, 999, 
1088 


Ocean dumpimg, federal activities reviewed, 
objectives of EPA marine ecological 
research program outlined, Talley, House 
hearings 909 

Water supplies, laser beam used in destroying 
bacteria successfully demonstrated in 
laboratory, Parker 567 


RIVER BASINS 


See also LEGISLATION, FEDERAL, S 2270 
Arkansas River Basin, hearing on water 
uality management plan scheduled, N.M. 
Water Quality Control Commission 600 
Commissions authorized by Water Resources 
Planning Act, deficiencies in planning 
processes and decision-making abilities 
cited, Kiechel 916 
Corps of Engineers adopts regulations for par- 
ticipation in multi-agency basin studies 568 


(ER) 21 


Delaware River Basin Commission, issuance 
of ‘“‘negative declaration” on water use 
charges held adequate under NEPA (DC 
Pa) 694 

Delaware River Basin, effects of carrying out 
federal water law’s waste control measures 
assessed, report prepared for National 
Water Quality Commission 589 

Lower Cumberland River Basin, hearing on 
water quality planning scheduled, Tenn. 
Water Quality Control Div. 1019 

Minnesota River Basin, hearing scheduled to 
consider adoption of water quality manage- 
a plan, state Pollution Control Agnecy 


Potomac River Basin, progress in improving 
water quality examined, alternative 
strategies in developing management plan 
arate Interstate Commission report 
1 


St. Francis River Basin Plan, hearing 
scheduled Ark. Pollution Control and 
Ecology Dept. 658 

Upper Mississippi River, management basin 
plan to be considered, hearing scheduled, 
Minnesota Pollution Control Agency 658 

Yellowstone River Basin, effects of carrying 
out federal water law’s waste control 
measures assessed, report prepared for 
National Water Quality Commission 589 


RIVERS 
See LAKES AND RIVERS 


S 


SAFE DRINKING WATER ACT 


See WATER RESOURCES AND SUPPLIES, 
subhead: Drinking water 


SECURITIES AND EXCHANGE COM- 
MISSION 


Publicly owned companies, regulations to be 
proposed requiring disclosure of com- 
pliance with federal environmental laws 
1022 


SEWAGE TREATMENT 


See also EFFLUENT LIMITATION 
GUIDELINES; WATER QUALITY STAN- 
DARDS 

Alabama, Shades Creek sewage system, im- 
mediate moratorium on additional connec- 
tions ordered pending rehabilitation of 
avon Water Improvement Commission 

9 

Areawide management planning 

—Grants for regional and state planning agen- 
cies, EPA proposes amended regulations, 
text 813, 849 

—Guidelines for planners issued by EPA, 
provisions detailed, Train 761 

—Regulations for designating planning areas 
and agendies, EPA amendments proposed, 
text 813, 846 

Best practicable waste treatment, alternative 
management techniques outlined, criteria 
specified, EPA final report 1212 

Colorado 

—Sewage disposal modernization project, suit 
to enjoin EPA from taking further action 
due to alleged inadequate impact state- 
ment, injunction denied (DC Colo) 613 

—Treatment works, regulations adopted 
prohibiting construction or expansion 
without Water Quality Control Commission 
approval of location and design 661 

Discharge permit program, see WATER 
QUALITY STANDARDS 

Disinfection of domestic wastewater, EPA 
policy statement proposes exclusive use of 
chlorine be discontinued under certain con- 
ditions, text 654, 677 
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SEWAGE TREATMENT—Contd. 


Florida 

—City’s contract award for treatment plant 
administratively affirmed by EPA, con- 
tract ruled not procedurally invalid, EPA 
action in advising city to execute contract 
while administrative appeal was pending 
violates EPA regulations, injunctive relief 
denied (DC Fla) 1208 

—Classification and operation of treatment 
facilities, hearing on amended regulations 
set, Environmental Regulation Dept. 996 

Grants, see FINANCING, FEDERAL; 
LEGISLATION, FEDERAL, HR 2175, HR 
5247 


Land treatment of municipal wastewater, 
problems in establishing system seen psy- 
chological rather than technical, Morris 
1213 

Maine wastewater treatment facility, city 
issued enforcement order requiring com- 
pliance with operating permit conditions, 
EPA Region I action 646 

Marine sanitation devices, performance stan- 
dards proposed by EPA, text 1015, 1062 

Maryland sewer hook-up moratoria in two 
counties do not violate U.S. Constitution, 
plaintiffs’ complaint alleging deprivation of 
property without due process rejected (DC 


Massachusetts 

—Public schools issued administrative order 
for violating wastewater discharge permit, 
corrective action required, EPA Region I 
action 770 

—Town issued administrative order for 
violating federal water law, permit viola- 
tion. charged in treatment plant’s dis- 
charges into river, EPA Region I action 618 

Michigan marine sanitation, petition to 
prohibit discharges into lakes and con- 
nected waterways denied, EPA 709 

Missouri wastewater and secondary treat- 
ment projects, hearing scheduled on 
possibility of bond issue to replenish fund, 
Clean Water Commission 996 

Montana agency orders East Helena to clean 
up sewage spilled into valley from sewage 
lagoon 597 

Municipal treatment plant costs, EPA figures 
show decline during second quarter of 1975 
and overall increase for last two years, new 
cost indices developed 872 


New Hampshire Mee 

—Marine sanitation, petition to prohibit dis- 
charges into inland surface waters ap- 
proved, EPA 709 

—Town issued administrative order for 
violating federal water law, bested of 
treatment plant required, EPA Region I ac- 
tion 618 ; 

New Jersey sewer connection bans, 
regulations for antes bans imposed on 
municipalities approved, Environmental 
Protection Dept. 1084 

New York 

—Firm’s waste discharges and groundwater 
contamination, president issued criminal 
summons, Environmental Conservation 
Dept. 699 

—Marine sanitation, state petitions EPA to 
determine Lake George facilities adequate 
709 


Pennsylvania 

—Philadelphia’s sludge dumping off coast, 
EPA regional decision Fearing hasing 
out and eventual halt uphel By Ad- 
ministrator Train, city to seek court rever- 
ae no landfill site can be found, Guarino 

—Town’s discharges producing foul odors and 
tastes in Schuylkill River, discharge halt 
and installation of continuous sampling 
device ordered, EPA 619 

Pilot plant based on system designed by space 
research scientist, construction planed, 
NASA 994 
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Secondary treatment information, EPA 
proposes to amend regulations to remove 
effluent limitations for fecal coliform 
bacteria, text 653, 676 

Storm sewers previously exempt from dis- 
charge permit program, EPA seeks data 
on control methods, hearings scheduled 
647; EPA to propose regulations or advise 
Congress of technical changes to imple- 
ment effective program, Printz 696 


Tennessee city’s discharge of raw and inade- 
quately treated wastewater, fish kill fine 
assessed 1085 

Texas marine sanitation facilities, petition 
seeking determination of adequacy denied, 


EPA 709 

Virginia construction grants priority system, 
series of hearings to receive comments 
scheduled, Water Control Board 915 

Wisconsin 

—Marine sanitation, state petitions EPA for 
determination that facilities are adequate 
709 

—Pollution abatement projects under federal 
construction grants program, priority 
criteria system revised, Natural Resources 
Dept. 995 


SHIPS AND BOATS 


Fuel tanks, vessel design regulations amend- 
ed to permit tanks forward of collision 
bulkheads, Coast Guard 876 

Marine sanitation devices, performance stand- 
ards proposed by EPA, text 1015, 1062 

Michigan marine sanitation, petition to 
prohibit sewage discharges into lakes and 
connected waterways denied, EPA 709 

Navy’s Trident submarine program, 
decision-making process meets NEPA re- 
quirements, impact statement satisfies 
procedural aspects (DC DC) 762 

New Hampshire marine sanitation, petition to 
prohibit sewage discharges into inland sur- 
face waters approved, EPA 709 

New York marine sanitation, state petitions 
EPA to determine Lake George facilities 
adequate 709 : 

Oil pollution in oceans, marine transportatio’ 
activities seen aS major cause, research 
and technical improvements to reduce 
tanker spills recommended, Office of Tech- 
nology Assessment report 918 

Petroleum handling facilities in 
Houston-Galveston area, EPA and Coast 
Guard working on proposed regulations to 
require vapor recovery systems, Benkert 
935 


Scrap iron shipping, proposal to increase 
barge freight rates at lower rate than other 
commodities supported, Institute of Scrap 
Iron and Steel 1017 

Tank vessels carrying oil in domestic trade, 
Coast Guard regulations for protecting 
marine environment adopted, text 1015, 
1066 

Texas marine sanitation facilities, petition 
seeking determination of adequacy denied, 
EPA 709 

Wisconsin marine sanitation, state petitions 
EPA for determination that facilities are 
adequate 709 


SOLID WASTE 


Beverage containers 

—California ban on sale of pull tab containers 
by 1979 approved by governor 918 

—Federal installations, EPA issues draft 
guidelines requiring use of returnable con- 
tainers, minimum five-cents deposit 
suggested 558; published reports that EPA 
was “‘sabotaged”’ by container industry lob- 
bying refuted, Hickman 709; Justice bent. 
opinion finds EPA’s authority to issue 
guidelines on firm legal ground, proposal 


amended to exempt paper cups, federal 
agencies, industry, and environmental 
groups comment 806; U.S. Brewers Assn. 
opposes guidelines, EPA seen exceeding 
authority, Nateman comments, EPA 
response 816; U.S. Brewers Assn. 
criticizes EPA for failure to file en- 
vironmental and economic impact 
statements, Riddell 915; proposed 
guidelines scheduled for publication in Oc- 
tober, congressional pressure to publish 
guidelines continues to mount, Hickman 
91 


California disposal projects, legislation 
providing financing approved by governor 
1084 


Chemical wastes, at-sea incineration seen as 
viable alternative to other disposal 
methods, EPA report 1080 

Federal facilities, EPA proposes manage- 
ment guidelines for separation of waste at 
source, text 873, 889 

Hazardous waste management problem, EPA 
regional meetings scheduled 1001 

House subcommittee planning for early Nov. 
release of draft ‘“‘comprehensive’’ legisla- 
tion 1000 

Illinois landfill operations, enforcement ac- 
tions initiated by state EPA, summary 646 

Kentucky landfill regulations, construction 
and operation requirements issued, 
preliminary site analyses and steps to pre- 
vent pollution required, Natural Resources 
and Environmental Protection Dept. 566 

Land disposal, EPA seeks mechanism to 
assure that states regulate and enforce 
disposal to minimize health and en- 
vironmental effects, response to House 
Commerce Subcommittee questionnaire 
697 


Massachusetts town agrees to shut down 
municipal incinerator and use alternate 
methods of disposal, state agreement with 
EPA Region I 916 

New Jersey establishes Solid Waste Admn. as 
independent agency in Environmental 
Protection Dept., agency to expand and 
strengthen management programs 1018 

Recycling 

—Aluminum, 38.5 million pounds recycled 
during first half of year, Reynolds Metals 
Co. 598 

—Economic feasibility indentified as most 
significant factor in viability of systems 
and techniques, Sherwin 705 

—EPA report to Congress on resource 
recovery and waste reduction, increased 
recycling and source reduction seen having 
“positive impact’’ on community manage- 
ment and other problems 935 

—Municipal waste, research on recovery of 
energy and materials, EPA contracts 
awarded to National Center for Resource 
Recovery 936 

—National Association of Recycling In- 
dustries, see CONFERENCES AND 
MEETINGS 

—Pennsylvania resource recovery 
demonstration projects, legislation 
creating grants-in-aid fund approved by 

overnor 1217 

—Planning and implementation of resource 
recovery programs, states and localities in- 
ets to submit grant applications, EPA 

—Plutonium waste, use as nuclear power 
plant fuel, Nuclear Regulatory Commis- 
sion’ s proposals to delay use for two years, 
adverse economic effects predicted, 
Atomic Industrial Forum 599 

—Railroad shipments of recycled materials, 
ICC approval of 10 percent rate increase 
scored, National Assn. of Recycling In- 
dustries 1017 

—Restrictive legislation predicted. unless 
recovery becomes viable means of manage- 
ment, incentives to industries investing in 
at aa equipment urged, Beall (R-Md) 
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South Dakota open burning prohibition, alter- 
natives suggested, Environmental Protec- 
tion Dept. 566 

Storage and collection, final EPA guidelines 
to be issued in February, government, in- 
dustry, and environmental representatives 
support proposals, summary of submitted 
comments 874 


SOUTH CAROLINA 


Pollution Control Act, regulatory authority 
transferred to Health and Environmental 
Control Board, Act amended to require 
Board to promulgate rules for preventing 
air quality degradation 599 


SOUTH DAKOTA 


Solid waste disposal, alternatives to open bur- 
ning suggested, Environmental Protection 
Dept. 566 


STATES (In General) 


See also specific states 

Air quality implementation plans, see AIR 
QUALITY STANDARDS; specific states 

Discharge permit program, state enforce- 
ment activity against polluters has not 
greatly increased, EPA more aggressive in 
seeking penalties and injunctions, change 
recommended, National Commission on 
Water Quality preliminary draft report 614 

Drinking water 

—Grants for state public water system super- 
vision, EPA regulations proposed, text 617, 
625 


comment period extended, EPA 764 

—Underground injection control program un- 
der Safe Drinking Water Act, EPA predicts 
all states will be designated as needing 
program 603; EPA regulations to be 
proposed shortly, latest draft gives states 
latitude in regulating injection, text 925, 
954 


Outer Continental Shelf development, 
procedures for state review of plans provid- 
ed, modifications proposed in drilling and 
development program regulations, 
Geological Survey 874; Calif. official 
criticizes proposal, important question on 
leasing left unanswered, Stolz 998 

Pesticides 

—Experimental use permits, EPA proposes 
regulations for state issuance, text 770, 784 

—State registration to meet special local 
needs, EPA regulations proposed, text 770, 
777 

Planning agencies under federal water law, 
district court decision requiring states to 
meet same requirements as local agencies 
when acting for areas not designated as 
causing substantial pollution problems, 
EPA decides not to appeal, forest products 
group files appeal 928 

Water pollution control, state and interstate 
officials hold annual meeting, earlier en- 
dorsement of legislative amendments to 
federal water law reaffirmed, legislation to 
permit state certification under construc- 
tion grants program (HR 9560) endorsed, 
summary of comments and actions 879 

Water quality management plans and con- 
tinuing planning processes, EPA proposed 
guidelines and procedures revised to comp- 
ly with court-ordered deadline for submis- 
sion of final plans 586; regulations on 
preparation of plans, EPA proposed 
amendments opposed by Natural Resources 
Defense Council and other groups, sum- 
mary of comments 940 

Water resources planning assistance to 
states, guidelines adopted, Corps of 
Engineers 875 


STEEL INDUSTRY 


See also EFFLUENT LIMITATION 
GUIDELINES, subhead: Iron and steel 
manufacturing 

American Iron and Steel Institute, see 
CONFERENCES AND MEETINGS 

Inland Steel Co., Ill., discharges into Lake 
Michigan, firm fined $1.9 million plus 
$1,000 each day until control program is 
begun (Ill CirCt) 930 

Jones & Laughlin Steel Corp., Pa., firm 
agrees to comply with local clean air stand- 
ards by 1981, tentative consent order with 
EPA and county air pollution board 698 

Performance standards for new and modified 
electric are furnaces adopted, particulate 
emissions restricted, EPA 912 

Scrap iron, proposal to increase barge freight 
rates at lower rate than other commodities 
supported, Institute of Scrap Iron and Steel 
1017 


U.S. Steel Corp. 

—Alabama plant, discharges into creek 
without permit, fine imposed, Water Im- 
provement Commission 1085 

—Lake Michigan wastewater discharges, con- 
sent decree settling joint federal-state suit 
approved (DC Ill) 931 


STRIP MINING 


See also LEGISLATION, FEDERAL, HR 
6721, S 391 

Coal resource development not held up by en- 
vironmental rules, enactment of effective 
federal strip mining law urged, Train 1076 

Pennsylvania agency’s refusal to issue strip 
mine drainage permit to coal company up- 
held, Hearing Board 918 


SUGAR PROCESSING 
See EFFLUENT LIMITATION GUIDELINES 


SULFUR AND SULFUR OXIDES 


Alabama air quality plan, EPA proposes revi- 
sion for control of sulfur compound 
emissions, text 814, 854 

Coal-burning power plants 

—Administration proposal to allow intermit- 
tent control systems to meet rules 
defeated, House Health and Environment 
Subcommittee 804 

—State implementation plan limitations on 
sulfur dioxide, EPA draft study finds 102 
plants in violation 991 

Coal conversion of power plants, EPA plans 
case-by-case approach in reewating con- 
version in areas with high sulfate levels, 
draft proposal 612 

Coal-fired steam electric power plants, EPA 
report on control of sulfur oxides available, 
NTIS 595 

Desulfurization systems for power plant stack 
gases, cost of various processes estimated, 
TVA report 653 

Electric utilities and sulfate emissions, FEA 
report criticized for defective documenta- 
tion and faulty interpretations, Nisbet 702 

Health effects of oxides in ambient air, FEA 
report ignores public health considerations, 
inadequacies cited, EPA critique 645 

Illinois emissions standards, legislation 
providing mechanism for franting com- 
pliance extensions approved by governor 
936 


Measurement of ambient sulfur dioxide con- 
centrations, two equivalent methods 
designated, EPA 617 

Motor vehicle fuels, regulations to control sul- 
fur content seen premature at present time, 
EPA Administrator Train’s decision in 
response to request by Public Interest 
Research Group 988 


(ER) 23 


Scrubbers 

—Coal-fired utility smokestacks, Mines 
Bureau and EPA cosponsoring cost-sharing 
demonstration project 562 

—Electric utilities’ support of systems in- 
creases more than 250 percent in less than 
two years, Train 809 

—Fluidized-bed combustion suggested as less 
costly alternative to scrubbers for conven- 
tional coal-burning utility boilers, 
Falkenberry, House hearings 601 

—Kansas City Power & Light Co., operation of 
world’s largest system described, perfor- 
mance praised, McPhee 703 

—Kentucky air quality plan, EPA disapproval 
of provision allowing use of intermittent 
controls upheld, stationary sources re- 
quired to use constant emission limitations 
(CA 6) 803 

—National Governors’ Conference supports 
permanent controls and preservation of 
EPA authority to order systems, policy 
position report 691 

—Pennsylvania air quality plan’s sulfur oxide 
limitations, EPA ordered to reconsider 
economic impact of requiring scrubbers, 
Administrator ordered to evaluate 
technological feasibility of emission limits 
(CA 3) 758 

—Power company’s suit challenging use to 
achieve national ambient air standards, 
court lacks jurisdiction to hear case (CA 3) 
549 


Sulfates 

—Atmospheric levels found increasing over 
24-state region, danger to health cited, 
policy adopted for preventing increases in 
stationary source sulfur emissions, EPA 
policy paper 903 

—Government policymakers face key control 
decisions despite critical gaps in scientific 
data base, EPA to support measures to 
reduce sulfur loadings into atmosphere, 
Train, Strelow, other comments 583 

—Motor vehicles, promulgation of standard 
would require additional tests to obtain in- 
formation on effects of emissions, General 
Motors Corp. status report 905 4 

Sulfuric acid emissions from motor vehicles 

—Catalysts without air pumps, tests reveal 
lower emissions, EPA status report on 
developing standard 692; EPA analysis on 
emissions problem presented to Senate 
Public Works Subcommittee, delay of more 
stringent standards recommended, Train 
762 

—EPA requests manufacturers to provide 
data on control efforts, Strelow letter 651 


Sulfuric acid plants, source performance 
standards remanded by appeals court, EPA 
tentatively decides not to revise standards, 
draft response to remand, text 764, 787 


SUPREME COURT OF THE UNITED STATES 


Decisions 

—Environmental impact statements, appeals 
court ruling barring federal agencies from 
delegating preparation vacated 986 

—Environmental issues considered during 
1974-1975 term reviewed, cases docketed 
for fall term summarized 579 

—Outer continental shelf, Federal Govern- 
ment rather than coastal states has 
sovereign rights beyond three-mile limit, 
decree giving effect to earlier decision 
issued 987 

Review sought 

—Cement plants, EPA revised source perfor- 
mance standards upheld by appeals court, 
manufacturers file petition for review 870 

Review granted 

—Air quality implementation plans, appeals 
court ruling that considerations of 
technological and economic feasibility can- 
not be asserted in petition for review 986 
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SUPREME COURT OF THE UNITED STATES 
—Contd. 


Review denied 

—Federal-aid highway, appeals court ruling 
that federal and state officials’ participa- 
tion in preparation of impact statement 
satisfied NEPA 1074 

—Federal-aid highway, state-funded segment, 
appeals court decision that impact state- 
ment is not required prior to construction 
987 


T 


TARS AND ASPHALT 


See EFFLUENT LIMITATION 
GUIDELINES, subhead: Paving and roof- 
ing materials 


TAXES 


Air pollution control facilities, plants must be 
equipped with control devices to qualify un- 
der Internal Revenue Code, IRS ruling 904 

Industrial development bonds for financing 
pollution control facilities, IRS proposes 
regulations to exempt bonds from restric- 
tions on other industrial bonds, text 650, 680 

Pollution control facilities, American Mining 
Congress seeks changes in existing 
five-year amortization rule, Bedell, House 
hearings 598 


TECHNOLOGY ASSESSMENT, OFFICE OF 


Oil pollution in oceans, report cites marine 
transportation activities as major cause, 
research and technical improvements to 
reduce tanker spills recommended 918 


TENNESSEE 


Air quality implementation plan, amendment | 


incorporating definition of ‘‘person’’ into 
plan approved, EPA 650 

Franklin’s discharge of raw and inadequately 
treated wastewater, fish kill fine assessed 
1085 

Lower Cumberland River Basin, hearing 
scheduled on water quality planning, Water 
Quality Control Div. 1019 

Water Quality Control Div., annual report and 
water quality inventory issued, basins 
meeting 1983 water goals projected 1020 

Water quality control program, hearing 
scheduled, Water Quality Control Bd. 1019 


TENNESSEE VALLEY AUTHORITY 


Desulfurization systems for power plant stack 
gases, cost of various processes estimated, 
report 653 

Electricity rate structures seen affecting 
power use, environmental impact remote 
and difficult to trace, draft impact state- 
ment 771 


TEXAS 


Air pollution control regulation governing 
smoke, visible emissions, and particulate 
matter, hearing on amendments scheduled, 
Air Control Board 600 

Marine sanitation facilities, petition seeking 
determination of adequacy denied, EPA 709 

Tool firm’s discharges into Houston Ship 
Channel in violation of state limitations, 
fine imposed 916 


TOXIC SUBSTANCES 
See CHEMICALS AND CHEMICAL IN- 


DUSTRY; LEGISLATION, FEDERAL, 
HR 10318, S 776 
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TRANSPORTATION CONTROL PLANS 


See AIR QUALITY STANDARDS; specific 
states 


TRANSPORTATION DEPARTMENT 
Contracts, see PROCUREMENT 


U 


UNIONS (In General) 


AFL-CIO Industrial Union Dept. finds 
allegations of plant closings due to en- 
vironmental or safety and health standards 
unfounded, resolutions adopted 872 


URBAN AFFAIRS 


Metropolitan areas, EPA-funded study on 
quality of life released, Midwest Research 
Institute 1020 


UTAH 


Air quality implementation plan, EPA 
proposes revision in air conservation 
regulations 913; EPA proposes revision to 
establish procedures to make information 
available concerning problems at copper 
smelter, text 1216, 1218 

Certification of pollution control facilities, 
agencies schedule hearing to establish 
regulations 659 

Transportation control plan, agencies 
schedule hearing to establish revised plan 
as part of carbon monoxide control strategy 
659 


UTILITIES 


Electric utility rate increases, EPA study 
finds environmental requirements responsl- 
ble for no more than 5 percent of increase 
during 1974, Train 552 

Flue gas desulfurization systems for con- 
trolling sulfur oxides, electric utilities’ sup- 
port increases more than 250 percent in less 
than two years, Train 809 

Kansas City Power & Light Co., operation of 
world’s largest scrubber system described, 
performance praised, McPhee 703 

Ohio electric utilities submit compliance 
schedules for meeting particulate emission 
standards to state EPA 621 

Virginia Electric & Power Co. ruled making 
false statements in denying knowledge of 
geologic fault at nuclear plant site, fine im- 
posed, Nuclear Regulatory Commission 876 

West Penn Power Co., Pa., suit challenging 
use of scrubbers to achieve sulfur dioxide 
emission limitations, court lacks jurisdic- 
tion to hear case (CA 3) 549 


Vv 


VEGETABLES PROCESSING INDUSTRY 


See EFFLUENT LIMITATION 
GUIDELINES, subhead: Fruits and 
vegetables processing industry 


VERMONT 


Drinking water supplies, Water Resources 
Dept. conducting tests to determine levels 
of polychlorinated biphenyls 937 

Pesticides, regulations governing use, per- 
mits, and registration issued, ‘state 
Agriculture Dept. 707 


VIRGIN ISLANDS 


Air quality implementation plan, revision ap- 
proved by EPA, regulatory procedures for 
review of new or modified stationary and 
indirect sources established 814; EPA 
proposes revision to exempt incinerator 
from requirements under pollution control 
code disallowing use of single chamber in- 
cinerators 939 


VIRGINIA 


Air pollution abatement and control, revised 
regulations authorize state board to grant 
fuel variances, enter establishments to in- 
vestigate pollution sources, and grant per- 
mits for construction or modification of in- 
direct and direct sources, summary of 
provisions 917 

Air quality implementation plan, submitted 
compliance schedules approved, EPA 619 

Sewerage facility construction grants priority 
system, series of hearings to receive com- 
ments scheduled, Water Control Board 915 

Water quality management plan for northern 
part of state, agencies schedule hearing to 
consider possible amendments 659 


Ww 


WASHINGTON 


Air quality implementation plan, proposed 
revision to repeal state’s program to review 
construction of complex sources, EPA ap- 
proval sought 591; EPA approves revision 
to amend open burning regulations 1216 

Development permits under Shoreline 
Management Act, regulations for process- 
ing applications, hearing scheduled, 
Ecology Dept. 915 


WASHINGTON, D.C. 


See DISTRICT OF COLUMBIA 


WATER 


See following heads: 

—COASTAL ZONES 

—CONTINENTAL SHELF 

—DREDGING 

—EFFLUENT LIMITATION GUIDELINES 
—LAKES AND RIVERS 

—OCEANS 

—RIVER BASINS 

—SEWAGE TREATMENT 

—SHIPS AND BOATS 

—WATER POLLUTION (In General) 
—WATER QUALITY STANDARDS 
—WATER RESOURCES AND SUPPLIES 


WATER POLLUTION (In General) 


See also LAKES AND RIVERS; SEWAGE 
TREATMENT; WATER QUALITY STAN- 
DARDS 

Agricultural pollution control, EPA seeks 
cooperative effort with agricultural com- 
munity, conservation and land management 
practices critical in addressing problems, 
Train 564 

Alabama steel firm’s discharges into creek 
without permit, fine imposed, Water Im- 
provement Commission 1085 

Army ammunition plant’s effluent dis- 
charges, Illinois suit to halt discharges dis- 
missed for lack of jurisdiction (DC Ill) 613 

Control regulation, introductory seminar 
scheduled, BNA 602; agenda 876 

Effluent dechlorination, use of hydrogen 
_ peroxide described, Harrison 877 
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INDEX—SUMMARY — REPORTS 14 through 27 


WATER POLLUTION (In General)—Contd. 


Geological Survey report finds water quality 
in natural environment ‘‘generally good,” 
ne from benchmark stations summarized 
818 

Indiana discharge permit violations, penalties 
macspeeg Stream Pollution Control Board 


Kentucky coal-washer spill, order signed re- 
quiring firm to pay penalty and institute 
clean-up measures, Natural Resources and 
Environmental Protection Dept. 699 

Oil spills, see OIL AND GAS 

President Ford’s support of control programs 
noted, requests for manpower and funding 
given priority, Train 988 

Rhode Island town issued enforcement order 
far exceeding effluent limitations on 
suspended solids and biochemical oxygen 
demand, EPA Region I action 


WATER QUALITY STANDARDS 


See also EFFLUENT LIMITATION 
GUIDELINES; NATIONAL COMMISSION 
ON WATER QUALITY; SEWAGE TREAT- 
MENT; WATER POLLUTION (In 
General); WATER RESOURCES AND 
SUPPLIES 

California inland waters used for power plant 
cooling, control policy on use and disposal 
adopted, Water Resources Control Board 
704 

Discharge permit program 

—See also specific states 

—Colorado program, suit challenging EPA 
approval, court ruled having jurisdiction to 
hear suit, change of venue granted (CA 8) 
931 

—Compliance monitoring program, conflicts 
cited in federal water law goals, EPA 
regional structure, and state control over 
program, National Water Quality Commis- 
sion report 657 

—EPA Region IV issued 56 notices of viola- 
tion during July and August, report on en- 
forcement actions taken 876; actions taken 
in September, report issued, summary 1083 

—Implementation of program, deficiencies 
cited in draft chapter of National Water 
Quality Commission staff report, summary 
867 


—National Environmental Policy Act, 
application to issuance of new source per- 
mits, EPA regulations proposed, text 1014, 
1039 

—Oil and gas production facilities in Cook 
Inlet, Alaska, terms of discharge permits 
modified, EPA 995 

—Point source discharges from animal 
feedlots, storm sewers, silvicultural 
operations, and agricultural operations, 

PA schedules hearings to obtain data on 
control methods 647; EPA to propose 
regulations or advise Congress of technical 
changes to implement effective program, 
Printz 696; court decision requiring EPA to 
apply permit approach to sources exempted 
from permit requirements, EPA asks 
Justice Dept. to patie ruling, Train 990; 
compliance seen difficult and contrary to 
public interest, Legro, Senate hearings 1076 

—State enforcement actions against polluters 
have not greatly increased, EPA more 
aggressive in seeking penalties and injunc- 
tions, changes recommended, National 
Commission on Water Quality preliminary 
draft report 614 

Dredge and fill material discharges into U.S. 
waters, Corps of Engineers issues interim 
final regulations differing from earlier 
proposals, summary of provisions, com- 
ments and reactions 547; Agriculture Dept. 
urges legislative action to limit scope of 
regulations, threat to farmers and ranchers 
cited, Long 643; regional hearings on 
regulations scheduled 644; environmental 
factors requiring consideration in issuing 
permits, EPA interim regulations adopted 
812 


Drinking water, se WATER RESOURCES 
AND SUPPLIES 

EPA standards revision policy, Natural 
Resources Defense Gaitedeccises EPA of 
reneging on commitment to remake policy, 
Outen and Speth letter 567 


Federal Water Pollution Control Act 

—See also LEGISLATION, FEDERAL, HR 
2175, HR 9560 

—1977 requirements, growth may make it dif- 
ficult to maintain quality unless additional 
standards are imposed, data on economic, 
environmental, and social effects and 
benefits outlined, National Water Quality 
Commission draft staff findings and issues, 
text 1010, 1023; new sections of second 
staff draft issued, no changes in Act’s in- 
stitutional structures needed, summary, 
text 1073, 1129 

—Best available technology requirements, 
National Water Quality Comm. 
recommends extension of 1983 deadline to 
allow time for evaluating progress, draft 
staff discussion document, text 928, 966 

—Best practicable waste treatment, alter- 
native management techniques outlined, 
criteria specified, EPA final report publish- 
ed pursuant to Sec. 304 (d)(2) 1212 

—Criminal violations, Justice Dept. an- 
nounces first successful prosecution, 
chlorine products firm pleads guilty to 
violations (DC NJ) 931 

—Deadlines for compliance, adjustments by 
Congress will be required, Train 988 

—Effluent limitations, 40 percent of 
municipalities seen unable to meet 1977 
deadlines, inadequate methodology to ob- 
tain cleanup cited, National Water Quality 
Commission draft study 615 

—Hazardous substances, EPA may issue 
regulations to determine harmful quantities 
and rates of penalty in September, Thomp- 
son 617 

—House Public Works Subcommittee 
schedules hearings on amendment 
proposals, major revisions expected to be 
delayed until 1976... 817 

—Industrial impact, representatives of five 
industries meet in closed meeting with Vice 
President Rockefeller to discuss economics 
of implementing provisions, summary 931 

—Money shortage seen as major obstacle to 
meeting requirements by local officials, in- 
dustry representatives, and environmen- 
talists, EPA cites industry reluctance as 
major obstacle, survey report prepared for 
National Water Quality Commission 695 

—National Water Quality Commission’s 
report on effects of achieving 1983 goals, 
three draft chapters sent to commission 
members but not officially released to 
public 695; draft chapter dealing with 
water quality and environmental impact 
assessment issued, nonpoint sources of 
pollution seen as major barrier to meeting 
goals, summary 755; best practicable 
technology (BPT) and best available 
technology (BAT) effluent guidelines, 
capital, operation, and maintenance costs 
estimated, staff draft report 773; series of 
closed informal meetings scheduled to dis- 
cuss draft with various groups, Rockefeller 
818; deficiencies cited in implementation of 
construction grants program, discharge 
permit program, planning and public par- 
ticipation provisions of FWPCA, draft 
chapter 867; emphasis on interim 1977 
water quality goals at expense of subse- 
quent regulations and deadlines scored, 
Billings 868; Texas Governor Briscoe urges 
report include explicit recommendation 
that states be given stronger role in manag- 
ing resources 908; draft chapter citing 
deficiencies in EPA implementation 
criticized, Train letter 925; Domestic Coun- 
cil’s task force report cites severe short- 
comings in Commission report, EPA Ad- 
ministrator Train attacks procedures under 


which task force report was prepared; sum- 
mary 977; 1985 zero discharge goal seen 
possible from technological viewpoint, 
costs and energy requirements detailed, 
draft chapter, summary 983 
—Oil spill, copper firm’s failure to im- 
mediately notify government agency as 
required by Act, conviction upheld firm’s 
challenge of unconstitutional vagueness 
(CA 9) 986 
—Oil spill penalties, constitutionality of Act’s 
penalty sections upheld, penalties against 
pipeline company affirmed (DC WVa) 1013 
—Permit system seen inefficient and ine- 
quitable, Act criticized as ‘‘legislative 
Straitjacket,’”’ MacDonald 908 
—Planning provisions, areas requiring resolu- 
tion detailed, National Water Quality Com- 
mission draft report 655 
—Public participation in policy-making ac- 
tivities unaffected by provisions in Act, 
effects on achievement of goals assessed, 
National Water Quality Commission 
preliminary report 650 
—Regional assessment of pollution abatement 
needs recommended to replace 1983 re- 
quirements, American Mining Congress 
resolution adopted 1001 
—River basins, effects of carrying out waste 
control measures for three basins surveyed, 
reports prepared for National Water Quali- 
ty Commission 589 
—Sec. 208 areawide planning 
——Grants to regional and state planning 
agencies, EPA proposes amended 
regulations, text 813, 849 . 
——Guidelines for management planners 
issued by EPA, provisions detailed, Train 
761 
——Regulations for designating planning 
areas and agencies, EPA amendments 
proposed, text 813, 846 
——State planning agencies, district court 
decision requiring states to meet same 
requirements as local agencies. when ac- 
ting for areas not designated as causing 
substantial pollution problems, EPA 
decides not to appeal, forest products 
group files appeal 928 
—State management plans and continuing 
planning processes, EPA proposed 
guidelines and procedures revised to comp- 
ly with court-ordered deadline for submis- 
sion of final plans 586; regulations on 
preparation of plans, EPA proposed 
amendments opposed by Natural Resources 
Defense Council and other groups, sum- 
mary of comments 940 
—State pollution control officials reaffirm 
earlier endorsement of legislative bill (HR 
9560) to permit state certification under 
construction grants program endorsed, 
comments 879 d 
—Steam electric power industry, economic 
impact of pollution controls seen small in 
relation to other factors, economic/policy 
model developed, National Commission on 
Water Quality draft report 551 
—Toxic pollutants, EPA Administrator’s ac- 
tion in publishing initial list and setting 
criteria, district court has jurisdiction to 
hear challenging suit, lower court’s review 
on basis of partial record held error (CA 
DC) 902 
Illinois proposed rules for dissolved solids and 
cyanide, hearings scheduled, Pollution Con- 
trol Board 600 
Minn. standards, Corps of Engineers dredging 
operations must comply with standards, 
federal requirements apply only in absence 
of state rules (DC Minn) 1012 
National Pollutant Discharge Elimination 
System (NPDES), see subhead: Discharge 
permit program 
New Jersey standards, proposed federal stan- 
dards withdrawn due to state adoption of 
approved rules 568 
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WATER QUALITY STANDARDS—Contd. 


New York standards, proposed federal stan- 
dards withdrawn due to state adoption of 
approved rules 568 

Ohio standards, EPA proposals withdrawn 
following state’s adoption of criteria 662 

Puerto Rico standards, proposed federal stan- 
dards withdrawn due to state adoption of 
approved rules 568 

Tennessee 

—Control program, hearing scheduled, Water 
Quality Control Board 1019 

—Water Quality Control Div., annual report 
and water quality inventory issued, river 
basins meeting 1983 goals projected 1020 

Virginia water quality management plan for 
northern part of state, agencies schedule 
hearing to consider possible amendments 
659 


WATER RESEARCH AND TECHNOLOGY, OF- 
FICE OF 


Contracts, see PROCUREMENT 


WATER RESOURCES AND SUPPLIES 


See also LAKES AND RIVERS; LEGISLA- 
TION, FEDERAL, S 2270; RIVER BASINS 

California water supplies, project to 
redistribute water to deficient areas must 
take into account navigational, en- 
vironmental, fish and wildlife con- 
siderations, impact statements required 
(DC Calif) 585 

Dams 

— Garrison Diversion Unit irrigation project 
in North Dakota, environmentalists seek 
construction moratorium, water quality 
degradation charged, Brigham, other 
testimonies, House hearings 909 

—Tocks Island proposed project, N.J. and 
Del. join Pa. in seeking continued con- 
gressional funding, N.Y. opposes construc- 
tion, Corps of Engineers and Environmen- 
tal Defense Fund urge rejection, comments 
765 

Drinking water 

—See also ADVISORY COMMITTEES, sub- 
head: National Drinking Water Advisory 
Council 

—New York and Vermont supplies, state 
agencies conduct tests to determine levels 
of polychlorinated biphenyls 937 

—Safe Drinking Water Act 


——Grants for state public water system 
supervision, EPA regulations proposed, 
public hearings scheduled, text 617, 625; 
comment period extended, EPA 764 
——Implementation of standards, EPA 
regulations proposed, public hearings 
scheduled, text 617, 629; comment period 
extended, EPA 764 
——Interim primary standards, problems 
remaining to be solved before 
promulgating rules noted, EPA proposed 
modifications outlined, Jeffrey 581; draft 
final regulations issued, standard for 
organic chemicals other than pesticides 
dropped, text 924, 945 
——Radioactivity in water, maximum con- 
taminant levels proposed in EPA 
regulations, text 645, 663 
——Underground injection control program, 
EPA predicts all states will be 
designated as needing program 603; 
regulations to be proposed shortly, latest 
draft gives states latitude in regulating 
injection, text 925, 954; regulations could 
force shutdown of numerous oil produc- 
ing wells, Stamets, Interstate O11 Com- 
pact Commission 1003 
—Toxin detection, research on improved 
system to be undertaken, Army Dept. con- 
tract awarded 915 

—Uranium mines and mills in New Mexico, 
nearby supplies contain ‘‘intolerable’’ 
levels of radioactivity, EPA preliminary 
tests, report 651 

Interior Dept. policy proposal on use and 
management of resources revised, 
guidelines proposed 710 

Laser beam used in destroying bacteria in 
water successfully demonstrated in 
laboratory, Parker 567 

New Jersey governor proposes bond act to 
finance resource facilities, provisions 
detailed, Bardin 772 

Planning of water and related land resources, 
interest rate for formulating and evaluating 
plans set at 6 and one-eighth percent for 
fiscal 1976. . . 592 

River basin commissions authorized by Water 
Resources Planning Act, deficiencies in 
planning processes and decision-making 
abilities cited, Kiechel 916 

Rookery Bay, Fla., study recommends es- 
tuarine ecosystem be preserved intact and 
unaltered, Conservation Foundation 919 

State planning, guidelines for assistance to 
states adopted, Corps of Engineers 875 


WATER RESOURCES COUNCIL 


Information under Privacy Act of 1974, 
regulations providing for public access 
adopted 1022 


WEATHER 


Ozone layer 

—Chlorofluorocarbons causing depletion, 
researchers revise depletion estimates 
downward from earlier computer models, 
National Bureau of Standards 1216 

—Fluorocarbon emissions to atmosphere, es- 
tablishment of international controls 
recommended, Train 1079 

—House subcommittees reach compromise 
on protection program 804 

—National Oceanic and Atmospheric Admn. 
tests support theory of layer depletion from 
chlorofluorocarbons, Schmeltekopf 932 


WEST VIRGINIA 


Natural Resources Dept., prosecutions ob- 
tained during August for violations of pollu- 
tion laws, summary 1085 


WISCONSIN 


Air quality implementation plan, EPA propos- 
ed revision disapproves and offers sub- 
stitute regulations for default permits 939 

Marine sanitation, state petitions EPA for 
determination of adequacy 709 

Natural Resources Dept. 

—Air pollution control regulations for in- 
direct, direct, and stationary sources ap- 
proved 567 

—Environmental impact statements, 
hearings scheduled on adoption of rules per- 
taining to preparation and contents 997 

—Polychlorinated biphenyls (PCBs), public 
hearings scheduled to investigate sale, use, 
distribution, and occurrence 600; EPA 
notes lack of critically needed authority to 
limit selected uses and distribution, 
Schweitzer 765 

—Power plant’s particulate emissions, 
proposed order gives county until 1978 to 
control emissions 1086 

—Water pollution abatement projects under 
federal construction grants program, 
priority criteria system revised 995 
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ADVERTISING 


Billboards, town ordinance banning off- 
premise signs challenged by advertising 
company, ordinance upheld for aesthetic 
reasons (Mass SupJudCt) 1449 


ADVISORY COMMITTEES 


Air Quality Criteria Committee, EPA, fine 
particulates, scientific uncengpinties 
preclude setting ambient standard at pre- 
sent time, alternatives explored Steiger- 
wald 1393 

Commerce Technical Advisory Board, panel 
on sulfur oxide control technology finds 
lack of equipment will prohibit most coal- 
fired electric plants in Northeast from 
meeting 1980 sulfur oxide limits, intensive 
effort urged to provide enough equipment 
for most plants by early 1980’s 1349 


Effluent Standards and Water Quality Infor- 
mation Committee, EPA, matrix approach 
for establishing and updating effluent stan- 
dards, review copy of method prepared by 
Committee, advantages to approach cited 
1252; toxic pollutants, EPA not yet 
prepared to specify tolerance limit or 
range, considerations to be included in set- 
ting limit outlined, Mackenthun, other 
testimonies 1655 

Environmental Health Committee, EPA, 
Nelson designated as chairman, members 
named, list 1334 

National Science Foundation names advisory 
group to examine issues and opportunities 
involving use of technology in fostering 
economic goals, list of appointees 1334 

Science Advisory Board, EPA, report 
evaluates effectiveness of Strategic En- 
vironmental Assessment System, increased 
use of computerized system urged to 
generate projections of environmental 
residuals, quality of EPA scientific 
programs assessed, summary 1422 


AGRICULTURE 


See also PESTICIDES 

Animal feedlots, EPA to issue regulations 
requiring small operations to obtain dis- 
charge permits under certain conditions, 
action in response to court ruling 1253; con- 
ditions under which operators would be re- 
quired to apply for permit listed, Quarles 
1303; regulations proposed, text 1332, 1337 

Dept. of Agriculture 

—Budget request for fiscal 1977, breakdown 
1647 

—Farmers Home Admn., revised and re- 
designated procedures for complying 
with NEPA proposed 1451 

—Mirex, use in controlling fire ants, 
memorandum of understanding with EPA 
will not change Allied Chemical Co.’s deci- 
sion to halt production 1243 

Fertilizer manufacturing, see EFFLUENT 
LIMITATION GUIDELINES 

Grain mills, see EFFLUENT LIMITATION 
GUIDELINES 


AIR 


See following heads: 

—AIR POLLUTION (In General) 

—AIR QUALITY STANDARDS 
—NITROGEN AND NITROGEN OXIDES 
—PARTICULATE MATTER 

—SULFUR AND SULFUR OXIDES 


Copyright © 1976 by The Bureau of National Affairs, Inc. 


2 (ER) 


ENVIRONMENT REPORTER — Nov. 7, 1975—VJan. 30, 1976 


AIR POLLUTION (In General) 


See also AIR QUALITY STANDARDS; 
NITROGEN AND NITROGEN OXIDES; 
PARTICULATE MATTER; SULFUR AND 
SULFUR OXIDES 


Acid rainfall, environmental effects cannot be 
accurately assessed until effects of natural 
acid production are quantified, additional 
research urged, EPA report 1700 

Automotive emissions, see MOTOR VEHICLES 


Bethlehem Steel Corp. coke oven emissions, 
5-month extension for eliminating pollution 
granted, Indiana Air Pollution Control 
Board 1239 

Clean growth commitment urged to provide 
for industrial growth and energy develop- 
ment without harming environment, im- 
pact of energy development in West 
emphasized, Train 1424 

Cooling towers used by electric power in- 
dustry, saltwater drift emitted into at- 
mosphere may cause environmental 
damage, EPA study 1311 

Federal Energy Admn. study on pollution con- 
trols and public attitudes, results criticized 
by National Assn. of Electric Companies, 
confusing and contradictory results cited, 
Megonnel 1369 

Indices used by cities and states to report air 
quality seen confusing and scientifically in- 
consistent, uniform index recommended, 
CEQ-EPA report 1700 

Low-level pollution, costs and effects on 
human health, agriculture, ecosystems, and 
climate assessed in House hearings, 
testimonies 1250; chronic effects described 
in Library of Congress study, monitoring of 
pollutants and current research seen in- 
adequate, summary 1251; development of 
improved testing methods and accuracy in 
environmental measurement needed, 
MecNesby, other testimonies 1304 

Nitrosamines emissions, EPA air samples 
show high concentrations near Baltimore 
chemical plant, Md. Health and Mental 
Hygiene Dept. orders firm to show cause 
why plant should not be closed pending in- 
stallation of control equipment, hearing 
scheduled 1379; firm to discontinue pro- 
duction of rocket fuel which results in 
dimethyl nitrosamine byproduct, hearing 
postponed 1450 ' . 

Oregon pollution sources studied, increased 
regulation of industrial emissions favored 
over further restrictions on automobiles, 
report by state Graduate Center for Study 
and Research 1587 

Ozone layer protection, see WEATHER _ 

Pittsburgh, Pa., pollution emergency, high 
concentrations of pollutants prompts coun- 
ty. pollution contro] bureau and EPA to 
order 50 industries to curtail operations 
1336 | 

Reserve Mining Co., Minn., three-week delay 
in ordering control equipment granted, 
Pollution Control Board 1239 } 

Tennessee Valley Authority coal-fired 
generating units, completion of pollution 
control improvements during 1976 pro- 
jected 1602 Pee 

U.S. Steel Corp., Ind., coke oven facilities in 
violation of pollution regulations, firm to 
shut down three ovens rather than face 
possible criminal charges 1462 


AIR QUALITY STANDARDS 


See also ADVISORY COMMITTEES; AIR 
POLLUTION (In General) 

Air quality maintenance planning, see sub- 
head: State implementation plans 

Aluminum reduction plants, performance 
standards for new and modified primary 
plants adopted, EPA 1704 


Arizona 

—Control regulations, hearings on proposed 
amendments scheduled, Health Services 
Dept. 1240 

—Particulate emissions limits for cement 
plant kilns in Phoenix-Tucson control 
region established, Health Dept. 1311 

California proposed classification system of 
organic compounds based on photochemical 
reactivity, hearing on adoption scheduled, 
Air Resources Board 1712 

Clean Air Act 

—See also CONGRESS, subheads: House 
hearings, Senate hearings; LEGISLATION, 
FEDERAL, HR 3118, HR 10498 

—Air quality maintenance planning, 
procedures for coordination with areawide 
waste treatment management planning out- 
lined, EPA guidance paper 1323 

—Automotive emission standards, 
MOTOR VEHICLES 

—Enforcement orders under Sec. 113, EPA 
has authority to issue orders with com- 
pliance schedules extending beyond Act’s 
deadlines, problem of how sources can ob- 
tain additional time for compliance review- 
ed, Baum 1298 

—Federal facilities, proposed amendment to 
require compliance with procedural state 
and local requirements opposed by Defense 
Dept., threat to constitutional principle of 
federal supremacy cited, Marienthal 1452 

—Industrial expansion in dirty air areas, 
Senate Public Works Committee con- 
sidering proposed staff working print, text 
of proposal 1561 

—Standards setting under Act, new uniform 
basis adopted, House Interstate and 
Foreign Commerce Committee 1705 

—Tall stacks or other forms of supplementary 
emission control systems, unrestricted use 
will be permitted only if source employs 
best available control technology, limited 
stack height increases will be permitted in 
certain situations, EPA legal interpretation 
and guideline, text 1653, 1681 

—U.S. Steel Corporation’s possible criminal 
violations, lower court decision halting 
grand jury’s investigation due to pending 
state enforcement action reversed (CA 3) 
1227 

Coal preparation plants, performance stan- 
dards for new and modified plants adopted, 
EPA 1657 

Colorado 

—Amendments adopted restricting sulfur 
dioxide emissions from new sources, other 
provisions 1311 

—Regulations revised to require potential 
pollution sources to file ‘“‘air contaminant 
emission notice’ and new direct sources to 
apply for emission permits, Air Pollution 
Control Comm. 1511 

Copper, zinc, and lead smelters, performance 
standards for new and modified primary 
smelters adopted, EPA 1660 

Fine particulates, scientific uncertainties 
preclude setting ambient standard at pre- 
sent time, alternatives suggested, 
Steigerwald 1393 

Florida sulfur dioxide standards, stringent 
levels for three counties relaxed, En- 
vironmental Regulation Commission 1362 

Fuel-burning sources eligible for compliance 
date extensions, temporary suspensions, 
and one-year postponements, regulations 
pont, coal Supply and Environmental 
Coordination Act amended, EPA 1451 

Illinois raalation prohibiting degradation of 
existing clean air areas upheld, three other 
emission requirements suspended pending 
further state review (Ill SupCt) 1690 

Kentucky permit requirements, state’s suit to 
compel federal facilities to apply for per- 
mits, Supreme Court hears oral arguments, 
Justice Dept. holds facilities subject only to 
state’s substantive laws and not to 
procedural requirements, summary of 
arguments 1581 


see 


Maintenance planning, see subhead: State im- 
plementation plans 


Nevada regulations, amendments require 
registration certificates for construction of 
new complex sources with parking 

“capacities for 1,000 motor vehicles and for 
modification of existing sources 1310 

New Jerse 

E Glemical and oil storage tanks, regulations 
to control emissions adopted, Environmen- 
tal Protection Dept. 1517 


—Open burning of herbaceous materials and 
orchard prunings, regulations adopted, En- 
vironmental Protection Dept., Bardin 1241 

—Particulate standard, economic impact on 
glass industry analyzed, compliance costs 
may force industry from state, Scarry 
report for Labor and Industry Dept. 1659 

—Vapor control regulations for storage of 
volatile organic substances adopted, En- 
vironmental Protection Dept. 1710 


Nondegradation of air quality 

—See also LEGISLATION, FEDERAL, HR 
10498 

—Alaska environmental agency opposes 
Senate’s proposed amendments, industrial 
development seen restricted by massive 
Class I designations, Reinwand memoran- 
dum, Gravel (D-Alaska) develops alter- 
native proposal, summary 1703 

—Electric utilities, capital costs may impose 
difficulties in complying with Clean Air Act 
requirements, National Economic 
Research Associates, Inc., report 1382 

—Federal Energy Admn., draft analysis 
reviews energy and economic impacts of 
congressional proposals, differences from 
EPA regulations detailed, text 1583, 1632 

—Maine paper industry, study alleging 
proposed amendments would prohibit 
future growth, American Paper Institute 
charges Muskie (D-Maine) was ‘‘misled’”’ 
by information in EPA critique 1266 

—Minnesota industry may face serious 
economic problems if pending legislation is 
passed, Minn.-Wisc. Power Suppliers Group 
report, comments 1356 

—Power plants, Senate subcommittee’s pro- 
posed amendment, EPA revised analysis es- 
timates lower impact on plants, Strelow 
1582 


—Senate subcommittee’s proposed definition 
of best available cost technology would re- 
quire marked increase in use of scrubbers, 
contrast with EPA position noted, Strelow 
1505; proposal to give states more authori- 
ty in granting permits gains support in 
Committee, summary of staff recommen- 
dations 1689 


Ohio sulfur dioxide emissions, hearings 
scheduled to consider proposed control 
regulations 1310 

Opacity standards, EPA decides not to revise 
new source performance standards for 
secondary brass and bronze ingot produc- 
tion facilities and secondary lead smelters 
1308 


Portland cement plants, new source perfor- 
mance standards upheld by appeals court, 
Supreme Court review denied 1381 


Power plants ordered to convert from oil and 
natural gas to coal, one-third of plants may 
be unable to comply due to existing air 
pollution control laws, EPA memorandum, 
text 1383, 1403 


State implementation plans 

—See also subhead: Transportation control 
plans; specific states 

—Air quality maintenance planning, EPA 
revision of pending regulations, views of 
oe and local officials being considered 
1471 

—Continuous emission control techniques, 
appeals board ruling affirming EPA disap- 
proval of plan for allowing use of intermit- 
tent controls, copper firm seeks Supreme 
Court review 1690 
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AIR QUALITY STANDARDS—Contd. 


State implementation plans—Contd. 


—Economic and technological feasibility of 
limitations, appeals court ruling precluding 
EPA consideration, Supreme Court 
schedules oral arguments, briefs filed 1580 


—Public availability of emission data, 
revisions to 24 plans approved, EPA 1359 

—Tall stacks or other forms of supplementary 
emission control systems, unrestricted use 
will be permitted only if source employs 
best available control technology, limited 
stack height increases will be permitted in 
some situations, EPA legal interpretation 
and guideline, text 1653, 1681 

—Variances issued by states, EPA 
regulations proposed to reinstate original 
policy, text 1418, 1433 


Stationary sources 

—Performance standards for new sources, 
amendments adopted to clarify types of 
physical or operational changes to make ex- 
ae facilities subject to standards, EPA 
1 


—State plans for control of designated 
pollutants from new sources, procedures 
for submitting plans adopted, EPA 1302 


Sulfates 

—California proposed ambient standard, 
hearing to consider adoption scheduled, Air 
Resources Board 1652 


—Comprehensive regulatory program not 
projected before end of decade, knowledge 
of emissions inadequate to set standard or 
develop reduction strategy, Green 1256 


Texas volatile carbon compound rule, hearing 
scheduled to consider firm’s variance peti- 
tion, Air Control Board 1657 


Transportation control plans 

—Constitutionality, recent appeals court 
decisions summarized, EPA and Justice 
Dept. officials considering whether to 
appeal to Supreme Court or refashion 
rationale to comply with rulings, summary 
of decisions and findings 1225; Justice 
Dept. to seek Supreme Court review of 
decisions on validity of controls 1411; peti- 
tion for review filed, transportation control 
authority seen fundamental to effectiveness 
of Clean Air Act 1497 


—Gasoline vapor recovery, EPA proposed 
regulations requiring cities to install 
properly certified control equipment, Colo. 
Health Dept. urges delay in promulgation 
1469 

—Oxidant and carbon monoxide controls, 
measures to guide regions and states in 
revising strategies outlined, EPA policy 
paper 1591 

—Senate subcommittee reports package of 
Clean Air Act amendments to Public Works 
Committee, provisions for extending plan 
deadlines included, summary and excerpts 
from recommendations, text 1229; Muskie 
(D-Me) predicts proposal would substan- 
tially alter EPA responsibilities and 
authorities, EPA comments requested, ex- 
cerpts from staff draft published 1588; 
proposal seen as significant departure from 
Clean Air Act’s requirements, current 
status of plans and possible changes detail- 
ed, EPA report 1650 

—Social, economic, and environmental im- 
pacts of selected strategies evaluated, 
study prepared for CEQ 1446 


Vinyl chloride emissions, proposed 
regulations issued by EPA, regulation as 
hazardous pollutant under Clean Air Act 
proposed, compliance costs estimated 
1409; EPA proposes regulations requiring 
producers to install best available control 
technology to limit emissions, text 1465, 
1473; hearing on proposed standards 
scheduled, EPA 1508 


AIR TRANSPORT 


Airport acquisition project funded by FAA 
grant, impact statement not required (DC 
NJ) 1254 

Airport noise abatement, FAA urged to con- 
sider accepting EPA proposed rules for 
reduced flap pening. and two-segment land- 
ing approaches, Council on Wage and 
Price Stability 1363 

Concorde supersonic transport, final impact 
statement on proposed flights into U.S. 
released, noise and emission pollutants es- 
timated, decision on allowing flights post- 
poned, Coleman 1313; landings at JFK and 
Dulles Airports may be undesirable due to 
noise problem, EPA preliminary assess- 


ment detailed, Train, House hearings 1430; , 


Transportation Dept. public hearing, EPA 
urges denial of landing rights due to ex- 
cessive noise, Strelow, other testimonies 
1502; EPA formally revises noise proposal 
to ban most production Concorde’s from 
U.S., proposal conforms with EPA con- 
pusions on final impact statement, Train 
15 


ALABAMA 


Air quality implementation plan, EPA 
proposes amendment to revise bases for 
application of sulfur dioxide emission limits 
for fuel combustion sources, text 1594, 1624 

U.S. Pipe and Foundry Co., EPA decision up- 
holding discharge permit modified by Ad- 
ministrator Train, state challenges decision 
- aur petition filed with appeals court 


Waste treatment facilities, proposed 
regulations for distribution of federal funds 
to municipalities, Water Improvement 
Comm. hearing scheduled 1240 


ALASKA 


Air quality implementation plan, public 
availability of emission data, EPA revision 
approved 1359 

Nondegradation of air quality, Senate’s 
proposed amendments opposed by En- 
vironmental Conservation Dept., industrial 
development seen restricted by massive 
Class I designations, Reinwand memoran- 
dum, Gravel (D-Alaska) and agency 
develop alternative proposal, summary 
1703 


APPOINTMENTS, PERSONNEL CHANGES 


Environmental Health Advisory Committee 

—Nelson named chairman, other members 
appointed, list 1334 

Manufacturing Chemists Assn. 

—Gosline appointed assistant technical direc- 
tor for air quality and water resources 1598 

National Science Foundation 

—Advisory group named to study technology, 
energy, and environment, list of members 
1334 

Supreme Court of the United States 

—Douglas resignation seen removing most 
consistent environmental champion from 
Court, summary of recent decisions and 
dissents, reactions from environmentalists 
1303 

—Stevens nominated to replace Douglas, en- 
vironmentally related opinions written 
while serving on CA 7 summarized 1394 


APPROPRIATIONS AND AUTHORIZATIONS 
See BUDGET, U.S. 


ARIZONA 


Air pollution control regulations 

—Amendments proposed, hearings scheduled, 
Health Services Dept. 1240 

—Particulate emissions limits established for 
cement plant kilns in Phoenix-Tucson con- 
trol region, Health Dept. revised 
regulations 1311 

Motor vehicles, inspection and maintenance 
program for controlling air pollution to be 
conducted by Health Services Dept. 1470 


ARKANSAS 


Air quality implementation plan, public 
availability of emission data, EPA revision 
approved 1359 


ARMY 


See also CORPS OF ENGINEERS 

Environmental protection and preservation in 
“peacetime,” regulations prescribing 
policies, responsibilities, and procedures 
adopted 1361 


ATOMIC ENERGY 


See also LEGISLATION, FEDERAL, HR 
8631; RADIATION 

Hanford Reservation, Wash., ERDA waste 
management operations have only minor 
environmental impact, no adverse effects 
shown, impact statement 1513 

Liquid metal fast breeder reactor program, 
final impact statement issued by ERDA, 
major waste management issue identified, 
Administrator Seamans and environmen- 
talists respond 1512 

National Research Council study on role of 
nuclear power among energy alternatives, 
hearings scheduled in five cities 1508 

Nuclear power plants 

—See also LEGISLATION, FEDERAL, HR 
3995;.S 1717 

—Atomic Energy Commission’s approval of 
construction permit, appeals court decision 
rejecting AEC’s interpretation of 
regulations held error, reversed and 
remanded (US SupCt) 1255 

—Federal controls, appeals court decision 
prohibiting state preemption does not affect 
Vermont’s regulations, state assistant at- 
torney general’s opinion 1429 

—Indian Point Plant, N.Y., proposed cooling 
tower system, municipality preempted by 
federal law from barring construction of 
tower that will violate zoning ordinances 
(NY SupCt) 1327 

—Radioactive material releases, EPA 
proposed standards, public hearing schedul- 
ed 1668 

Nuclear Regulatory Comm. 

—Accident risks in operating commercial 
facilities assessed, death risk from reactor 
accidents seen small, study directed by 
Rasmussen 1242 

—Atomic Safety and Licensing Appeal Bd.’s 
issuance of operating license for commer- 
cial power reactor upheld, NEPA review 
held satisfactory (CA DC) 1463 

—Budget request for fiscal 1977, breakdown 
1648 


—Nuclear energy centers, feasibility of 
centers and scattered sites outlined, survey 
study 1704 

—Radiation protection standards, 
amendments lowering exposure limit to 
radon-222 adopted 1268 

—Radioactive material discharges in un- 
restricted areas, regulations requiring 
licensees to keep levels ‘‘as low as prac- 
ticable’’ do not permit establishment of 
single numerical guideline, case remanded 
(CA DC) 1449 


4 (ER) 


ATOMIC ENERGY—Contd. 


Nuclear Regulatory Comm.—Contd. 


—Site criteria for nuclear plants, revised 
regulatory guide issued, environmental, 
public health, and safety considerations 
detailed 1364 

—Water discharge permits for nuclear 
facilities, memorandum of understanding 
with EPA authorizing early issuance of per- 
mits approved 1464; roles of EPA and NRC 
in decisionmaking processes clarified, 
provisions of memo outlined, Chilk 1498 

Nuclear waste, development of environmen- 
tally acceptable permanent disposal 
method seen essential for continued 
development of nuclear power, Strelow, 
Congressional hearings 1368 

Nuclear waste discharges, appeals court rul- 
ing that EPA has authority to regulate dis- 
charges under federal water law, Supreme 
Court review granted, oral arguments 
scheduled 1351; arguments heard, Justice 
Dept. urges EPA not be charged with 
regulation, arguments in response, sum- 
mary 1386 : 

Uranium enrichment, see LEGISLATION, 
FEDERAL, HR 8401, S 2035 

Western states, electric generating capacity 
in next decade projected, nuclear power 
and uranium fuel requirements estimated, 
Western Interstate Nuclear Bd. report 1313 


AUTOMOBILES 
See MOTOR VEHICLES 


BUDGET, U.S. 


Energy research, see LEGISLATION, 
FEDERAL, HR 8122 

Environmental research and demonstration 
grants, see LEGISLATION, FEDERAL, 
HR 7108 

Federal. Water Pollution Control Act, see 
LEGISLATION, FEDERAL, S 2710 

Fiscal 1977 

—See also specific agencies and departments 

—Administration’s proposed budget request 
for environmental programs, breakdown 
1641 et seq.; special analysis, text 1671 

Interior Dept., see LEGISLATION, 
FEDERAL, HR 8773 

Noise Control Act, see LEGISLATION, 
FEDERAL, HR 5272 

Public works, see LEGISLATION, 
FEDERAL, HR 8122 

Solid Waste Disposal Act, see LEGISLA- 
TION, FEDERAL, S 2709 


BUILDING AND CONSTRUCTION 


Apartment complex construction in Chat- 
tanooga, Tenn., suit alleging HUD Dept. 
violated NEPA in approving sale of site, 
district court ruled correctly in dismissing 
suit for lack of standing (CA 6) 1411 

Climax Molybdenum Co., Pa., ground- 
breaking ceremonies held for proposed sul- 
furic acid plant 1712 

Coal conversion demonstration plant designed 
to convert high-sulfur coal into clean boiler 
fuel, Illinois site selected for construction, 
pees Research and Development Admn. 

Community development plan, application for 
federal assistance under Housing and Com- 
munity Development Act, injunction on 
grounds that officials failed to file impact 
statement denied (DC NY) 1255 

Cooling tower system construction at nuclear 
plant, municipality preempted by federal 
law from barring construction that will 
violate zoning ordinances (NY SupCt) 1327 
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Electric power plants, see ELECTRIC 
POWER 


Federal Aviation Admn. proposed radar 
facility, impact statement upheld (CA 1) 
1229 


Microwave towers, NEPA regulations on 
cutoff heights amended to correct disparity 
in application of rules, FCC 1312 

Nevada complex sources, amendments to air 
quality regulations require registration cer- 
tificates for construction of new sources 
with parking capacities for 1,000 motor 
vehicles and for modification of existing 
sources 1310 

New Jersey 

—Coastal area construction, applicants whose 
permits are denied by Environmental 
Protection Dept. may appeal to Coastal 
Area Review Board, regulations adopted 
1360 

—Construction permit applications, law re- 
quiring Environmental Protection Dept. to 
act within 90 days, implementation 
regulations adopted 1469 

Nuclear power plants, see ATOMIC 
ENERGY 


Rhode Island solid waste management 
facilities, rules adopted requiring license 
for construction or operation, Health Dept. 
1360 

Washington shorelines, applications for 
development permits, processing 
regulations adopted, Ecology Dept. 1269 

Waste treatment plant construction, see 
SEWAGE TREATMENT 


BUREAUS 


See other parts of title and specific subject 
headings 


Cc 


CALIFORNIA 


Air quality implementation plan, public 
availability of emission data, EPA revision 
approved 1359; EPA proposed revision to 
provide air pollution emergency plan, text 
1419, 1435 

American Motors Corp. fined $4.2 million for 
producing polluting cars and submitting 
false test reports, stop-sale order for three 
AMC models issued, Air Resources Board 
1507 

Catalyst-equipped motor vehicles, manufac- 
turers prohibited from selling vehicles 
without 50,000-mile catalyst warranty, Air 
Resource Board ruling 1237 

Coastal Zone Conservation Comm. issues final 
version of state ‘‘Coastal Plan,’”’ specific 
recommendations on implementation in- 
cluded, summary of provisions 1515 

Gasoline vapor recovery systems, hearing to 
consider certification procedures schedul- 
ed, Air Resources Board 1712 

Heavy-duty diesel vehicles, hearing on cer- 
tificates of compliance scheduled, Air 
Resources Board 1310 

Klamath River and North Coastal Basins, 
hearing scheduled to consider proposed 
amendments to water quality control plans, 
Water Quality Control Board 1510 

Light-duty vehicles, hearings on assembly 
line test procedures scheduled, Air 
Resources Board 1310 

Motor vehicles sold in high altitutes, EPA 
testing regulations for 1977 vehicles pose 
compliance problem, General Motors Corp. 
urges revision, Starkman 1667 

Organic compounds, proposed classification 
system based on photochemical reactivity, 
hearing on adoption scheduled, Air 
Resources Board 1712 

Outer Continental Shelf petroleum develop- 
ment 


—Southern Calif., Interior Dept. lease sale of 
tracts, motion for preliminary injunction 
denied, coalition of cities and counties to 
continue litigation challenging program 
(DC DC) 1411 

—State’s suit to enjoin Interior Dept.’s 
accelerated program rejected, impact 
statements held adequate, filing of program 
and site specific reports complies with 
NEPA (DC Calif) 1326 

Reclamation projects, state may not impose 
terms or conditions on federal projects, 
Water Resources Control Board must grant 
applications if unappropriated water is 
available (DC Calif) 1325 

Sulfates, hearing scheduled to consider adop- 
tion of ambient standard, Air Resources 
Board 1652 

Utility district’s decision to contract with 
U.S. Reclamation Bureau for water from 
American River violates state constitution, 
district may be required to recycle or 
reclaim wastewater, case remanded (Calif 
CtApp) 1326 

Wastewater discharges, model ordinance 
prepared by Water Pollution Control Assn. 
to aid municipalities in complying with in- 
dustrial source control provisions of 
Federal Water Act 1466 


CHEMICALS AND CHEMICAL INDUSTRY 


See also NITROGEN AND NITROGEN 
OXIDES; PESTICIDES; SULFUR AND 
SULFUR OXIDES 

Acid rainfall, environmental effects cannot be 
accurately assessed until effects of natural 
acid production are quantified, additional 
research urged, EPA report 1700 

Allied Chemical Co., production of pesticide 
Mirex to stop, EPA-USDA memorandum of 
understanding regarding use to control fire 
ants criticized 1243 

American Cyanamid Co., N.J., organic 
chemicals production complex, construc- 
tion of wastewater treatment plant planned 
1236 

American Institute of Chemical Engineers, 
see CONFERENCES AND MEETINGS 

Boston Chemical Industries, Inc., Mass., 
violations of Federal Insecticide, 
Fungicide, and Rodenticide Act found, civil 
penalty assessed, EPA Region I 1239 

Carcinogens in environment, congressional 
staff briefing, regulatory agencies criticiz- 
ed for not using authority or resources to at- 
tack problem, Nader, other speakers 1598 

Dioctylphthalate and polyvinyl chloride latex 
spill in N.H. town, toxic chemicals in water 
supply found decreasing below harmful 
levels, EPA 1333 

Fluorocarbons 

wae also LEGISLATION, FEDERAL, HR 
3118 

—Commerce Dept. staff study recommends 
production and use not be restricted by 
regulations, Bureau of Domestic 
Commerce 1592 

—New York proposed labeling regulation for 
aerosol products, hearing scheduled, En- 
vironmental Conservation Dept. 1240; 
labeling requirements adopted 1512 

—Regulatory action to control atmospheric 
emissions, controls could have severe 
economic impacts in affected industries, 
environmental and economic effects of 
regulation assessed, EPA contractor’s 
report 1388 

FMC Corp., Md., EPA air samples show high 
concentrations of dimethyl nitrosamines 
emissions, state Health and Mental 
Hygiene Dept. orders firm to show cause 
why plant should not be closed pending in- 
stallation of control equipment, hearing 
scheduled 1379; firm to discontinue produc- 
tion of rocket fuel which results in DMNA 
byproduct, hearing postponed 1450 
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CHEMICALS AND CHEMICAL 
—Contd. 


Hazardous wastes, EPA management efforts 
criticized for favoring dumping instead of 
recycling and reuse, Palmer, other 
testimonies, EPA hearing 1426 

Inorganic chemicals industry, see 
EFFLUENT LIMITATION GUIDELINES 

Life Sciences Products Co., Va., poisoning 
from ant and roach killer Kepone found in 
vicinity of former plant, criminal violations 
of federal air and water pollution laws 
alleged, case referred by EPA to U.S. At- 
torney for possible prosecution 1417; 
Governor Godwin announces EPA will con- 
duct tests to determine contamination 
levels in James River, Senate subcom- 
mittee schedules hearing on impacts 1511; 
state Air Pollution Control Board finds no 
detectable levels of kepone in air samples 
taken near plant 1597; EPA and OSHA to 
sign formal memorandum of understanding 
to provide quick communication if 
violations are observed by either agency, 
Train, other testimonies, Senate hearings 
1700 

Manufacturing Chemists Assn., Gosline ap- 
pointed assistant technical director for air 
quality and water resources 1598 

Monsanto Co., Mo., plans to phase out produc- 
tion of peed a biphenyls an- 
nounced, Fitzgerald 1712 

Organic chemicals industry, see EFFLUENT 
LIMITATION GUIDELINES 

Phosphate cleaning products, Chicago ban 
delayed until end of 1976, Environmental 
Control Dept. 1517 

Pollution control expenditures, industry spent 
over $2 billion in 1972-1974, Manufacturing 
Chemists Assn. 1306 

Polychlorinated biphenyls (PCBs) 

—See also LEGISLATION, FEDERAL, S 776 

—EPA proposes program and regulations to 
eliminate production, importation, and use, 
regulatory and administrative actions out- 
lined, Train 1441; steps for eliminating in- 
troduction of PCBs into environment outlin- 
ed, Legro memorandum to regions 1705 

—General Electric Co. permit to discharge 
PCBs into Hudson River, EPA proposes 
modification to achieve zero discharge 
level by 1977 .. . 1590 , 

—Lake Champlain, excessive concentrations 
found in fish samples, Vermont Health 
Dept. 1516 

—Michigan proposed control program, 
Natural Resources Dept. requests EPA fun- 
ding assistance 1660 

—Monsanto Co., Mo., plans to phase out 
production announced, Fitzgerald 1712 

—National conference, EPA Administrator 
Train urges passage of toxic substances 
control legislation to regulate PCBs at point 
of origin 1307; technical sessions held on 
uses, sources, environmental fate, health 
effects, and possible approaches to regula- 
tion, testimonies 1331 

—New England area, research program aim- 
ed at monitoring substance and eliminating 
public health hazard initiated, EPA 
regional office 1596 

—Wisconsin Natural Resources Dept. ap- 
proves limits on discharges to state waters, 
ban on sale and use recommended 1511 

Test methods for tracing chemicals released 
into environment, report reviewing and 
evaluating methods available, NTIS 1313 

Toxic substances 

—See also EFFLUENT LIMITATION 
GUIDELINES; LEGISLATION, 
FEDERAL, HR 10318, S 776 

—Hazardous substances under Federal Water 
Act, EPA proposes regulations to designate 
306 substances and limit their discharge un- 
der Sec. 311, text 1504, 1520; proposed 
regulations on determination of removabili- 
ty, text 1533; proposed regulations on 
determination of harmful quantities, text 


INDUSTRY 


1535; proposed regulations on determina- 
tion of units of measurement and rates of 
penalty, text 1543 

—Pending legislation, GAO estimates com- 
pliance could cost chemical industry 
between $100 and $200 million annually, 
methodologies of EPA and industry es- 
pene criticized, Havens, Senate hearings 
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—Tolerance limits, EPA not yet prepared to 
specify limit or range, considerations to be 
included in setting limit outlined, 
Mackenthun 1655 

Vinyl chloride, EPA proposes regulations to 
limit emissions, regulations as hazardous 
pollutant under Clean Air Act proposed, 
compliance costs estimated 1409; EPA 
proposes regulations requiring producers to 
install best available technology to limit 
emissions, text 1465, 1473; hearing on 
proposed standards scheduled, EPA 1508 


CITIZENS’ SUITS 


See also SUPREME COURT OF THE 
UNITED STATES 

Apartment complex construction, suit alleg- 
ing HUD Dept. violated NEPA in approving 
sale of site, district court ruled correctly 
in dismissing suit for lack of standing (CA 
6) 1411 

Automobile shredding operation, suit alleging 
nuisance under Indiana law, district court 
order closing down operations and award- 
ing damages to residents reversed (CA 7) 

577 

Darien Gap Highway through Panama and 
Columbia, Federal Highway Admn. enjoin- 
ed from taking further action pending com- 
pliance with NEPA (DC DC) 1350 

Federal Aviation Admn. proposed radar 
facility, impact statement upheld (CA 1) 
1229 


Food and Drug Admn. amendments to NEPA 
regulations challenged, motion for sum- 
mary judgment filed by Environmental 
Defense Fund (DC DC) 1690 

Forest Service logging activities in Six Rivers 
National Forest, Sierra Club suit alleging 
geological hazards, Service to prepare 
supplemental impact statement, settlement 
agreement incorporated into final judg- 
ment (DC Calif) 1382 

Freeway project requiring open cut through 
mountain, motion for preliminary injunc- 
tion denied, impact statement adequate 
(DC NC) 1501 

Heptachlor and chlordane, major uses of pes- 
ticides suspended by EPA Administrator 
Train, administrative law judge’s decision 
reversed, Environmental Defense Fund 
files petition for review 1457 

Interstate highway, suit to block construction 
due to possible effects on wetlands, three- 
fourths to be abandoned under terms of con- 
sent decree, remainder will not be con- 
structed until adequate impact statement is 
prepared (DC La) 1654 

Migratory birds, Fish and Wildlife Service 
regulations permitting hunting of certain 
birds, suit alleging NEPA violation, district 
court’s order denying preliminary injunc- 
tion upheld (CA DC) 1654 

Mining shaft construction, Minn. En- 
vironmental Quality Council’s decision not 
to require impact statement for ex- 
ploratory test shaft affirmed (Minn SupCt) 
1464 

Nuclear power reactor, Nuclear Regulatory 
Commission’s NEPA review held satisfac- 
tory, Atomic Safety and Licensing Appeal 
Bd.’s issuance of operating license upheld 
(CA DC) 1463 

Ocean dumping of dredged material, suit 
alleges EPA criteria not ‘‘legally suf- 
ficient,’ district court requested to bar 
Corps of Engineers from issuing permits 
1326 
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Oil spill by grounded tanker in Casco Bay, 
negligence of Coast Guard in failing to 
maintain buoys in charted positions held 
sole proximate cause (DC Me) 1229 

Radioactive material discharges in un- 
restricted areas, Nuclear Regulatory Com- 
mission regulations requiring licensees to 
keep levels ‘‘as low as practicable’’ do not 
permit establishment of single numerical 
guideline, case remanded (CA DC) 1449 

State condemnation proceedings, federal an- 
ti-injunction statute does not prohibit 
federal interference when necessary to 
effectuate purposes of NEPA, district court 
ruling reversed (CA 8) 1577 

State planning agencies under federal water 
law, district court decision requiring states 
to meet same planning requirements as 
local agencies, forest products group files 
appeal, brief alleges requirement would in- 
fringe upon state sovereignty 1228 

Utility district’s decision to contract with 
U.S. Reclamation Bureau for water from 
American River violates state constitution, 
recycling or reclamation of wastewater 
may be required, case remanded (Calif 
CtApp) 1326 


\ 


CIVIL AERONAUTICS BOARD 


Environmental evaluations under NEPA, im- 
plementation regulations amended to re- 
quire filing within 30 days of board action 
1471 


CLEAN AIR ACT 
See AIR QUALITY STANDARDS 


COAL 


See also LEGISLATION, FEDERAL, HR 
6721, HR 9725, S 391; STRIP MINING 

Conversion of power plants 

—One-third of plants ordered to convert from 
oil and natural gas may be unable to comply 
due to existing air control laws, EPA 
memorandum, text 1383, 1403 

—Policy for boosting domestic coal produc- 
tion approved by Senate committee as 
amendments to Clean Air Act, proposal 
would increase types of plants eligible for 
compliance date extensions, summary of 
provisions 1377 

Environmental controls, public support may 
be curtailed by negativism and extremism 
in environmental movement, threat to 
energy production and nation’s economy 
cited, Bagge 1363 

High-sulfur coal 

—Conversion into clean boiler fuel Illinois 
site selected for construction of demonstra- 
tion plant, ERDA 1333 

—Conversion to fuel gas, contractors sought 
to design, construct, evaluate, and operate 
demonstration plants, ERDA 1510 

Leasing of federally owned coal, Congress and 
Interior Dept. in race to regulate coal, 
Dept. drafting final regulations, issues 
remaining to be decided by Secretary iden- 
tified, Peck 1586; BLM’s Energy Minerals 
Activity Recommendation System adopted 
by Interior Secretary Kleppe, previously 
announced procedures for promulgating 
final regulations revised 1707 

Northern Great Plains development, appeals 
court order requiring district court to 
determine whether contemplated develop- 
ment requires preparation of ‘‘regional’”’ 
impact statement, Justice Dept. petitions 
for Supreme Court review, Sierra Club brief 
opposes petition 1381; review granted, 
appeals court injunction stayed 1577 

Physical coal cleaning, EPA seeks contractor 
to develop information on cost-effective 
method for pollution control 1271 
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COAL—Contd. 


Preparation and handling facilities, perfor- 
mance standards for new and modified 
plants adopted, EPA 1657 

Solvent refined coal, research indicates 
process superior to competing conversion 
processes, advantages cited, Southern Ser- 
vices, Inc., study 1330 

Sulfur scrubbers for controlling air pollution 
from use of high-sulfur coal, panel of 
National Governors’ Conference energy of- 
ficials hears conflicting views on use, 
hearings held to develop comprehensive 
national policy on coal utilization, 
testimonies 1300 


COAST GUARD 


Deepwater ports, regulations for licensing, 
designing, constructing, equipping, and 
operating ports beyond territorial sea 
adopted, amended regulations proposed to 
specify procedures for site evaluation and 

reconstruction testing 1265 
oil spill into Casco Bay from grounded 
tanker, Coast Guard negligence in failing to 
maintain buoys in charted positions held 
sole proximate cause (DC Me) 1229 

Tank vessels carrying oil in domestic trade, 
regulations amended to protect marine en- 
vironment against spills 1595 


COASTAL ZONES 


See also CONTINENTAL SHELF 

California Coastal Plan, final version issued 
by state Coastal Zone Conservation Comm., 
specific recommendations on implementa- 
tion included, summary of provisions 1515 

Deepwater ports, see SHIPS AND BOATS 

Management conference sponsored by NOAA 
and National Assn. of Counties, Outer Con- 
tinental Shelf development, pause urged to 
give states and localities opportunity to 
evaluate and participate, progress on 
coastal zone development grants reported, 
Knecht, other speakers 1427 

Management programs, amendment to 
guidelines for awarding administrative 
grants proposed by National Oceanic and 
Atmospheric Admn., text 1261, 1290 

New Jersey 

—Coastal area construction, applicants whose 
permits are denied by Environmental 
Protection Dept. may appeal to Coastal 
Area Review Board, regulations adopted 
1360 

—Energy facilities siting, Environmental 
Protection Dept. seeks public input on set- 
ting criteria, Byrne 1429 

Washington shorelines, applications for 
development permits, processing 
regulations adopted, Ecology Dept. 1269 


COLORADO 


Air pollution control regulations 

—Amendments adopted restricting sulfur 
dioxide emissions from new sources, other 
provisions 1311 

—Revised regulations require potential 
sources to file ‘‘air contaminant emission 
notice’ and require new direct sources to 
apply for emission permits, Air Pollution 
Control Comm. 1511 

Air quality implementation plan, EPA 
delegates authority to state for perfor- 
mance standards for new stationary 
sources and national emission standards for 
hazardous air pollutants 1241 

Colorado River Basin, proposed salinity stan- 
dards, hearing scheduled, Water Quality 
Control Commission 1712 

Gasoline vapor recovery, EPA proposed 
regulations es cities to install 
properly certified control equipment, 
rots Dept. urges delay in promulgation 

69 
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Strip mining, Land Reclamation Board adopts 
regulations requiring permit and requiring 
applicants to submit programs for 
revegetation and restoration of lands 1472 

Subsurface disposal systems and effluent 
limitations, hearing scheduled to consider 
proposed changes to regulations, Water 
Quality Control Commission 1657 

Water classification, hearing scheduled to 
consider additional category, Health Dept. 
1240 


COMMERCE DEPARTMENT 


See also NATIONAL OCEANIC AND AT- 
MOSPHERIC ADMINISTRATION 

Beverage containers, severe economic im- 
pacts projected from legislation requiring 
conversion to refillable glass system, staff 
study 1432 

pee request for fiscal 1977, breakdown 

45 


Business regulation, information on revising 
government policies sought, public 
hearings on environmental, health and safe- 
ty, and economic regulatory reform 
scheduled in four cities, Morton 1360 

Contracts, se PROCUREMENT 

Fluorocarbons, staff study recommends 
production and use not be restricted by 
regulations, Bureau of Domestic 
Commerce 1592 

Technical Advisory Board, panel on sulfur ox- 
ide control technology finds most coal-fired 
electric plants in Northeast will not meet 
sulfur oxide limits by 1980, lack of equip- 
ment to provide continuous emission con- 
trols cited, intensive effort urged to provide 
enough equipment for most plants by early 
1980’s 1349 


CONFERENCES AND MEETINGS 


(Includes seminars, workshops, etc.) 

See also ADVISORY COMMITTEES; JOUR- 
NAL 

American Bar Assn.-EPA air quality 
His enforcement orders under Sec. 
113 of Clean Air Act, EPA has authority to 
issue orders with compliance schedules ex- 
tending beyond deadlines, procedures for 
sources to obtain additional time for com- 
pliance reviewed, Baum, other speakers 
1298 

American Bar Assn., Natural Resources Sec- 
tion’s Conference on Environmental 
Protection and Energy Development, 
preparation of environmental impact 
statements as defense against litigation 
scored, Peterson, other speakers 1255 


American Institute of Chemical Engineers 
meeting, sulfur scrubbers, 40 utilities 
currently engaged in process of selecting 
and purchasing systems, Slack, other 
speakers 1312 

American Petroleum Institute annual 
meeting, board of directors votes $1.6 
million increase in 1976 research on en- 
vironmental protection, survey details in- 
crease in industry spending since 1966... 
1256 


American Water Works Assn., Water Quality 
Technology Conference, inspection and cer- 
tification of laboratories emerges as key 
issue at meeting, EPA planning ‘‘National 
Quality Assurance Program”’ to ensure use 
of reliable and uniform lab methods, 
Breidenbach, other speakers 1389 

Automotive parts and tire recycling, White 
House conference, industry spokesmen 
urge maximum use of recycled parts on 
Government vehicles, other governmental 
action requested, Collins 1333 


Business regulation, Commerce Dept. seeks 
information on revising government 
policies, public hearings on environmental, 
health and safety, and economic regulatory 
reform scheduled in four cities, Morton 
1360 


Cancer and environment, congressional staff 
briefing, regulatory agencies criticized for 
not using authority or resources to attack 
problem, Nader, other speakers 1598 

Coastal zone management conference spon- 
sored by NOAA and National Assn. of Coun- 
ties, pause between exploration and 
development of outer continental shelf 
proposed to give states and localities oppor- 
tunity to evaluate and participate, progress 
on coastal zone development grants 
reported, Knecht, other speakers 1427 


Council on Environmental Quality’s en- 
vironmental industry conference, Vice 
President Rockefeller urges environmental 
laws be formulated with awareness of im- 
pact on economy, other speakers 1384; 
Congress may amend federal water law’s 
provisions on storm water, change in 
federal share of funding sewage treatment 
construction facilities doubtful, Cahill, 
other speakers 1425 

Fuels and combustion gases, seminar on 
desulfurization, comprehensive regulatory 
program for sulfates not projected before 
end of decade, knowledge of emissions in- 
adequate to set standard or develop reduc- 
tion strategy, Green, other speakers 1256; 
seminar recommends governments and 
Economic Commission for Europe es- 
tablish goals for sulfur control regulations, 
summary of actions and recommendations 
1307 


International Symposium on Transuranium 
Nuclides in Environment, plutonium con- 
tamination near Ky. waste disposal facility, 
data show migration of element from burial 
trenches, Meyer 1448 

Japanese officials meet with EPA on mutual 
problems and technology development in 
sewage control, papers presented 1269 

National Conference of Democratic Mayors, 
urban policy drafting committee issues 
position paper on energy and environment, 
national energy policy urged to guard 
against further degradation of environment 
and continue viability of urban areas 1257 

National Council on Philanthropy meeting, 
continued financial support for environmen- 
tal groups urged to overcome ‘“‘imbalance”’ 
of industry lobbying, Quarles 1431 

National Governors’ Conference, energy pan- 
el hears conflicting views on use of 
scrubbers for controlling air pollution from 
high-sulfur coal, hearings held in effort to 
develop comprehensive national policy on 
coal utilization, testimonies 1300 


National Municipal League meeting, public 
support for environmental controls may be 
curtailed by negativism and extremism in 
environmental movement, threat to ener 
production and nation’s economy cited, 
Bagge 1363 

Planning and Conservation League meeting, 
workplace pollution reduction, UAW Presi- 
dent Woodcock urges closer relationship 
between environmentalists and labor move- 
ment 1306 


Polychlorinated biphenyls, national con- 
ference, EPA Administrator Train urges 
passage of toxic substances control legisla- 
tion to regulate PCBs at point of origin 
1307; technical sessions held on uses, 
sources, environmental fate, health effects, 
and possible approaches to regulation, 
testimonies 1331 


U.S.-USSR Joint Committee on Conference in 
Environmental Protection, fourth meeting 
held, report on 1975 activities and 
memoranda of implementation setting 
forth 1976 plans adopted 1269 
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CONFERENCES AND MEETINGS—Contd. 

Waste Management Technology and Resource 
and Energy Recovery, Fourth National 
Congress, U.S. Congress accused of dif- 
fusing EPA’s solid waste control efforts, 
legislation seen as key to strong national 
program, Hickman, other speakers 1262; 
regulation of hazardous waste facility siting 
must be made part of overall waste 
management program, Lehman, other 
speakers 1305 

Water and Wastewater Equipment Manufac- 
turers Assn. meeting, sewage treatment 
construction grant program, final sub- 
agreement regulations will require 
grantees to make down payment on equip- 
ment to contractors, Washburn, other 
speakers 1392 


CONGRESS 


(For hearings on legislation with assigned 
numbers, see LEGISLATION, FEDERAL) 

House hearings 

—Automotive emissions, Interstate and 
Foreign Commerce Committee’s proposed 
timetable opposed due to pollution poten- 
tial, sulfuric acid issue requires slow move- 
ment on tougher emission rules, Stork 1499 

—Clean Air Act amendments, Interstate and 
Foreign Commerce Subcommittee’s 
proposals for preventing deterioration of 
air quality seen facing conflict, interest in 
congressional debate rising, comments and 
reactions 1259; Committee adopts amend- 
ment requiring EPA to set standards for 
hazardous substances, vinyl chloride, cad- 
mium, arsenic, and polycyclic organic 
matter made subject to regulation, other 
committee action 1352; nondegradation 
proposals, economic threat to Minn. in- 
dustries predicted, utility industry study 
released, comments 1356; energy and 
economic impacts of nondegradation 
proposals projected, differences from EPA 
regulations summarized, FEA draft 
analysis, text 1583, 1632; committee 
members and Administration officials con- 
tinue to explore possible areas of agree- 
ment on controversial issues, FEA staff 
draft paper outlines options for considera- 
tion, text 1695, 1713; committee adopts 
new uniform basis for setting standards un- 
der Act 1705 

—Concorde supersonic transport, landings at 
JFK and Dulles Airports may be un- 
desirable due to noise problem, EPA 
preliminary assessment reviewed, Train, 
Government Operations Subcommittee 
1430 

—EPA research and development programs 
criticized as ‘‘mediocre,’’ separation of 
long-term from short-term programs 
suggested, MacDonald, other testimonies, 
Science Subcommittee on Environment 
1365; charges answered by officials in 
letters to critics, Talley 

—Federal regulatory activity, legislation to 
give Congress veto power over new 
regulations issued by executive agencies, 
EPA, Labor Dept., FTC and other officials 
opposed, testimonies 1232 oe 

—Garrison Diversion Unit, proposed irriga- 
tion project in North Dakota, construction 
delay urged pending Reclamation Bureau 
analysis of project impacts and alter- 
natives, Busterud, other testimonies, 
Government Operations Subcommittee 


1328 

—Low-level pollution, costs and effects on 
human health, agriculture, ecosystems, and 
climate reviewed, effects of sustained ex- 
posure to chronic low-level pollutants des- 
cribed, Albert, other testimonies, Environ- 
ment and Atmosphere subcommittee 1250; 
effects of pollutants described in Library of 
Congress study, monitoring and current 
research seen inadequate, summary 1251; 


improved testing methods needed to es- 
tablish and improve accuracy in environ- 


mental measurement, McNesby, other 
testimonies 1304 

—Ucean dumping, two subcommittees 
schedule joint hearings, EPA official ex- 
pects ‘‘hostile’’ reception 1508; oversight 
and authorization hearings held, EPA’s 
reluctance to request sufficient funds to 
successfully enforce and monitor dumping 
law criticized, testimonies 1693 

—Solid waste, omnibus legislation to establish 
massive new federal program for reducing 
and controlling wastes drafted by staff of 
Commerce Subcommittee, markup 
sessions tentatively scheduled, principal 
provisions listed 1457 

—Strip mining, Interior Committee votes to 
consider legislation similar to vetoed bill 
(HR 25) 1394 

Joint hearings 

—New York City financial crisis, national im- 
pact of default found difficult to assess due 
to uncertainties about investor reactions 
and governmental responses, Joint 
Economic Committee report 1297 

—Nuclear waste, development of en- 
vironmentally acceptable permanent dis- 
posal method seen essential for continued 
development of nuclear power, Strelow, 
other testimonies, Joint Atomic Energy 
Committee 1368 

Senate hearings 

—Clean Air Act, Public Works Committee 
markup sessions scheduled, staffers con- 
sidering various alternatives for phasing in 
tougher automotive emission controls, EPA 
staff paper questions approach 1226; 
package of amendments reported to com- 
mittee by Subcommittee on Environmental 
Pollution, provisions include extension of 
transportation control plan deadlines, com- 
pliance date extensions for stationary 
sources, and significant deterioration rules, 
excerpts from recommendations, text 
1229; subcommittee’s proposals for preven- 
ting deterioration of air quality seen facing 
conflict, interest in congressional debate 
rising, comments and reactions 1259; 
timetable for cleaning up automotive ex- 
hausts to top list of issues when committee 
begins work on legislation, Randolph (D-W- 
Va) 1271; amendments to extend 1977 
statutory requirements for hydrocarbons, 
carbonmonoxide, and nitrogen oxide 
adopted by committee 1301; committee 
adopts amendment to postpone 1978 clean- 
up rules to 1979, proposals to require 
percentage of 1978 cars to meet original 
statutory standards for hydrocarbons and 
carbon monoxide rejected, new timetable 
for cleaning up exhausts proposed, com- 
ments and reactions 1321; nondegradation 
proposals, economic threat to Minn. in- 
dustries predicted, utility industry study 
released, comments 1356; coal conversion 
policy for boosting domestic coal produc- 
tion unanimously approved by committee, 
proposal would increase types of plants 
eligible for compliance date extensions, 
summary of provisions, amendments on 
ozone protection and nitrogen oxides study 
endorsed 1377; proposal for splitting 
automotive emission rules from general set 
of amendments rejected, test procedures 
for carrying out selective enforcement 
audits of production cars and other emis- 
sion standards adopted 1378; markup 
sessions recessed with controversial issues 
still unresolved, amendments endorsed dur- 
ing Dec. hearings listed 1447; committee 
considering issue of industrial expansion in 
dirty air areas, proposed staff working 
print, text 1461; subcommittee’s nondeteri- 
oration proposal, level of best available 
cost technology would require marked in- 
crease in scrubbers used, contrast to EPA 
definition noted, Strelow 1505; estimates of 
impact on power plants lowered, EPA 


revised analysis submitted, Strelow 1582; 
energy and economic impacts of non- 
degradation proposals projected, 
differences from EPA regulations sum- 
marized, FEA draft analysis, text 1583, 
1632; Muskie (D-Me) predicts transporta- 
tion control proposal would substantially 
alter EPA responsibilities and authorities, 
EPA comments requested, sections from 
staff draft excerpted 1588; proposal seen as 
significant departure from Clean Air Act’s 
requirements, current status of plans and 
possible changes detailed, EPA report sub- 
mitted 1650; committee markup sessions, 
subcommittee’s proposed definition of 
“best available control technology”’ scored, 
Morton (D-NC), other comments 1652; non- 
degradation proposal gains support in com- 
mittee, states would be given more authori- 
ty in granting permits to locate stationary 
sources in clean air areas, summary of 
staff recommendations 1689; Alaska en- 
vironmental agency opposes nondegrada- 
tion proposals, Gide Secelboment seen 
restricted by massive Class I designations, 
Reinwand memorandum, Gravel (D- 
Alaska) develops alternative proposal, 
summary 1703 

—Kepone contamination from Va. chemical 
plant’s discharges, EPA and OSHA to sign 
formal memorandum of understanding to 
provide quick communication if violations 
are observed by either agency, Train, other 
Ae pao Agriculture Subcommittee 

—Toxic substances legislation, GAO es- 
timates compliance could cost chemical in- 
dustry between $100 and $200 million an- 
nually, methodologies of EPA and industry 
estimates criticized, Havens, other 
ee eae Commerce Subcommittee 
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CONNECTICUT 


Air quality implementation plan, public 
availability of emission data, EPA revision 
approved 1359 

Inland wetlands regulations, amendments to 
state law ri bali agency to conduct public 
hearings before amending or repealing 
rules 1241 


CONSUMER AFFAIRS 


Administration effort to make government 
responsive to consumers, representation 
plan proposed by EPA, steps recommended 
for involving consumer groups in early 
stages of developing policies, standards, 
and regulations 1358 


CONTINENTAL SHELF 


Petroleum development 

—Atlantic Shelf, permit for drilling first of 
two stratigraphic test wells approved, 
Geological Survey 1362 

—California shelf, dismal results of Interior 
Dept.’s lease sale seen as justification for 
program reform, Hollings (D-SC) 1429 

—California’s suit to enjoin Interior Dept.’s 
accelerated leasing and exploration re- 
jected, impact statements held adequate, 
filing of program and site specific reports 
complies with NEPA (DC Calif) 1326 

—Eastern Gulf of Mexico, leasing bids re- 
quested, BLM 1666 

—Geological Survey regulations on drilling 
and development programs, revisions 
adopted to provide procedures for state 
review of development plans 1233 

—Gulf of Alaska, CEQ Chairman Busterud 
recommends delay in sale of leases to 
further analyze environmental impact of 
drilling, specific instructions listed, letter 
to Interior Dept. 1705 
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CONTINENTAL SHELF—Contd. 
Petroleum development—Contd. 


—Gulf of Mexico, orders on using platforms, 
structures, and associated drilling equip- 
ment proposed, Geological Survey 1430 
—Northern Gulf of Alaska, EPA Ad- 
ministrator Train requests indefinite delay 
in lease sales, proposal seen unsatisfactory 
from environmental standpoint 1502 
—Safety and pollution prevention standards, 
procedures for development adopted, 
Geological Survey 1515 
—Southern California area 
——Oil and gas leases, bids requested, BLM 
1270 

——Suit to halt Interior Dept. lease sale, mo- 
tion for preliminary injunction denied, 
coalition of cities and counties to con- 
tinue litigation (DC DC) 1411 

—State and local governments, pause between 
exploration and development recommended 
to give areas opportunity to evaluate and 
participate in program, Knecht 1427 

—Western Gulf of Alaska, nominations for 
possible leasing requested, BLM 1243 


CONTRACTS 
See PROCUREMENT 


CORPS OF ENGINEERS 
Budget request for fiscal 1977, breakdown 
1645 


Contracts, see PROCUREMENT 

Ocean dumping of dredged material, suit 
alleges EPA criteria not “legally suf- 
ficient,’ district court requested to bar 
Corps from issuing permits 1326 

Wastewater collection and treatment and ur- 
ban studies program, regulations providing 
policies and procedures adopted 1268 — 

Water and related land resources, regulations 
establishing guidance for conducting 
feasibility studies adopted 1264 


COUNCIL ON ENVIRONMENTAL QUALITY 


Delaware River Basin, environmental assess- 
ment, report 1268 

Environmental impact statements 

—Federal agencies, guidelines on compliance 
with NEPA, CEQ does not support legisla- 
tion to make guidelines binding, Peterson 
1443 

—Supreme Court NEPA interpretation in 
railroad freight rate increase case, CEQ 
foresees no changes in statement 
procedures and guidelines as result, memo 
to federal agencies 1387 

Environmental industry conference, Vice 
President Rockefeller urges environmental 
laws be formulated with awareness of im- 
pact on economy, other speakers 1384; 
Congress may amend federal water law’s 
provisions regarding storm water, change 
in federal share of funding sewage treat- 
ment construction facilities doubtful, 
Cahill, other speakers 1425 

National Oil and Hazardous Substances Pollu- 
tion Contingency Plan, revisions proposed 
to improve coordination of agencies in 
on-scene spill response activities, text 1666, 
1676 

Outer Continental Shelf oil and gas drilling, 
delay in sale of Gulf of Alaska leases 
recommended by Chairman Busterud to 
further analyze environmental impact of 
drilling, specific instructions listed, letter 
to Interior Dept. 1705 

Pollution control equipment industry, con- 
ditions and prospects analyzed, considera- 
tion of entire economic system urged in for- 
mulating environmental goals, report 1461 
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Transportation control strategies, social, 
economic, and environmental impacts of 
selected strategies evaluated, study 
prepared for CEQ 1446 


COURTS 


See following heads: 

—CITIZENS’ SUITS 

—LITIGATION (In General) 

—SUPREME COURT OF THE UNITED 
STATES 


D 


DAMS 
See WATER RESOURCES AND SUPPLIES 


DEEPWATER PORTS 
See SHIPS AND BOATS 


DEFENSE DEPARTMENT 
See also ARMY; CORPS OF ENGINEERS; 
NAVY 


Clean Air Act, proposed amendment to re- 
quire federal facilities to comply with 
procedural state and local requirements op- 
posed, threat to constitutional principle of 
federal supremacy cited, Marienthal 1452 

Pollution control projects, $1 billion in expen- 
ditures over past three years reported, 
pollution control activities detailed, report 
to EPA 1267 


DEPARTMENTS 


See other parts of title and specific subject 
headings 


DISCHARGE PERMIT PROGRAM 


See WATER QUALITY STANDARDS; 
specific states 


DISTRICT OF COLUMBIA 


Air quality implementation plan, EPA 
proposes revision to allow for continued 
operation of solid waste reduction center 
1334 


DREDGING 


Ocean dumping of dredged material, suit 
alleges EPA criteria not ‘‘legally suf- 
ficient,’ district court requested to bar 
eed of Engineers from issuing permits 

6 

Private developer’s discharge of fill material 
into U.S. waters without permit, removal of 
access road constructed in violation of 
federal water law ordered, civil fine assess- 
ed (DC Fla) 1449 


DRINKING WATER 
See WATER RESOURCES AND SUPPLIES 


E 


ECONOMIC POLICY 


See also BUDGET, USS. 

Air quality, congressional proposals for 
preventing significant deterioration, 
economic and energy impacts projected, 
FEA draft analysis, text 1583, 1632 


Environmental laws and regulations, Vice 
President Rockefeller urges laws be for- 
mulated with awareness of impact on 
economy 1384 
Fluorocarbon emissions into atmosphere, 
economic and environmental effects of 
regulation assessed, controls could have 
severe economic impact in affected in- 
dustries, EPA contractor’s report 1388 
Inflation impact statements for major EPA 
legislative proposals, regulations, and 
rules, guidelines approved, Office of 
- Management and Budget 1386 
New York City, default would jeopardize $1.5 
billion in sewage treatment construction 
projects, possible delay in achieving 
national water pollution control goals seen, 
effects of bankruptcy projected, Samowitz, 
other comments 1297; Joint Economic 
Committee report finds national impact 
of default difficult to assess due to 
lack of meaningful historical precedent 
1297 
Pollution control expenditures 
—Capital shortages, environmental re- 
quirements will not contribute significantly 
to projected shortages, impact of rules on 
capital markets and on industries’ capital 
expenditures evaluated, EPA report 1355 
—Chemical industry, survey indicates over $2 
billion was spent in 1972-1974 for controls, 
Manufacturing Chemists Assn. 1306 
—Conditions and prospects for pollution con- 
trol equipment industry analyzed, con- 
sideration of entire economic system urged 
in formulating environmental goals, CEQ 
report 1461 
—Electric utilities 
——Capital investment of $20.5 billion by 1985 
will be required to meet control rules, in- 
crease in operating and maintenance ex- 
penses during next decade projected, 
EPA preliminary draft report 1354 

——Clean Air Act significant deterioration 
requirements, capital costs of compli- 
ance may impose difficulties, National 
Economic Research Associates, Inc., 
report 1382 

——Environmental protection facilities and 
programs, regulations requiring annual 
reports on incremental expenditures 
adopted, Federal Power Commission 
1470 


—General Motors Corp., $1.3 billion required 
to meet pollution control and safety stand- 
ards in 1976, Terrell 1711 

—Glass industry may be forced out of New 
Jersey due to costs of complying with state 
particulate standard, abatement costs pro- 
jected, Scarry report for Labor and In- 
dustry Dept. 1659 

—Industrial plant closings and curtailments 
due to environmental requirements listed, 
75 plants closed between 1971-1975, EPA 
report to Labor Dept. 1592; OCAW study 
concludes environmental factors not major 
consideration in closings 1593 

—Kennecott Copper Co., Utah, $280 million 
estimate for air pollution controls seen ex- 
aggerated, controls will not force closing or 
reduction in operations, Stanford Research 
Institute study prepared for EPA, firm 
challenges conclusions 1586 

—Oil refineries, Council on Economic 
Priorities study projects pollution control 
costs, control records of refineries assess- 
ed, firms respond 1413 

—Tennessee Valley Authority, $180 million in- 
vested in control facilities during fiscal 
1975, annual report 1516 


Solid waste at federal facilities, EPA propos- 
ed guidelines on source separation, 
National Solid Waste Management Assn. 
recommends filing of inflationary impact 
statement, other groups comment, list 1367 

Welfare recipients in seven states assisted in 
finding environment-related jobs, EPA 
agreement with Labor Dept. 1709 


( 
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EFFLUENT LIMITATION GUIDELINES 


See also ADVISORY COMMITTEES 

Fertilizer manufacturing, revised guidelines 
and standards adopted for nitric acid sub- 
category, EPA 1661 

Grain mills, pretreatment standards for new 
sources in corn wet milling subcategory, 
EPA adopts amendment in response to 
appeals court remand 1265; EPA existing 
source regulations ruled invalid for not set- 
ting out range of numbers for effluent 
reduction and not specifying factors to be 
used in applying technology to given plant 
(DC Iowa) 1691 

Inorganic chemicals industry, district court’s 
dismissal of manufacturers’ suit upheld , 
appeals court has jurisdiction to directly 
Teview regulations, question of EPA 
authority not addressed (CA 4) 1501; 
chemical firms file petition for Supreme 
Court review 1691 

Tron and steel industry, limitations challenged 
by AISI and steel companies, EPA has 
authority under Sec. 301 of federal water 
law to promulgate limitations for existing 
sources, EPA must also develop Sec. 304 
guidelines setting out range of limits appli- 
cable to industrial sources (CA 3) 1249 

Meat packing industry and slaughterhouses, 
most of EPA’s limitations upheld, EPA rul- 
ed having authority under Sec. 301 of 
federal water law to promulgate limitations 
for existing sources of water pollution (CA 
7) 1348 

Ore mining and dressing, interim final 
guidelines for existing sources adopted by 
EPA, guidelines and performance stan- 
dards for new sources and pretreatment 
standards for new and existing sources 
proposed, text 1265, 1274 

Organic chemicals industry, final amended 
guidelines for various subcategories 
adopted, EPA 1360; interim final 
guidelines and new source performance and 
pretreatment standards adopted by EPA, 
guidelines and standards proposed for 
application of best available technology, 
text 1504, 1557 

Seafood processing industry, final limitations 
and guidelines and performance and 
pretreatment standards amended, 19 new 
subcategories added, EPA 1357 

Toxic pollutants, proposed effluent standards, 
EPA proposes amended regulations for 
public hearings, text 1597, 1625 


ELECTRIC POWER 


See also UTILITIES 
Coal-fired generating plants in Northeast, 
Commerce Dept. advisory panel finds lack 
of equipment will prohibit most plants from 
meeting sulfur oxide limits by 1980, inten- 
sive effort urged to provide enough equip- 
ment for most plants by early 1980’s 1349 
Cooling towers, saltwater drift emitted into 
atmosphere may cause environmental 
damage, EPA study 1311 ; 
Environmental considerations in producing, 
using, and conserving electricity, EPA and 
Electric Power Research Institute sign 
memorandum of understanding to improve 
research and development programs 1708 
Federal Power Commission annual form on 
which electric utilities report air and water 
quality data, new section on future emission 
control plans and costs proposed 1369 
Fuel-burning sources eligible for compliance 
date extensions, temporary suspensions, 
and one-year postponements, regulations 
under Energy Supply and Environmental 
Coordination Act amended, EPA 1451 
Fuel switching program under Energy Supply 
and Environmental Coordination Act, 
one-third of plants may be unable to comply 
due to existing air pollution control laws, 
EPA memorandum, text 1383, 1403 


International connection facility in upstate 
New York, court has no jurisdiction to 
review F'PC permit authorizing project (CA 
2) 1654 

Landowners’ suit to enjoin construction of 
high voltage lines near or across properties, 
federal anti-injunction statute does not 
prohibit interference with state 
proceedings when necessary to effectuate 
purposes of NEPA, district court ruling 
reversed (CA 8) 1577 

Nondegradation of air quality 

—House bill (HR 10498) designating ‘“‘no- 
growth”’ areas would not block construction 
of new coal-fired plants, EPA-FEA revised 
analysis of impact on utilities 1357 

—Senate subcommittee’s proposed amend- 
ment, EPA revised analysis lowers es- 
timates of impact on plants, Strelow 1582 

Western states, growth in generating capacity 
projected at average annual rate of 6 per- 
cent between 1975 and 1984, nuclear power 
and uranium fuel requirements estimated, 
Western Interstate Nuclear Bd. report 1313 


ENERGY (In General) 


See also specific resources; ENERGY 
RESEARCH AND DEVELOPMENT AD- 
MINISTRATION; FEDERAL ENERGY 
ADMINISTRATION 

Clean growth commitment urged to provide 
for industrial growth and energy develop- 
ment without harming environment, im- 
pact of energy development in West 
emphasized, Train 1424 

Edison Electric Institute outlines “‘energy im- 
peratives’’ needed to assure adequate 
supplies and maintenance of fair electric 
rates, restrictive environmental legislation 
opposed, Crawford 1514 

Environmental impact statements on major 
energy projects, preparation guidelines 
developed, Battelle Memorial Laboratories 
study 1710 

Interior Dept. responsibility for nation’s 
energy development noted, twin objectives 
of domestic resource development and en- 
vironmental protection outlined, major 
decisions in recent weeks reviewed, Kleppe 
1370 

Urban areas, drafting committee of National 
Conference of Democratic Mayors issues 
position paper, national energy policy urged 
to guard against further degradation of en- 
vironment and continue viability of urban 
areas 1257 


ENERGY RESEARCH AND DEVELOPMENT 
ADMINISTRATION 


Appropriations 

—See also LEGISLATION, FEDERAL, HR 
8122 

—Fiscal 1977 request, breakdown 1648 

Coal conversion, construction of demonstra- 
tion plant to convert high-sulfur coal into 
clean boiler fuel, Illinois site selected 1333 

eae see PROCUREMENT, subhead: 
ERDA 


Liquid metal fast breeder reactor program, 
final impact statement issued, major waste 
management issue identified, Ad- 
ministrator Seamans and environmen- 
talists respond 1512 

Nuclear waste management operations at 
Hanford Reservation, Wash., impact state- 
ment finds only minor environmental im- 
pact, no adverse effects shown from 
chemical disposal activities and waste 
emissions 1513 


ENVIRONMENTAL IMPACT STATEMENTS 


Airport acquisition project funded by FAA 
grant, statement not required (DC NJ) 1254 
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Apartment complex construction in Chat- 
tanooga, Tenn., suit alleging HUD Dept. 
violated NEPA in approving sale of site, 
district court ruled correctly in dismissing 
suit for lack of standing (CA 6) 1411 

Bridge tolls, Federal Highway Ad- 
ministrator’s order reducing tolls on 
bridges owned and operated by Delaware 
River Port Authority upheld, Authority 
lacks standing to challenge toll schedule un- 
der NEPA (DC NJ) 1327 

Civil Aeronautics Board, regulations on sub- 
mitting environmental evaluations under 
NEPA amended 1471 


Coal development in Northern Great Plains, 
appeals court order requiring district court 
to determine whether contemplated 
development requires ‘‘regional’’ state- 
ment, Justice Dept. petitions for Supreme 
Court review, Siera Club brief opposes peti- 
tion 1381; review granted, appeals court in- 
junction stayed 1577 


Community development block grant 
program, HUD Dept. to make special study 
of local governments’ compliance with 
NEPA 1472 

Community development, grant application 
under Housing and Community Develop- 
ment Act, statement not required with in- 
Mal application, injunction denied (DC NY) 

5 


Concorde supersonic transport, proposed 
flights into U.S., final statement assesses 
noise and emission pollutants, decision on 
allowing flights postponed, Coleman 1313 

Darien Gap Highway through Panama and 
Columbia, Federal Highway Admn. enjoin- 
ed from taking further action pending com- 
pliance with NEPA (DC DC) 1350 


Discharge permit program, EPA proposed 
regulations requiring statement prepara- 
tion for new source permits, statements 
must consider for new source permits, 
statements must consider secondary non- 
water impacts, Zener 1415 

Energy projects, guidelines for preparing 
statements developed, Battelle Memorial 
Laboratories study 1710 


Environmental Impact Assessment Project, 
study appraised by Directors Winder and 
Allen, efforts to improve impact statement 
guidelines should focus on total NEPA 
process, summary of study 1233 


Farmers Home Admn., revised and 
redesignated procedures for complying 
with NEPA proposed 1451 


Federal agencies 

—Guidelines on NEPA compliance, CEQ does 
not support legislation to make guidelines 
binding, Peterson 1443 

—Inadequate statements requiring modifica- 
tion, list 1308, 1420, 1466 

—Statements submitted, list 1238, 1258, 1308, 
ne 1361, 1420, 1467, 1508, 1593, 1656, 


Federal Aviation Admn. proposed radar 
facility, statement upheld (CA 1) 1229 
Federal Trade Commission adjudicatory 
proceeding, cement manufacturer seeking 
injunction under NEPA lacks standing (CA 
DC) 1350 

Food and Drug Admn., amendments to NEPA 
regulations challenged by environmental 
group, motion for summary judgment filed 
(DC DC) 1690 

Forest Service logging activities in Six Rivers 
National Forest, Sierra Club suit alleging 
geological hazards, supplemental state- 
ment to be prepared, settlement agreement 
incorporated into final judgment (DC Calif) 
1382 


Freeway project requiring open cut through 
mountain, motion for preliminary injunc- 
tion denied, statement adequate (DC NC) 
1501 


10 (ER) 


ENVIRONMENTAL 
—Contd. 


IMPACT STATEMENTS 


Interstate highway, suit to biock construction 
due to possible effects on wetlands, three- 
fourths to be abandoned under terms of con- 
sent decree, remainder will not be con- 
structed until adequate statement is 
prepared (DC La) 1654 j 

Interstate land sales, appeals court ruling 
that HUD Dept. approval of filings requires 
preparation of impact statement, Supreme 
Court review granted 1381 

Liquid metal fast breeder reactor program, 
ERDA final statement issued, major waste 
management issue identified, Ad- 
ministrator Seamans and environmen- 
talists respond 1512 

Microwave towers, NEPA regulations on 
cutoff heights amended to correct disparity 
in application of rules, FCC 1312 

Migratory birds, Fish and Wildlife Service 
regulations permitting hunting of certain 
birds, suit alleging NEPA violation, district 
court’s order denying preliminary injunc- 
tion upheld (CA DC) 1654 

Mining, construction of exploratory test shaft, 
Minn. Environmental Quality Council’s 
decision not to require impact statement af- 
firmed (Minn SupCt) 1464 

National Environmental Policy Act, prepara- 
tion of statements as defense against litiga- 
tion scored, Peterson 1255 

National Highway Traffic Safety Admn., 
procedures for considering impacts and 
preparing statements adopted 1270 

Natural gas emergency legislation, FEA 
draft statement projects increased air 
pollution and sulfur oxides emissions from 
combustion of fuel oil and coal, other minor 
impacts predicted, comments innvited 1329 

Navy’s oceanographic program, proposed 
transfer from Md. to Miss. site blocked, 
deficiencies in statement ruled (DC DC) 
1380 


Nuclear-power reactor, Nuclear Regulatory 
Commission’s issuance of operating license 
upheld, NEPA review held satisfactory (CA 
DC). 1463 

Nuclear waste management operations at 
Hanford Reservation, Wash., ERDA state- 
ment finds only minor environmental im- 
pact, no adverse effects shown from 
chemical disposal activities and waste 
emissions 1513 

Offshore oil leasing and exploration, Califor- 
nia’s suit to enjoin Interior Dept.’s 
accelerated program rejected, impact 
statements held adequate, filing of program 
and site specific reports complies with 
NEPA (DC Calif) 1326 


Oil pipeline running from N.J. into Pa., 
Delaware River Basin Commission’s state- 
ment satisfies NEPA (DC Pa) 1326 

Predator control, EPA not compelled to 
follow NEPA procedures in cancelling 
registration of three chemical toxicants, 
low court’s action in enjoining enforcement 
ruled error (CA 10) 1227 , 

Procedures for reviewing impact 
assessments and statements, Army report 
available from NTIS 1600 

State condemnation proceedings, federal an- 
ti-injunction statute does not prohibit in- 
terference when necessary to effectuate 
purposes of NEPA, district court ruling 
reversed (CA 8) 1577 


Supreme Court ruling that ICC complied with 
EPA in approving proposed railroad 
freight rate increases, Council on En- 
vironmental Quality foresees no changes in 
impact statement procedures and 
guidelines as result, memo to federal agen- 
cies 1387 
Washington Environmental Policy Act, 
regulations interpreting and implementing 
law adopted, state Council on Environmen- 
tal Policy 1599 
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ENVIRONMENTAL PROTECTION AGENCY 


See also ADVISORY COMMITTEES; specific 
subject headings 

Budget request for fiscal 1977, breakdown by 
program areas, proposal calls for no new 
authorizations for sewage treatment con- 
struction grants program, charts on general 
and construction grants budgeting, text 
1641, 1670 

Consumer representation plan proposed as 
part of Administration effort to make 
government responsive to consumers, steps 
recommended for involving consumer 
groups in early stages of developing 
policies, standards, and regulations 1358 

Contracts, se PROCUREMENT 

Grants, see FINANCING, FEDERAL 

Inflation impact statement for major 
legislative proposals, regulations, and 
rules, guidelines approved, Office of 
Management and Budget 1386 

Information under Privacy Act of 1974, 
eons providing public access adopted 
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Memoranda 
—Electric power, memorandum of understand- 
ing signed with Electric Power Research 
Institute to improve research and develop- 
ment on environmental aspects 1708 
—National objectives for fiscal 1977, top 
priority objectives listed, Alm memo to 
regions 1410 
—Nuclear facilities, early issuance of water 
discharge permits authorized, memoran- 
dum of understanding with Nuclear 
Regulatory Commission 1464; roles of EPA 
and NRC in decisionmaking processes 
clarified, provisions of memo outlined, 
Chilk 1498 
—Pesticide cancellation and suspension ac- 
tivities, plan for next two years outlined, 
Train action memorandum 1711 
—Polychlorinated biphenyls, steps to 
eliminate introduction into environment 
outlined, Legro memo to regions 1705 
—Power plants ordered to convert from oil 
and natural gas to coal, one-third of plants 
may be unable to comply due to existing air 
pollution control laws, text 1383, 1403 
—Sewage treatment construction grants 
program 
——Combined sewer overflows and 
stormwater discharges, policy on use of 
grants summarized, planning re- 
quirements and criteria for project ap- 
proval listed, Rhett memo 1443 
——Step II grant applications for projects 
costing $10 million or more must be ac- 
companied by value engineering 
proposal, Rhett memo 1692 
——Treatment works jointly serving federal 
facilities and municipalities, guidance 
for determining allowable construction 
costs sent to regional administrators, 
Rhett memo 1502 
—Water quality management planning, 
memorandum signed with Bureau of Land 
Management to coordinate BLM planning 
with state and areawide planning 1661 
Regional activity 
—Chemical firm’s violations of Federal 
Insecticide, Fungicide, and Rodenticide 
Act, civil penalty imposed, Region I 1239 
—Discharge permit program, enforcement 
actions taken by Region IV, summary 1708 
—Enforcement actions 1239, 1257, 1303, 1336, 
1367, 1424, 1462, 1590, 1708 
—Louisville Gas & Electric Co. to install 
scrubbers on all power generating units, 
consent agreement with Region IV 1303; 
consent order issued, text 1378, 1395 
—Oil pollution violations, penalties imposed 
by Region II reported 1424 
—Polychlorinated biphenyls (PCBs) in New 
England area, research program aimed at 
monitoring substance and eliminating 
public health hazard initiated, Region I 
1596 


—Wyoming plan for certifying pesticide 
applicators approved on contingency basis, 
Region VIII 1266 

Research and development 

—Programs criticized as ‘‘mediocre,”’’ 
separation of long-term from short-term 
research suggested, MacDonald, House 
hearings 1365; charges answered by of- 
ficials in letters to critics, Talley 1660 

—Separation of research functions from 
regulatory activities opposed, Train 1460 

Water quality strategy paper issued, com- 
pliance monitoring and enforcement to be 
top priority during fiscal 1976... 1431 


FARMERS HOME ADMINISTRATION 


_National Environmental Policy Act, revised 


and redesignated procedures for com- 
pliance proposed 1451 


FEDERAL AGENCIES 
See specific agencies and departments 


FEDERAL AID 
See FINANCING, FEDERAL 


FEDERAL AVIATION ADMINISTRATION 


Airport noise abatement, Council on Wage 
and Price Stability urges FAA consider 
accepting EPA proposed rules for reduced 
flap setting and two-segment landing ap- 
proaches 1363 

Grants, see FINANCING, FEDERAL 

Radar facility, proposed construction in 
Mass., impact statement upheld (CA 1) 
1229 


FEDERAL COMMUNICATIONS COM- 
MISSION 


Microwave towers, NEPA regulations on 
cutoff heights amended to correct disparity 
in application of rules 1312 


FEDERAL ENERGY ADMINISTRATION 


Air pollution, study on pollution control and 
public attitudes criticized by National Assn. 
of Electric Companies, confusing and con- 
tradictory results cited, Megonnell 1369 

Air quality, congressional proposals for 
preventing significant deterioration, energy 
and economic costs projected, differences 
from EPA regulations detailed, draft 
analysis, text 1583, 1632 

Beverage containers, energy and economic 
impacts of mandatory deposits analyzed in 
draft report prepared for FEA, National 
Soft Drink Assn. criticizes study as 
deficient and misleading 1444 

ple request for fiscal 1977, breakdown 

646 


Clean air legislation, House committee 
members and Administration officials con- 
tinue to explore possible areas of agree- 
ment, FEA staff draft paper outlines op- 
tions for consideration, text 1695, 1713 

Natural gas emergency legislation, draft im- 
pact statement of Administration bill pro- 
jects increased air pollution and sulfur ox- 
ides emissions from combustion of fuel oil 
and coal, other minor impacts predicted, 
comments invited 1329 
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FEDERAL POWER COMMISSION 


Electric utilities 

—Environmental protection facilities and 
programs, regulations requiring annual 
reports on incremental expenditures 
adopted 1470 

—Reporting of air and water data, new sec- 
tion to annual form proposed for future 
emission control plans and costs 1369 

International electric connection facility in 
upstate New York, court has no jurisdiction 
to review FPC permit (CA 2) 1654 


FEDERAL TRADE COMMISSION 


Adjudicatory proceeding, cement manufac- 
turer seeking injunction under NEPA lacks 
standing (CA DC) 1350 


FEDERAL WATER POLLUTION CONTROL 
ACT 


See WATER QUALITY STANDARDS 


FERTILIZER MANUFACTURING 


See EFFLUENT LIMITATION 
GUIDELINES 


FINANCING, FEDERAL 


Se also LEGISLATION, FEDERAL, HR 
08 
Environmental Protection Agency 
—Grants to state and local governments, $330 
million awarded in August 1242 
—Lake restoration program authorized under 
Federal Water Act, initial grants awarded 
to six states 1595 
—Sewage treatment 
——See also LEGISLATION, FEDERAL, HR 
9560, HR 10886 
——Alternative methods for financing control 
and abatement of pollution reviewed, im- 
provement of existing construction 
grants program see as best method, EPA 
draft report to Congress 1324 
——Areawide management planning, con- 
ditions, policies, and procedures adopted 
for providing grants to state and area 
planning agencies and for development of 
planning processes and water quality 
management plans 1346 
——Areawide management program grants, 
National Assn. of Regional Councils files 
suit to force release of $137 million in im- 
pounded funds 1228 
——Budget proposal for fiscal 1977 contains 
no new authorizations for construction 
grants program, EPA charts on general 
and construction grants funding, text 
1641, 1670 
——Combined sewer overflows and 
stormwater discharges, detailed plan- 
ning requirements and criteria for pro- 
ject approval outlined, Rhett memoran- 
dum summarizing agency policy on use of 
grants 1443 
——Comptroller General Staats expresses 
concern over EPA handling of construc- 
tion grants, delegation of more respon- 
sibility to states recommended, letter to 
Senate and House committees 1350 
——Contract providing for joint financing of 
facility by municipality’ and private 
firm still applies after municipality 
received grant increase (CA 5) 1655 
——Design performance requirements, 
review of five EPA-funded plants shows 
none meeting requirements, recommen- 
dations on administration of program 
issued, GAO report 1698 
——Fiscal 1976, obligations for first six 
months totaled more than $1.65 billion, 
project funding statistics issued, fact 
sheet, text 1579, 1634 


——Great Lakes Basin, grants for treatment 
facilities nearly doubled in 1975. . . 1595 
——Joint treatment works serving: federal 
facilities and municipalities, guidance 
for determining allowable construction 
costs sent to EPA regional ad- 
ministrators, Rhett memorandum 1502 
——Legislation to amend Federal Water Act 
submitted to House, proposal may affect 
chances for enactment of pending 
amendments (HR 9560), proposal re- 
quires states to bear larger share of 
treatment costs, provisions 1649 
——Massachusetts and EPA to initiate 
10-year, $800 million construction 
program to improve control facilities in 
metropolitan Boston area 1668 
——Municipal sewage sludge, project in- 
volving conversion process into compost 
conducted in Bangor, Maine 1425 


——Municipal treatment works construction, 
contractor sought to analyze financing 
ability of municipalities 1358 

——New York City, default would jeopardize 
$1.5 billion in construction projects and 
possibly delay achievement of national 
pollution control goals, effects of 
bankruptcy projected, Samowitz, other 
comments 1297; Joint Economic Com- 
mittee report finds national impact of 
default difficult to assess due to lack of 
meaningful historical precedent 1297 

——Procurement of professional services un- 
der construction grants program, 
revisions and final regulations have ad- 
dressed earlier criticisms, changes from 
previous drafts outlined, Alm 1252; final 
regulations will require grantees to make 
down payment on equipment to contrac- 
tors, Washburn 1392; regulations 
adopted, provisions 1419 

——Report reviewing wastewater treatment 
works program available from NTIS 1663 

——Step II grant applications for projects 
costing $10 million or more must be ac- 
companied by value engineering 
proposal, Rhett memorandum 1692 


——Storm water, Congress may amend 
federal water law’s provisions, change in 
federal share of funding doubtful, Cahill 
1425 

——Training of treatment plant operators, 
New Hampshire town awarded first 
federal construction grant incorporating 
specific provision for use of funds from 
municipality’s user-charge system 1254 


—Small businesses, grants for pollution con- 
trol projects totaled almost $5 million in 
last six months of 1975 ... 1708 


—State public water system supervision 
grants, regulations promulgated 1653 

—Violating facilities list, no contracting 
facilities found on second EPA list 1711 


Federal Aviation Administration 

—Airport acquisition project funded by FAA 
grants, impact statement not required (DC 
NJ) 1254 

Housing and Urban Development Dept. 

—Community development block grant 
program, Dept. to make special study of 
local governments’ compliance with NEPA 
1472 

—Community development plan, application 
for grant under Housing and Community 
Development Act, impact statement not 
required with initial application, injunction 
denied (DC NY) 1255 

National Oceanic and Atmospheric Admn. 

—Coastal zone management programs, 
amendment to guidelines for awarding ad- 
ministrative grants proposed, text 1261, 
1290 

Transportation-related financial assistance 
programs, federal expenditures in 1974 
reported, GAO study 1242 
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FISH AND WILDLIFE 


Fish and Wildlife Service, budget request for 
fiscal 1977, breakdown 1644 

Migratory birds, Fish and Wildlife Service 
regulations permitting hunting of certain 
birds, suit alleging NEPA violation, district 
court’s order denying preliminary injunc- 
tion upheld (CA DC) 1654 

North Carolina city’s inadequately treated 
waste causing fish kill in Tar River, fine 
imposed 1239 

Ohio city’s sewage discharges causing fish 
kills in Great Mami River, state attorney 
general files damage suit 1240 

Oil and gas exploration and development in or 
affecting navigable waters and wetlands, 
guidelines for reviewing proposals adopted, 
Fish and Wildlife Service 1359 

Predator control, EPA not compelled to 
follow NEPA procedures in cancelling 
registration of three chemical toxicants, 
lower court’s action in enjoining enforce- 
ment ruled error (CA 10) 1227 


FLORIDA 


Sewage backups in Dade County, utility fined, 
Metro Environmental Resources Manage- 
ment Dept. 1239 

Sulfur dioxide standards, stringent levels for 
Date, Broward, and Palm Beach Counties 
relaxed, Environmental Regulation Com- 
mission 1362 


FLUOROCARBONS 


See CHEMICALS AND CHEMICAL IN- 
DUSTRY 


FOOD AND DRUG ADMINISTRATION 


National Environmental Policy Act 
regulations, amendments challenged by en- 
vironmental group, motion for summary 
judgment filed (DC DC) 1690 


FOREIGN AFFAIRS 
See INTERNATIONAL AFFAIRS 


FORESTS 


Six Rivers National Forest, Sierra Club suit 
alleging geological hazards from Forest 
Service logging activities, supplemental 
impact statement to be prepared, settle- 
ment agreement incorporated into final 
judgment (DC Calif) 1382 


G 


GASOLINE 
See MOTOR VEHICLES 


GENERAL ACCOUNTING OFFICE 


Natural gas, economic and environmental im- 
pact of curtailments anticipated for up- 
coming winter assessed, report 1259 

Pesticide hazards, EPA and FDA found main- 
tain nmaintaining inadequate safety data, 
report to Congress 1506 yi 

Radioactive wastes, establishment of criteria 
for selecting land disposal sites urged, 
program management and regulatory im- 
provements needed, role of ERDA and NRC 
in selecting sites outlined, report to 
Congress 1666 

Reclamation Bureau water projects, report 
finds many projects exceed costs ceilings 
authorized by Congress, House hearings 
scheduled, Moorhead (D-Pa) 1327 
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Sewage treatment construction grants 
program, review of five EPA-funded plants 
shows none meeting design performance 
requirements, recommendations on ad- 
ministration of grants program issued, 
report to Congress 1698 

Toxic substances, GAO estimates compliance 
with proposed control legislation could cost 
chemical industry between $100 and $200 
million annually, methodologies of EPA 
and industry estimates criticized, Havens, 
Senate hearings 1234 

Transportation system development, federal 
role and current policy issues detailed, 
federal expenditures in 1974 for transpor- 
tation-related assistance program reported, 
study 1242 


GEOLOGICAL SURVEY 
Budget request for fiscal 1977, breakdown 
1643 


Gulf of Mexico, pollution control orders 
proposed for oil and gas drilling equipment, 
pollution, and waste disposal 1430 

Outer Continental Shelf development 

—Drilling and development programs, revis- 
ed regulations adopted to provide 
precedures for state review of plans 1233 

—Safety and pollution prevention standards, 
development procedures adopted 1515 

—Stratigraphic test wells, permit for drilling 
first of two wells on Atlantic Shelf approved 
1362 

Water produced from wells on federal and In- 
dian oil and gas lesses, final disposal re- 
quirements published 1427 


GRAIN MILLS 


See EFFLUENT 
GUIDELINES 


LIMITATION 


GRANTS 
See FINANCING, FEDERAL 


HAWAII 


Air quality implementation plan, public 
availability of emission data, EPA revision 
approved 1359 

Resource recovery, solid waste task force 
recommends governor establish statewide 
advisory council 1465 


HEALTH, EDUCATION, AND WELFARE 
DEPARTMENT 


Contracts, see PROCUREMENT 


HIGHWAYS 


See also NATIONAL HIGHWAY TRAFFIC 
SAFETY ADMINISTRATION 

Bridge tolls, Federal Highway  Ad- 
ministrator’s order reducing tolls on 
bridges owned and operated by Delaware 
River Port Authority upheld, Authority 
lacks standing to challenge toll schedule un- 
der NEPA (DC NJ) 1327 

Darien Gap Highway through Panama and 
Columbia, Federal Highway Admn. enjoin- 
ed from taking further action pending com- 
pliance with NEPA (DC DC) 1350 

Freeway project requiring open cut through 
mountain, motion for preliminary injunc- 
tion denied, impact statement adequate 
(DC NC) 1501 
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Interstate highway, suit to block construction 
-due to possible effects on wetlands, three-- 
fourths to be abandoned under terms of con- 
sent decree, remainder will not be con- 
structed until adequate impact statement is 
prepared (DC La) 1654 


HOUSING AND URBAN DEVELOPMENT 
DEPARTMENT 


Apartment complex construction in Chat- 
tanooga, Tenn., suit alleging Dept. violated 
NEPA in approving sale of site, district 
court ruled correctly in dismissing suit for 
lack of standing (CA 6) 1411 

Community development block grant 
program, Dept. planning to make special 
study of local governments’ compliance 
with NEPA 1472 

Grants, see FINANCING, FEDERAL 

Interstate land sales, appeals court ruling 
that Department’s approval of filings re- 
quires preparation of impact statement, 
Supreme Court review granted 1381 


IDAHO 


Air quality implementation plan, EPA ap- 
proves revision establishing state 
procedures for issuance of pollution source 
permits 1241; EPA proposes revision es- 
tablishing consent order for Beker In- 
dustries and providing replacement regula- 
tion for control of sulfuric oxides from sul- 
furic acid plants, text 1263, 1273; sulfur 
dioxide control strategy promulgated by 
EPA as revision, smelters required to use 
“reasonably available’ constant emission 
controls coupled with selective use of 
supplementary control systems 1299; EPA 
proposes revisions to strategy to specific 
how Bunker Hill Company’s smelter should 
report excess pollutants, text 1704, 1716 

Meridian’s petition to discharge treated 
effluent from sewage facility into creek, 
hearing scheduled, Health and Welfare 
Dept. 1657 

Pesticide applicator certification, state plan 
submitted to EPA for approval 1365 


ILLINOIS 


Air quality standards, regulation prohibiting 
degradation of existing clean air areas up- 
held, three other emissions requirements 
suspended pending further state review (Ill 
SupCt) 1690 

Phosphate cleaning products, Chicago En- 
vironmental Control Dept. delays ban until 
end of 1976 ... 1517 

Sewage facilities and solid waste demonstra- 
tion projects, programs funded by state 
EPA during 1975 reported, Briceland 1515 

Sulfur dioxide emissions control, legislation 
signed by governor authorizing Pollution 
Control Board to allow existing fuel com- 
bustion sources to use intermittent control 
system until 1985 as alternative approach 
1336 

Sulfur dioxide standards, reduced death rate 
in Chicago found coinciding with attain- 
ment of standards, EPA study urged, 
Dumelle 1416 


IMPACT STATEMENTS 


See ENVIRONMENTAL IMPACT 
STATEMENTS 


INDIANA 


Air quality implementation plan, public 
availability of emission data, EPA revision 
approved 1359 

Automobile shredding operation, suit alleging 
nuisance under state law, district order 
closing down operation and awarding 
damages to residents reversed (CA 7) 1577 

Bethlehem Steel Corp. granted 5-month ex- 
tension for eliminating pollution from coke 
ovens, Air Pollution Control Board 1239 

Stream Pollution Control Board, annual 
report issued, water quality control ac- 
tivities reviewed 1363 


INDUSTRY (In General) 


See also specific subject headings 

3M Co., Minn., conservation-oriented ap- 
proach to pollution control adopted, pollu- 
tion prevention to be considered early in 
product development and process design 
stages 1236 

Aluminum reduction plants, performance 
standards for new and modified primary 
plants adopted, EPA 1704 

Bellefontaine Ginning Co., Miss., owner fined 
for operating cotton gin without permit, 
operations halt ordered pending installation 
of pollution control equipment, state Air 
and Water Pollution Control Commission 
1366 


Climax Molybdenum Co., Pa., ground- 
breaking ceremonies held for proposed sul- 
furic acid plant 1712 

Effluent limitation guidelines, see EF- 
FLUENT LIMITATION GUIDELINES 

Envirotech Corp., ultrasonic sludge and 
slurry transmitter developed using solid 
state integrated circuits to provide linear 
readout of percent solids displayed 1236 

Firestone Tire & Rubber Co. to conduct pilot 
project to remove sulfur oxides from 
emissions produced by high-sulfur coal, 
consent agreement with Pa. Environmental 
Resources Dept. 1598 

General Electric Co., N.Y., permit allowing 
discharge of polychlorinated biphenyls into 
Hudson River, EPA proposes modification 
to achieve zero discharge level by 1977 ... 
1590 


Glass industry may be forced out of New 
Jersey due to costs of complying with state 
particulate standard, Scarry report for 
Labor and Industry Dept. 1659 

Hercules, Inc., Miss., state pollution control 
agency imposes fine for eight violation of 
control regulations 1709 

Holly Sugar Co., Mont., waste discharges into 
Yellowstone River in violation of Federal 
Water Act, EPA fine imposed 1708 

Kennecott Copper Co., Utah 

—Air pollution control expenditures, firm’s 
$280 million estimate seen exaggaration, 
controls will not force closing or reduction 
in operations, Stanford Research Institute 
study prepared for EPA, firm challenges 
conclusion 1586 

—Sulfur dioxide emissions, adopted revision 
to state air plan provides control strategy, 
EPA 1364 

Korman Corp., Pa., penalty assessed for 
allowing illegal sewage flow into sewer in- 
terceptor, Environmental Hearing Board 
1240 

Metals aid minerals firms form Smelter En- 
vironmental Research Assn. to study poten- 
tial environmental and occupational health 
effects of emissions and effluents 1306 

National Can Corp. opposes EPA proposed 
guidelines to ban nonreturnable beverage 
containers at federal facilities, Klotz 1598 

Plant closings and curtailments due to en- 
vironmental control requirements listed, 75 
plants closed between 1971-1975, EPA 
report to Labor Dept. 1592; OCAW study 
finds environmental factors not major con- 
sideration in closing 1593 
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Publicly owned companies, regulation propos- 
ed requiring disclosure of compliance with 
federal environmental laws, Securities and 
Exchange Commission 1262; extension of 
comment period unlikely, proceedings to 
ast, comments will be closed to public 

Reynolds Aluminum Recycling Co., increase 
in recycled aluminum reported through 
September 1271 ; 

Solid waste workers, injury reporting and in- 
formation system established by EPA for 
collecting and analyzing data on related 
factors 1269 

U.S. Pipe and Foundry Co., Ala., adjudicatory 
hearing concerning issuance of discharge 
permit, EPA Administrator Train rules 
Sec. 303 standards must be ‘‘implemented”’ 
but need not be ‘“‘met’’ by 1977 deadline 
1321; decision upholding permit modified 
by Train, decision challenged by Alabama 
in petition for review filed with appeals 
court 1699 

Workplace pollution reduction, closer 
relationship between environmentalists and 
labor movement urged, Woodcock 1306 


INFORMATION 


See also LEGISLATION, FEDERAL, S 1410, 
S 1415; PUBLICATIONS AND REPORTS 

Air quality implementation plans, public 
availability of emission data, revisions to 
24 plans approved, EPA 1359 

Electric utilities’ reporting of air and water 
quality data, Federal Power Commission 
proposes new section to annual form on 
future emission control plans and costs 
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Privacy Act of 1974 

—Publie access to information, regulations 
adopted, EPA 1309 

—Water Resources Council proposes 
amendments based on recommendations of 
interagency task force 1598 

Publicly owned companies, regulation propos- 
ed requiring disclosure of compliance with 
federal environmental laws, Securities and 
Exchange Commission 1262; extension of 
comment period unlikely, proceedings to 
consider comments will be closed to public 
1419 

Solid waste workers, injury reporting and in- 
formation system established by EPA for 
collecting and analyzing data on related 
factors 1269 


INORGANIC CHEMICALS INDUSTRY 
See EFFLUENT LIMITATION GUIDE- 
LINES 


INTERIOR DEPARTMENT 


See also internal bureaus and agencies 

Appropriations 

—See also LEGISLATION, FEDERAL, HR 
8773 


—Fiscal 1977 request, breakdown 1643 

Coal leasing, Dept. proceeding with drafting 
final regulations, issues remaining to be 
decided by Secretary identified, Peck 1586; 
BLM’s Energy Minerals Activity 
Recommendation System adopted by 
Secretary Kleppe, previously announced 
procedures for promulgating final regula- 
tion revised 1707 

Contracts, see PROCUREMENT 

Energy development, Secretary Kleppe out- 
lines twin objectives of domestic resource 
development and environmental protection, 
major energy decisions in recent weeks 
reviewed 1370 


INTERNATIONAL AFFAIRS 


Economic Commission for Europe, inter- 
national desulfurization seminar 
recommends governments establish goals for 
sulfur control regulations, summary of ac- 
‘tions and recommendations 1307 

Japanese officials meet with EPA on mutual 
problems and technology development in 
sewage control, papers presented 1269 

U.S.-USSR Joint Committee on Cooperation in 
Environmental Protection, fourth meeting 
held, report on 1975 activities and 
memoranda of implementation setting 
forth 1976 plans adopted 1269 


INTERSTATE COMMERCE COMMISSION 


Railroad freight rates 

—See also LEGISLATION, FEDERAL, S 
2718 

—Supreme Court ruling that Commission 
complied with NEPA in approving proposed 
increases, CEQ foresees no changes in im- 
pact statement procedures and guidelines 
as result of decision, memo to federal agen- 
cies 1387 


IRON AND STFEL INDUSTRY 


See EFFLUENT LIMITATION GUIDE- 
LINES; STEEL INDUSTRY 


J 


JAPAN 


Sewage control, officials meet with EPA on 
mutual problems and technology develop- 
ment, papers presented 1269 


JOURNAL 


Congress 1245, 1293, 1318, 1341, 1373, 1405, 
1438, 1454, 1685, 1717 

Executive branch 1246, 1293, 1341, 1373, 
1405, 1454, 1493, 1572, 1637, 1685, 1718 

Local government 1294, 1374, 1494, 1572, 
1637, 1686, 1718 

Meetings scheduled 1293, 1342, 1374, 1406, 
1494, 1573, 1637, 1686, 1718 

State government 1246, 1294, 1318, 1342, 
1373, 1406, 1494, 1572, 1637, 1685, 1718 


K 


KENTUCKY 


Air pollution permit requirements, state’s 
suit to compel federal facilities to apply for 
state permits, Justice Dept. holds federal 
facilities subject only to substantive laws 
and not to procedural requirements, 
Supreme Court oral arguments 1581 

Air quality implementation plan, EPA 
proposes revision, text 1419, 1437 

Coal firm’s strip mining permit violations, 
firm directed to show cause why permit 
should not be revoked, hearing scheduled, 
Natural Resources Dept. 1310 


KEPONE 
See PESTICIDES 


LABOR DEPARTMENT 


Welfare recipients in seven states assisted in 
finding environment-related jobs, agree- 
ment with EPA 1709 
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LAKES AND RIVERS 


(Includes other bodies of water, e.g. bays) 

See also RIVER BASINS 

American River, Calif. utility district’s deci- 
sion to contract with U.S. Reclamation 
Bureau for water violates state constitu- 
tion, district may be required to recycle or 
reclaim wastewater, case remanded (Calif 
CtApp) 1326 

Boston Creek, Va., hearing scheduled to con- 
sider reclassification of creek and 
tributaries as public water supply, state 
Water Control Board 1240 

Casco Bay, grounding of tanker resulting in 
oil spill, Coast Guard negligence in failing 
to maintain buoys in charted positions held 
sole proximate cause (DC ME) 1229 

Freshwater lakes, federal grant program 
aimed at restoring quality of lakes, initial 
grants awarded to six states, EPA 1595 

Great Lakes Basin, grants for wastewater 
treatment facilities nearly doubled in 1975, 
EPA 1595 

Great Miami River, Ohio, city’s sewage dis- 
charges causing fish kills, state attorney 
general files damage suit 1240 

Hudson River, N.Y., permit allowing General 
Electric Co. to discharge polychlorinated 
biphenyls, EPA proposes modification to 
achieve zero discharge level by 1977... 
1590 

James River, Va., kepone poisoning from 
chemical plant’s discharges, Governor 
Godwin announces EPA will conduct tests 
to determine contamination levels 1511; 
state Air Pollution Control Board finds no 
detectable levels of kepone in air samples 
taken near plant 1597 

Lake Champlain, excessive concentrations of 
polychlorinated biphenyls found in fish 
samples, Vermont Health Dept. 1516 

Lake Superior, mining firm’s taconite dis- 
charges, firm ordered by district court to 
pay $100,000 to supply Duluth, Minn., with 
filtered water, order stayed temporarily, all 
further judicial proceedings halted pending 
further action by court (CA 8) 1329; 
District Court Judge Lord ordered removed 
from case by appeals court, gross bias and 
deliberate denial of due process cited 1500; 
District Court Chief Judge Devitt assumes 
control of case, parties directed to submit 
memoranda and appear in court 1585 

Shagawa Lake, Minn., EPA environmental 
research laboratory devises pilot tertiary 
treatment system for removing phosphorus 
from wastewater 1450 

Tar River, N.C., city’s inadequately treated 
wastes causing fish kill, fine imposed 1239 

Yellowstone River, Montana sugar firm’s 
waste discharges in violation of Federal 
Water Act, EPA fine imposed 1708 


LAND MANAGEMENT, BUREAU OF 
Budget request for fiscal 1977, breakdown 
1644 


Outer Continental Shelf oil leasing 

—Eastern Gulf of Mexico, bids requested 1666 

—Southern California area, bids for oil and 
gas leases requested 1270 

—Western Gulf of Alaska, nominations for 
possible leasing requested 1243 

Solid waste disposal, regulations proposed for 
complying with EPA guidelines and Solid 
Waste Disposal Act, text 1240, 1244 

Water quality management planning, 
memorandum signed with EPA to coor- 
dinate land management with state and 
areawide planning under Federal Water 
Act 1661 


LAND USE 


Colorado strip mined lands, regulations 
adopted requiring applicants to submit 
programs for revegetation and restoration, 
Land Reclamation Board 1472 
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Connecticut inland wetlands, amendments to 
state law require agency to conduct public 
hearings before amending or repealing 
regulations 1241 

Environmental management, policy state- 
ment urges land use be considered essential 
element, National Planning Assn. 1270 

Interstate land sales, appeals court ruling 
that HUD Dept. approval of filings requires 
preparation of impact statement, Supreme 
Court review granted 1381 

Maine draft comprehensive plan, hearing 
scheduled to receive comments, Conserva- 
tion Dept. 1657 


LEGISLATION, FEDERAL 
See also CONGRESS 


HR 

3118, Clean Air Act, amendment 

—Upper-atmosphere research, bill requiring 
EPA to study fluorocarbons and other 
emissions that might affect ozone layer, 
reported out by House Science and 
Technology Committee 1232 

3995, Nuclear power plants 

—Bill to facilitate siting and licensing, 
nuclear power industry and public interest 
groups opposed, proposal seen limiting 
public’s right to participate in activities, 
testimonies, Joint Atomic Energy Com- 
mittee 1254 

5247, Public works 

—Talmadge (D-Ga) amendment to revise for- 
mula for allocating sewage treatment 
grants to give equal weight to state pop- 
ulations and water needs, House conferees 
reject provision, conferees plan to establish 
$1 billion funds for states running out of 
money under existing allocation formula 
1302; conferees reach tentative agreement 
to provide additional $1 billion for fiscal 
1977 to EPA’s construction grants program 
for certain jurisdictions, allocation for- 
mula detailed, list of states and awards 
1347 

5272, Noise Control Act, amendment 

—Passed by Senate and sent to House, ad- 
ditional appropriations authorized, 
provisions 1353 

6721, Coal leasing 

—Melcher (D-Mont) motion to revive vetoed 
strip mine bill (HR 25) defeated by House 
Interior Committee, leasing bill reported on 
voice vote 1253; Rules Committee action 
scheduled, Interior Dept. proceeding with 
drafting final regulations 1586; Senate will 
take no action on legislation until House 
decides course of action on revived strip 
mine bill (HR 9725) 1706 

7108, Environmental 
demonstration grants 

—Passed by House and referred to Senate 
Commerce Committee for consideration, 
authorization for fiscal 1976 grants provid- 
ed 1353 

8122, Appropriations, FY 1976 

—Public works and energy research funding, 
conference report approved by House and 
Senate 1426 : 

8231, Federal regulatory activity 

—Clawson (R-Calif) bill to give Congress veto 
power over new regulations issued by ex- 

. ecutive agencies, EPA, Labor Dept., FTC 
and other federal officials opposed, 
testimonies, House hearings 1232 

8401, Uranium enrichment 

—President’s proposed bill to encourage 
uranium enrichment by private industry, 
Administration witnesses questioned on 
wisdom of relinquishing public monopoly 
and on implications for future con- 
gressional budgetary authority, 
testimonies, Joint Atomic Energy Com- 
mittee 1371 


research and 
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8631, Nuclear power 

—Nuclear accidents, bill to extend limited 
liability insurance program for additional 
ten years, approved by House and sent to 
Senate, summary of provisions 1393 

8773, Appropriations, FY 1976 

—Interior Dept. and releated agencies, $5.7 
billion funding bill for fiscal year and tran- 
sition period, passed by Senate, conference 
committee scheduled, funding breakdown 


8841, Federal Environmental Pesticide Con- 
trol Act, amendment 

—Extension bill, reported by Senate 
Agriculture and Forestry Committee, 
notification requirement and other House- 
passed provisions modified, new provisions 
dealing with data compensation and 
judicial review added, summary 1236; 
compromise bill approved. by conferees, 
Senate amendments to increase 
agricultural community’s input into EPA’s 
regulatory activities rejected, funding ex- 
tension adopted, compromise language on 
provision concerning certification of 
private applicators approved, summary of 
provisions 1299 

9294, Oil spills 

—Bill to determine liability and provide com- 
pensation for damages and to implement 
two international conventions, supported by 
CEQ Chairman Peterson, other 
testimonies, House Merchant Marine Sub- 
committee 1233 


9560, Federal Water Pollution Control Act, 
amendment 

—Senate-passed bill, confusion over alloca- 
tion of construction grants money among 
individual states delaying House subcom- 
mittee action 1232; bill to extend 
authorizations and improve administrative 
operations and efficiency, reported by 
House Public Works Subcommittee, state 
certification under sewage treatment con- 
struction grants program revised, other 
amendments adopted, summary 1302; bill 
(HR 10886) to permit EPA to award single 
grants for design and construction phases of 
wastewater treatment plants, committee 
officials expect bill to be attached as 
amendment 1497; EPA proposed 
amendments submitted to House to revise 
construction grants program may delay or 
kill chances for enactment of bill, 
provisions 1649 

9725, Strip mining 

—Melcher (D-Mont) bill introduced, Senate 
action on coal leasing legislation (HR 6721, 
S 391) hinges on what House decides to do 
with revived bill, summary of provisions, 
hearings scheduled 1706 


10318, Toxic substances 

—House Interstate and Foreign Commerce 
Subcommittee begins markup 1270; ap- 
proved by subcommittee and reported to 
full committee 1353; committee expected 
to consider bill early in next session 1429 


10498, Clean Air Act, amendment 

—House Interstate and Foreign Commerce 
Committee adopts proposals requiring EPA 
to set standards for hazardous substances, 
vinyl chloride, cadmium, arsenic, and 
polycyclic organic matter made subject to 
regulation, other amendments adopted 
1352; bill to prevent significant deteriora- 
tion by designating ‘‘no-growth’’ areas, 
provisions would not block construction of 
new coal-fired electric power plants, 
EPA-FEA analysis of impact on electric 
utilities 1357; committee and Administra- 
tion officials continue to explore possible 
areas of agreement on controversial issues, 
FEA staff draft paper outlines options for 
consideration, text 1695, 1713; 
amendments endorsed by governmental, 
commercial, and public health groups, 
letters to Commerce Committee 1712 


10807, Motor vehicles 

—Bill to expand federal inspection 
demonstration projects to include tests of 
automobile fuel efficiency and noise levels, 
approved by House 1709 

10886, Federal Water Pollution Control Act, 
amendment 

—Wastewater treatment plants, bill to permit 
EPA to award single grants for design and 
construction phases, Public Works and 
Transportation Committee officials expect 
bill to be attached as amendment to HR 
9560... 1497 


Ss 

391, Coal leasing 

—Senate will take no action on legislation un- 
til House decides course of action on reviv- 
ed strip mine bill (HR 9725) 1706 

776, Toxic substances control 

—Nelson (D-Wis) introduces amendment to 
prohibit use of polychlorinated biphenyls in 
commerce except under close EPA regula- 
tion 1471 

1410, National resources 

—Nelson (D-Wis) bill to establish national 
resources and materials information 
system, American Mining Congress urges 
delay in enactment, testimonies, Senate 
Commerce Committee 1366 

1415, National resources 

—Tunney (D-Calif) bill to establish identifica- 
tion and reporting procedures on shortages 
of products, materials, and resources, 
American Mining Congress urges delay in 
enactment, American Mining Congress 
urges delay in enactment, testimonies, 
Senate Commerce Committee 1366 

1717, Nuclear power plants 

—Bill to facilitate siting and licensing, 
nuclear power industry and public interest 
groups opposed, proposal seen limiting 
public’s right to participate in activities, 
testimonies, Joint Atomic Energy Com- 
mittee 1254 

2035, Uranium enrichment 

—President’s proposed bill to encourage 
uranium enrichment by private industry, 
Administration witnesses questioned on 
wisdom of relinquishing public monopoly 
and on implications for future con- 
gressional budgetary authority, 
testimonies, Joint Atomic Energy Com- 
mittee 1371 

2709, Solid Waste Disposal Act, extension 

—Passed by Senate and sent to House, bill ex- 
tends Act until Sept. 30, 1976, funding 
provided for research, technical assistance, 
planning support, and administrative 
responsibilities 1352 

2710, Federal Water Pollution Control Act, 
amendment 

—Passed by Senate and sent to House, 15- 
month extensions of certain authorizations 
provided, funding breakdown 1353 

2718, Rail Services Act, amendment 

—Tunney (D-Calif) bill to provide for 
Interstate Commerce Comm. review of 
freight rates to ensure no discrimination 
against recycled materials, passed by 
Senate 1431; conference report adopted by 
House and sent to President 1467 


LITIGATION (In General) 


See also CITIZENS’ SUITS; SUPREME 
COURT OF THE UNITED STATES 

Airport acquisition projects funded by FAA 
grant, impact statement not required (DC 
NJ) 1254 

Billboards, town ordinance banning off-- 
premise signs challenged by advertising 
company, ordinance upheld for aesthetic 
reasons (Mass SupJudCt) 1449 
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LITIGATION (In General)—Contd. 


Bridge tolls, Federal Highway Ad- 
ministrator’s order reducing tolls on 
bridges owned and operated by Delaware 
River Port Authority upheld, Authority 
lacks standing to challenge schedule under 
NEPA (DC NJ) 1327 

Community development plan, grant applica- 
tion under Housing and Community 
Development Act, regulations requiring no 
impact statement with initial applications 
do not violate NEPA, injunction denied (DC 
NY) 1255 

Cooling tower system construction at nuclear 
plant, municipality preempted by federal 
law from barring construction that will 
violate zoning ordinances (NY SupCt) 1327 

Corn wet milling industry effluent guidelines, 
EPA existing source regulations ruled in- 
valid for not setting out range of numbers 
for effluent reduction and not specifying 
factors to be used in applying technology to 
given plant (DC Iowa) 1691 

Discharge permit program, EPA decision up- 
holding permit for U.S. Pipe and Foundry 
Co. modified by Administrator Train, deci- 
sion challenged by Alabama in review peti- 
tion filed with appeals court 1699 

Dredge and fill material discharges into U.S. 
waters without permit, private developer 
ordered to remove part of access road con- 
structed in violation of federal water law, 
civil fine imposed (DC’Fla) 1449 

Effluent limitations, EPA has authority to 
promulgate limits for existing sources un- 
der Sec. 301 of federal water law, EPA 
must also develop Sec. 304 guidelines set- 
ting out range of limitations applicable to 
industrial sources (CA 3) 1249; EPA 
authority to promulgate limits upheld in se- 
cond case, most limitations applicable to 
meat slaughterhouses and packinghouses 
upheld (CA 7) 1348; appeals court has 
jurisdiction to directly review regulations, 
question of EPA authority not addressed, 
dismissal of manufacturers’ suit to review 
regulations for inorganic chemicals upheld 
(CA 4) 1501; chemical firms petition for 
Supreme Court review 1691 ‘ 

Electric power, FPC permit authorizing in- 
ternational connection facility in upstate 
New York, court has no jurisdiction to 
review permit (CA 2) 1654 


Federal Trade Commission adjudicatory 
proceeding, cement manufacturer seeking 
injunction under NEPA lacks standing (CA 
DC) 1350 


Grain mills, pretreatment standards for new 
sources in corn wet milling subcategory, 
EPA adopts admendment in response to 
appeals court remand 1265 

Heptachlor and chlordane, major uses of 
pesticides suspended by EPA Ad- 
ministrator Train, administrative law 
judge’s decision reversed, manufacturer 
files petition for review 1457 


Illinois regulation prohibiting degradation of 
existing clean air areas upheld, three other 
emission requirements suspended pending 
further state review (Ill SupCt) 1690 

Kepone exposure, poisoning from ant and 
roach killer found in vicinity of former Va. 
chemical plant, criminal violations of 
federal air and water pollution laws alleg- 
ed, case referred by EPA to U.S. Attorney 
for possible prosecution 1417; Governor 
Godwin announces EPA will conduct tests 
to determine contamination levels in James 
River, Senate subcommittee schedules 
hearing on impacts 1511; state Air Pollu- 
tion Control Board finds no detectable 
levels of kepone in air samples taken near 
plant 1597; TPA and OSHA to sign formal 
memorandum of understanding to provide 
quick communication if violations are 
observed by either agency, Train, other 
testimonies, Senate hearings 1700 


Navy’s oceanographic program, proposed 
transfer from Md. to Miss. site blocked, 
deficiencies in impact statement ruled (DC 
DC) 1380 | 

New Jersey ban on dumping of out-of-state 
wastes within its borders upheld, state 
Waste Control Act and regulations do not 
control Act and regulations do not con- 
travene Commerce Clause of U.S. Constitu- 
tion (NJ SupCt) 1349; ban stayed by U.S. 
Supreme Court Justice Brennan until 
affected municipalities can file appeal 1501 

Nuclear reactors, appeals court decision 
prohibiting state preemption of federal con- 
trols does not affect Vermont’s regulations, 
state assistant attorney general’s opinion 
1429 

Ocean dumping of sewage sludge, permits 
allowing Philadelphia and Camden, N.J., to 
dump sludge off Maryland coast, state re- 
quests district court to force EPA to res- 
cind permits 1382 

Ohio air quality implementation plan, 
challenge to EPA approval by steel mills 
and power companies held premature (CA 
6) 1228 

Oil pipeline running from N.J. into Pa., 
Delaware River Basin Commission’s im- 
pact statement satisfies NEPA (DC Pa) 
1326 

Oil spill by grounded tanker in Casco Bay, 
negligence of Coast Guard in failing to 
maintain buoys in charted positions held 
sole proximate cause (DC Me) 1229 

Outer Continental Shelf petroleum develop- 
ment 

—California’s suit to enjoin Interior Dept.’s 
accelerated program off state’s coast re- 
jected, impact statements held adequate, 
filing of program and site specific reports 
complies with NEPA (DC Calif) 1326 

—Southern Calif., lease sale of tracts, 
preliminary injunction to halt opening of 
bids denied, coalition of cities and counties 
to continue litigation (DC DC) 1411 

Predator control, EPA not compelled to 
follow NEPA procedures in cancelling reg- 
istration of three chemical toxicants, 
lower court’s action in enjoining en- 
forcement pending impact statement 

Reclamation projects, state may not impose 
terms or conditions on federal projects, 
water board must grant applications if un- 
appropriated water is available (DC Calif) 
1325 


Reserve Mining Co.’s air and water dis- 
charges, district court order requiring firm 
to pay $100,000 to supply Duluth, Minn., 
with filtered water, order stayed tem- 
porarily, all further judicial proceedings 
halted pending further action by court (CA 
8) 1329; District Court Judge Lord ordered 
removed from case by appeals court, gross 
bias and deliberate denial of due process 
cited 1500; District Court Chief Judge 
Devitt assumes control over case, parties 
directed to submit memoranda and appear 
in court 1585 

Sewage treatment facility, contract providing 
for joint financing by municipality and 
private firm still applies after municipality 
received increase in EPA grant (CA 5) 1655 

State water quality management plans, ten 
power companies file suit to enjoin EPA 
from enforcing regulations issued under 
Water Act 1464 

Sulfur dioxide emissions, EPA position in per- 
mitting use of intermittent controls when 
continuous controls are not economically 
feasible upheld, EPA order promulgating 
control strategy for Nevada affirmed (CA 
9) 1383 

Transportation control plans, three appeals 
court decisions concerning constitutionali- 
ty, EPA and Justice Dept. considering 
whether to appeal issue to Supreme Court 
or refashion rationale to comply with 
rulings, summary of decisions and findings 
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1225; Justice Dept. to seek Supreme Court 
review of decisions on validity of controls 
1411; petition for review filed 1497 

U.S. Steel Corporation’s possible criminal 
violations of Clean Air Act, lower court 
decision halting grand jury’s investigation 
due to pending state enforcement action 
reversed (CA 3) 1227 

Waste treatment, federal water law grants 
for areawide management programs, 
National Assn. of Regional Councils files 
suit to force release of $137 million in im- 
pounded funds 1228 


LOUISIANA 


Air quality implementation plan, public 
availability of emission data, EPA revision 
approved 1359 


MAINE 


Air quality implementation plan, state 
delegated authority for enforcing perfor- 
mance standards for new stationary 
sources and emission standards for hazar- 
dous pollutants, EPA 1510 

Land use, hearing scheduled to receive com- 
ments on draft comprehensive plan, 
Conservation Dept. 1657 

Nondegradation of air quality, study alleging 
proposed amendments would prohibit 
future growth of state paper industry, 
American Paper Institute charges Muskie 
(D-Maine) was ‘‘misled’’ by information in 
EPA critique 1266 


MANAGEMENT AND BUDGET, OFFICE OF 


Inflation impact statements for major EPA 
legislative proposals, regulations, and 
rules, guidelines approved 1386 


MARINE AFFAIRS 


See CONTINENTAL SHELF; OCEANS; 
SHIPS AND BOATS 


MARYLAND 


Air quality implementation plan, EPA 
revisions proposed, text 1309, 1316; public 
availability of emission data, EPA revision 
approved 1359; revision approved by EPA, 
provision requiring reduction in fuei sulfur 
content deferred 1419 

FMC Corp. chemical plant’s emissions of 
nitrosamines, EPA air samples show high 
concentrations near plant, state Health and 
Mental Hygiene Dept. orders firm to show 
cause why plant should not be closed pend- 
ing installation of control equipment, 
hearing scheduled 1379; firm to discontinue 
production of rocket fuel which results in 
dimethyl nitrosamine byproduct, hearing 
postponed 1450 

Hazardous and industrial wastes, additional 
legislation needed to strengthen state con- 
trol programs, Water Resources Admn. 
report to legislature 1309 

Ocean dumping of sewage sludge, permits 
allowing Philadelphia and Camden, N.J., to 
dump sludge off state coast, state requests 
district court to force EPA to rescind per- 
mits 1382 


16 (ER) 


MASSACHUSETTS 


Air quality implementation plan, public 
availability of emission data, EPA revision 
approved 1359; regulations ‘governing sul- 
fur content of fuels in Metropolitan Boston 
area relaxed, EPA revision approved 1419 

Water pollution control facilities in 
metropolitan Boston area, state and EPA to 
initiate 10-year, $800 million construction 
program to improve facilities 1668 


MEAT PACKING INDUSTRY 


See EFFLUENT LIMITATION 
GUIDELINES 


MEETINGS 
See CONFERENCES AND MEETINGS 


MICHIGAN 


Air quality implementation plan, state 
delegated authority to enforce performance 
standards for new stationary sources and 
national emission standards for hazardous 
pollutants, EPA 1594 ; 

Marine sanitation, EPA certifies that ade- 
quatg facilities are available to dispose of 
sewage from vessels using state waters 


1602 

Polychlorinated biphenyls, state’s proposed 
control program, Natural Resources Dept. 
requests EPA funding assistance 1660 


MINES, BUREAU OF 
Budget request for fiscal 1977, breakdown 
1645 


Urban refuse, three recycling plants schedul- 
ed for construction to implement pollution- 
free technology developed by Bureau 1452 


MINING 


See also COAL; EFFLUENT LIMITATION 
GUIDELINES, subhead: Ore mining; 
STRIP MINING 

Exploratory test mining shaft construction, 
Minn. Environmental Quality Council’s 
decision not to require impact statement af- 
firmed (Minn SupCt) 1464 

Metals and minerals firms form Smelter En- 
vironmental Research Assn. to study poten- 
tial environmental and occupational health 
effects of emissions and effluents 1306 

New York Mined Land Reclamation Law, 
hearings on proposed rules and regulations 
scheduled, Environmental Conservation 
Dept. 1712 

Reserve Mining Co.’s air and water dis- 
charges, district court order requiring firm 
to pay $100,000 to supply Duluth, Minn., 
with filtered water, order stayed tem- 
porarily, all further judicial proceedings 
halted pending further action by court. (CA 
8) 1329; District Court Judge Lord ordered 
removed from case by appeals court, gross 
bias and deliberate denial of due process 
cited 1500; District Court Chief Judge 
Devitt assumes control over case, parties 
directed to submit memoranda and appear 
in court 1585 


MINNESOTA 


Air quality implementation plan, public 
availability of emission data, EPA revision 
approved 1359 

Exploratory test mining shaft construction, 
Environmental Quality Council’s decision 
not to require impact statement affirmed 
(Minn SupCt) 1464 
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Nondegradation of air quality, industries may 
face serious economic problems if Congress 
passes pending legislation, Minn-Wisc. 
oe Suppliers Group report, comments 

56 


Reserve Mining Co. granted three-week delay 
in ordering air pollution control equipment, 
Pollution Control Board 1239 

Sanitary landfill permit, hearing scheduled to 
consider revocation, suspension, or 
modification, Pollution Control Authority 
1310 


MISSISSIPPI 


Air and Water Pollution Control Commission 

—Ginning firm fined for operating cotton gin 
without permit, halt to operations ordered 
pending installation of control equipment, 
other enforcement actions 1366 

—Hercules, Inc., fined for eight violations of 
pollution control regulations 1709 

Air quality implementation plan, public 
availability of emission data, EPA revision 
approved 1359 

Pesticide applicator certification, state plan 
submitted to EPA for approval 1365 


MISSOURI 


Air quality implementation plan, public 
availability of emission data, EPA revision 
approved 1359; Natural Resources Dept. 
schedules hearing to approve submitted 
compliance schedules and modify state’s 
plan to include schedules 1510; utility’s 
challenge of emission limitations, appeals 
court ruling that EPA cannot consider 
economic and technological feasibility in 
approving plans, Supreme Court schedules 
oral arguments, briefs filed 1580 


MONTANA 


Air quality implementation plan, public 
availability of emission data, EPA revision 
approved 1359 : 


MOTOR VEHICLES 


See also LEGISLATION, FEDERAL, HR 
10807 

Arizona Health Services Dept. to conduct in- 
loko and maintenance program, EPA 

0 

California 

—American Motors Corp. fined $4.2 million 
for producing polluting cars and submitting 
false test reports, stop-sale order for three 
AMC models issued, Air Resources Board 
1507 

—Catalyst-equipped vehicles, manufacturers 
prohibited from selling without 50,000-mile 
warranty, Air Resources Board ruling 1237 

—Heavy-duty diesel vehicles, hearing 
scheduled on certificates of compliance, 
Air Resources Board 1310 

—Light-duty vehicles, hearings on assembly 
line test procedures scheduled, Air 
Resources Board 1310 

Catalytic converters, importation of 
catalyst-equipped vehicles, regulations 
amended, EPA 1451 

Chrysler Corp. lean-burn engine, introduction 
delayed until January 1976... 1236 

Emission standards 

—Air quality problems projected in year 2000 
despite tough standards, numerous 
violations of oxidant and nitrogen oxide 
standards predicted, health effects and 
cost-effectiveness estimated, federal in- 
teragency draft report 1584 


—Evaporative emissions regulations for light 
duty vehicles and trucks, revisions begin- 
ning with 1978 model year proposed by 
EPA, text 1595, 1603 

—House Interstate and Foreign Commerce 
Committee’s proposed timetable, Stork out- 
lines objections due to pollution potential of 
proposal, sulfuric acid issue requires slow 
movement on tougher emission rules 1499 

—Selective enforcement audit (SEA) of 
assemblyline vehicles, General Motors 
Corp. urges modification of proposed 
regulations to correct deficiencies noted in 
industry comments, Fisher 1667 

—Senate Public Works Committee schedules 
markup sessions on Clean Air Act 
amendments, staffers considering various 
alternatives for phasing in tougher 
emissions controls, EPA staff paper 
questions approach 1226; package of 
amendments reported by subcommittee to 
full committee, extension of deadlines for 
meeting standards included, summary of 
provisions and excerpts from recommen- 
dations, text 1229; timetable for cleaning 
up auto exhausts to top list of issues when 
committee begins work on legislation, Ran- 
dolph (D-WVa) 1271; amendments to ex- 
tend 1977 statutory requirements for 
hydrocarbons, carbon monoxide, and 
nitrogen oxide adopted by committee 1301; 
committee adopts amendment to postpone 
1978 clean-up rules to 1979, proposals to 
require percentage of 1978 cars to meet 
original statutory standards for hydrocar- 
bons and carbon monoxide rejected, new 
timetable for cleaning exhausts proposed, 
comments and reactions 1321; proposal for 
splitting automotive emission rules from 
general set of amendments rejected, test 
procedures for carrying out selective en- 
forcement audits of production cars and 
other emission standards adopted 1378 

—St. Louis citizens group urges three-year 
moratorium on future emission controls, 
air bags, and Gamageabllity standards, 
350,000 signatures collected on petitions, 
Ingles 1352 

—Sulfurie acid, EPA having difficulties in 
developing standard, emissions from 
catalyst-equipped vehicles lower than 
previously thought, Train 1459 

—Testing regulations for 1977 vehicles sold in 
high altitudes, General Motors Corp. urges 
revision due to Calif. compliance problem, 
Starkman 1667 

Gasoline 

—California proposed certification 
procedures for vapor recovery systems, Air 
Resources Board hearing scheduled 1712 

—Regisiration of fuels and fuel additives, 
EPA regulations adopted 1267 

—Vapor recovery, EPA proposed regulations 
requiring cities to install properly certified 
control equipment, Colo., Health Dept. 
urges delay in promulgation 1469 


General Motors Corp., expenditures of $1.3 
billion to meet pollution control and safety 
standards estimated for 1976, Terrell 1711 

Importation of catalyst-equipped vehicles, 
regulations amended, EPA 1451 

Indiana auto shredding operation, suit alleg- 
ing nuisance under state law, district court 
order closing down operation and awarding 
damages to residents reversed (CA 7) 1577 

Motorcycles, EPA proposed emission rules 
would have only limited impact on air quali- 
ty, adoption opposed, Council on Wage and 
Price Stability 1392 

New York City traffic problem, EPA order 
requiring city to reduce on-street parking 
in midtown Manhattan questioned, studies 
indicate curtailment would not reduce traf- 
fic due to abundance of private parking, 
Low 1661 

Recalls due to defects in emission control 
equipment, 1.5 million vehicles recalled 
from 1972 through 1974, EPA 1432 
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Recycling of automotive parts and tires, in- 
dustry spokesmen urge maximum use of 
recycled parts on Government vehicles, 
other governmental action requested, 
Collins, White House conference 1333 

Transportation control plans, see AIR 
QUALITY STANDARDS; specific states 


N 


NATIONAL COMMISSION ON WATER 
QUALITY 


Report on effects of achieving 1983 water 
goals, commission plans to release final 
report to public around Dec. 1, recommen- 
dations to be withheld until public has been 
afforded opportunity for comment 1272; 
completed draft staff report recommends 
maintaining objectives of Federal Water 
Pollution Control Act, summary of major 
findings and recommendations, five public 
hearings scheduled to review draft 1391; 
public hearings scheduled in five cities dur- 
ing January 1425; Natural Resources 
Defense Council urges concerned en- 
vironmentalists to submit comments or 
appear at scheduled hearings 1505; hearing 
held, Muskie (D-Me) suggestions that final 
report should not include legislative 
recommendations to Congress rebutted by 
Rockefeller and Cleveland (R-NH), other 
testimonies 1651; commission seeks ad- 
ditional congressional funds to complete 
report and recommendations 1697 

Timetable for completion of commission’s 
work, Rockefeller memorandum es- 
tablishing new timetable creating conflict 
among participants, comments and reac- 
tions 1235 


NATIONAL ENVIRONMENT POLICY ACT 


See ENVIRONMENTAL IMPACT 
STATEMENTS 


NATIONAL HIGHWAY TRAFFIC SAFETY AD- 
MINISTRATION 


Environmental impact statements, prepara- 
tion procedures adopted 1270 


NATIONAL OCEANIC AND ATMOSPHERIC 
ADMINISTRATION 


Budget request for fiscal 1977, breakdown 
1645 


Coastal zone management conference, pause 
between exploration and development of 
outer continental shelf proposed to give 
states and localities opportunity to evaluate 
and participate, progress on coastal zone 
development grants reported, Knecht, 
other speakers 1427 

Coastal zone management programs, amend- 
ment to guidelines for awarding ad- 
ministrative grants proposed, text 1261, 
1290 

Stratospheric ozone, destruction rate from 
nitrogen oxides can be calculated through 
new NOAA-developed technique 1472 


NATIONAL PARK SERVICE 
Budget request for fiscal 1977, breakdown 
1644 


- 


NATIONAL RESEARCH COUNCIL 


Nuclear power, study on role among energy 
alternatives, hearings scheduled in five 
cities 1508 


NATIONAL SCIENCE FOUNDATION 


Advisory group named to examine issues 
and opportunities involving use of 
technology in fostering economic and en- 
vironmental goals, list of members 1334 

Budget request for fiscal 1977, breakdown 
1646 


NATURAL GAS 
See OIL AND GAS 


NAVY 


Oceanographic program, proposed transfer 
from Md. to Miss. site blocked, deficiencies 
in impact statement ruled (DC DC) 1380 


NEBRASKA 


Air quality implementation plan, public 
availability of emission data, EPA revision 
approved 1359 


NEVADA 


Air quality implementation plan, public 
availability of emission data, EPA revision 
approved 1359; EPA order promulgating 
sulfur dioxide control strategy affirmed 
EPA position in permitting use of intermit- 
tent controls only when continuous controls 
are not economically feasible upheld (CA 9) 
1383 

Air quality regulations, amendments require 
registration certificates for construction of 
new complex sources with parking 
capacities for 1,000 motor vehicles and for 
modification of existing sources 1310 


NEW HAMPSHIRE 


Air quality implementation plan, revision ap- 
proved by EPA amending various state 
regulations 1334; recordkeeping 
regulations for discharging facilities, EPA 
approves revision eliminating confidentiali- 
ty clause 1658 


NEW JERSEY 


Air quality implementation plan, public 
availability of emission data, EPA revision 
approved 1359; mass transit priority incen- 
tive programs, EPA proposes revision text 
1594, 1630; revision adopted 1704 

Chemical and oil storage tanks, regulations to 
control emissions adopted, Environmental 
Protection Dept. 1517 

Coastal area construction, applicants whose 
permits are denied by Environmental 
Protection Dept. may appeal to Coastal 
Area Review Board, regulations adopted 
1360 

Construction permit applications, law requir- 
ing Environmental Protection Dept. to act 
within 90 days, implementation regulations 
adopted 1469 

Energy facilities siting in coastal areas, En- 
vironmental Protection Dept. seeks public 
input on setting criteria, Byrne 1429 

Environmental Protection Dept., third 
quarterly report for 1975 issued actions 
summarized 1336 


Open burning of herbaceous materials and 
orchard prunings, regulations adopted by 
Environmental Protections Dept., Bardin 
1241 

Particulate standard, strict limits could force 
glass industry from state, increase in glass 
melting costs projected, Scarry report for 
Labor and Industry Dept. 1659 

Vapor control regulations for storage of 
volatile organic substances adopted, En- 
vironmental Protection Dept. 1710 
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Waste dumping, state has authority to ban 
dumping of out-of-state wastes within its 
borders, Waste Control Act and regulations 
do not contravene Commerce Clause of U.S. 
Constitution (NJ SupCt) 1349; ban stayed 
by U.S. Supreme Court Justice Brennan un- 
til affected municipalities can file appeal 
1501 


NEW MEXICO 


Air quality implementation plan, public 
availability of emission data, EPA revision 
approved 1359; Environmental Improve- 
ment Board schedules hearing to consider 
schedule of compliance petitions of two fuel 
companies 1510 

Water quality stndards for Rio Grande Basin 
Stream, hearing scheduled to consider 
amendments, Water Quality Control 
Comm. 1240 


NEW YORK 


Aerosol products containing chlorofluorocar- 
bons, hearings scheduled to consider 
proposed labeling regulations, Environmen- 
tal Conservation Dept. 1240; labeling re- 
quirements adopted 1512 

Air quality implementation plan, revision ap- 
proved by EPA 1241; public availability of 
emission data, EPA revision approved 1359 

Discharge permit program, state delegated 
enforcement authority by EPA, permit 
regulations adopted Environmental Conser- 
vation Dept. 1264 

Environmental Quality Review Act, draft 
rules and regulations to implement law, 
hearings scheduled, Environmental Conser- 
vation Dept. 1240 

Manhattan traffic problem, EPA order re- 
quiring city to reduce on-street parking 
questioned, studies indicate curtailment 
would not reduce traffic due to abundance 
of private parking, Low 1661 

Marine sanitation, EPA certifies that ade- 
quate facilities are available to dispose of 
sewage from vessels using Lake George 
1602 

Mined Land Reclamation Law, hearings on 
proposed rules and regulations scheduled, 
Environmental Conservation Dept. 1712 

New York City, default would jeopardize $1.5 
billion in sewage treatment construction 
projects and possibly delay achievement of 
national pollution control goals, effects of 
bankruptcy projected, Samowitz, other 
comments 1297; Joint Economic Com- 
mittee report finds national impact of 
default difficult to assess due to lack of 
meaningful historical precedent 1297 


NITROGEN AND NITROGEN OXIDES 


Stationary sources, Senate Public Works 
Committee adopts amendment requiring 
EPA to make one-year study and report to 
Congress on possible emissions penalty and 
system for new and/or existing sources 
1377 

Stratospheric ozone, destruction rate from 
nitrogen oxides can be calculated through 
new technique developed by National 
Oceanic and Atmospheric Admn. 1472 


NOISE 


See also LEGISLATION, FEDERAL, HR 
5272 

Airport noise abatement, FAA urged to con- 
sider accepting EPA proposed rules for 
reduced flap setting and two-segment land- 
ing approaches, Council of Wage and Price 
Stability 1363 
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NOISE—Contd. 


Concorde supersonic transport, final impact 
statement on proposed flights into U.S. 
released, noise and emission pollutants es- 
timated, decision on allowing flights post- 
poned, Coleman 1313; landings at JFK and 
Dulles Airports may be undesirable due to 
noise problem, EPA preliminary assess- 
ment detailed, Train, House hearings 1430; 
Transportation Dept. public hearing, EPA 
urges denial of landing rights due to ex- 
cessive noise, Strelow, other testimonies 
1502; EPA formally revises noise proposal 
to ban most production Concorde’s from 
U.S., proposal conforms with EPA con- 

--clusions. on final impact statement, Train 
1588 

Interstate rail carriers, final noise emission 
standards adopted, EPA 1591 

Portable air compressors, final noise emis- 
sion standards adopted, EPA 1591 


NORTH CAROLINA 


Discharge permit program, state delegated 
authority for controlling discharges, EPA 
1241 

Rivers basins, hearing scheduled to consider 
water quality management plans, Natural 
and Economic Resources Dept. 1510 

Rocky Mount’s inadequately treated wastes 
causing fish kill in Tar River, environmen- 
tal management office fines city 1239 


NORTH DAKOTA 


Air quality implementation plan, public 
availability of emission data, EPA revision 
approved 1359; revision approved exten- 
ding secondary particulate standard attain- 
ment date, EPA 1471 


NUCLEAR REGULATORY COMMISSION 
See ATOMIC ENERGY 


OCEANS 

Dumping 

—Dredged material, suit alleges EPA criteria 
to regulate dumping not ‘‘legally suf- 
ficient,’ district court requested to bar 
Corps of Engineers from issuing permits 
1326 

—House subcommittees schedule joint 
hearings on dumping problems, EPA of- 
ficial expects “‘hostile’’ reception 1508; 
oversight and authorization hearings held, 
EPA’s reluctance to request sufficient 
money to successfully enforce and monitor 
dumping law criticized, testimonies 1693 

—Sewage sludge, permits allowing 
Philadelphia and Camden, N.J., to dump 
sludge off Maryland coast, state requests 
district court to force EPA to rescind per- 
mits 1382 

Gulf of Mexico, orders on oil and gas drilling 
equipment and pollution and waste disposal 
proposed, Geological Survey 1430 

Navy's oceanographic program, proposed 
transfer from Md. to Miss. site blocked, 
deficiencies in impact statement ruled (DC 
DC) 1380 

Oil spills, see LEGISLATION, FEDERAL, 
HR 9294; OIL AND GAS 


OFFICES 


See other parts of title and specific subject 
headings 
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OHIO 


Air quality implementation plan, challenge to 
EPA approval by steel mills and power 
companies held premature (CA 6) 1228; 
EPA proposes revision establishing sub- 
stitute regulation for sulfur dioxide control, 
text 1263, 1284; EPA schedules four public 
hearings on proposed rules 1330; EPA 
proposes revision to extend final attain- 
ment dates for national ambient standards, 
text 1595, 1631; state requests EPA to 
modify proposed sulfur dioxide strategy, 
regulatory overkill charged, Burr, other 
comments 1702 

Heavy metals discharged into river causing 
pollution kill of mussels and clams fine im- 
posed, Natural Resources Dept. 1590 

Piqua’s sewage discharges causing fish kills 
in Great Miami River, state attorney 
general files damage suit against city 1240 

Solid waste program regulations, hearing 
scheduled to consider total revision, state 
EPA 1657 

Strip mining, firm found operating outside 
limits of license, fine imposed, Natural 
Resources Dept. 1590 

Sulfur dioxide emissions, hearings scheduled 
to consider proposed control regulations, 
air pollution control agency 1310 


OIL AND GAS 


American Petroleum Institute annual 
meeting, board of directors votes $1.6 
million increase in 1976 research on en- 
vironmental protection, survey details 
spending increase since 1966 ... 1256 

Delaware River Basin Commission’s ap- 
proval of oil pipeline running from N.J. into 
Pa., impact statement satisfies NEPA (DC 
Pa) 1326 

Exploration and development in or affecting 
navigable waters and wetlands, guidelines 
for reviewing proposals adopted, Fish and 
Wildlife Service 1359 

Fuel-burning sources eligible for compliance 
date extension, temporary suspensions, and 
one-year postponements, regulations under 
Energy Supply and Environmental Coor- 
dination Act amended, EPA 1451 

Gasoline, see MOTOR VEHICLES 

Natural gas 

—Administration emergency bill, Federal 
Energy Admn. draft impact statement 
projects increased air pollution and sulfur 
oxides emissions from combustion of fuel 
oil and coal, minor impacts predicted, com- 
ments invited 1328 

—Economic and environmental impact of cur- 
tailments anticipated for upcoming winter 
assessed, GAO report 1259 

Offshore development, see CONTINENTAL 
SHELF 

Oil spills 

—See also LEGISLATION, FEDERAL, HR 
9294 


—Casco Bay, discharge from grounded 
tanker, Coast Guard negligence in failing to 
maintain buoys in charted positions held 
sole proximate cause (DC Me) 1229 

—Casco Bay, discharge from grounded 
tanker, Coast Guard negligence in failing to 
maintain buoys in charted positions held 
sole proximate cause (DC Me) 1229 

—Liberian tanker’s discharges near Florida 
Keys, captain arrested for failure to report 
incident 1257 

—National Oil and Hazardous Substances 
Pollution Contingency Plan, CEQ proposes 
revisions to improve coordination of agen- 
cies in on-scene spill response activities, 
text 1666, 1676 

—Penalties imposed for oil pollution 
violations reported, EPA Region II 1424 

—Tank vessels carrying oil in domestic trade, 
regulations to prevent spills amended, 
Coast Guard 1595 


Pollution controls, technology exists for 
refineries to comply economically with 
federal standards, pollution control records 
among industry assessed, control costs 
projected, Council on Economic Priorities 
study released, firms respond 1413 

Water produced from wells on federal and In- 
dian oil and gas leases, final disposal re- 
quirements published, Geological Survey 
1427 


OKLAHOMA 


Air quality implementation plan, revision 
proposed by EPA for sulfur oxides control 
strategy, text 1241, 1244; public availabili- 
ty of emission data, EPA revision approved 
1359 


ORE MINING 


See EFFLUENT LIMITATION GUIDE- 
LINES 


OREGON 


Air pollution, increased regulation of in- 
dustrial emissions favored over further 
restrictions on automobiles, sources of 
pollution reviewed, report by state 
Graduate Center for Study and Research 
1587 

Air quality implementation plan, two 
revisions proposed by EPA consisting of 
recodified version of statutes and 
regulations for preconstruction review of 
indirect sources 1334; public availability of 
emission data, EPA revision proposed 
1360; EPA proposes revision to provide 
regulations for preconstruction review of 
indirect sources in Lane County 1510 


ORGANIC CHEMICALS INDUSTRY 


See EFFLUENT LIMITATION GUIDE- 
LINES 


OUTDOOR RECREATION, BUREAU OF 
Budget request for fiscal 1977, breakdown 
1644 


OUTER CONTINENTAL SHELF 
See CONTINENTAL SHELF 


OZONE LAYER 


See LEGISLATION, FEDERAL, HR 3118; 
WEATHER 


PAPER 


American Paper Institute, guidelines for 
determining paper recyclability published 
1271 


Maine industry, study alleging proposed 
regulations for nondegradation of air quali- 
ty would prohibit future growth, American 
Paper Institute charges Muskie (D-Maine) 
was ‘‘misled’’ by information in EPA 
critique 1266 

Recovery through separate collection 
systems and recycling described, booklets 
published by EPA and American Paper 
Institute, Inc. 1470 
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PARTICULATE MATTER 


Arizona air pollution control regulations 
revised, particulate emissions limits set for 
cement plant kilns in Phoenix-Tucson con- 
trol region, Health Dept. 1311 

Fine Sl Shen scientific uncertainties 
preclude setting ambient standard at pre- 
sent time, alternatives suggested, 
Steigerwald 1393 

New Jersey standard, economic impact on 
glass industry analyzed, compliance costs 
may force industry from state, Scarry 
report for Labor and Industry Dept. 1659 

North Dakota air quality plan, EPA approves 
revision extending secondary particulate 
standard attainment date 1471 

Utah air quality plan, revision approved 
relating to control of particulate matter 
from copper smelter, EPA 1419 


PENNSYLVANIA 


Air quality implementation plan, revision ap- 
proved by EPA amending regulations for 
glass production melting furnaces 1334; 
public availability of emission data, EPA 
revision approved 1359 

Environmental master plan, preliminary edi- 
tion prepared by Environmental Resources 
Dept., policy recommendations to protect 
environmental values issued for eight 
critical areas 1468 

Firestone Tire & Rubber Co. to conduct pilot 
project to remove sulfur oxides from 
emissions produced by high-sulfur coal, 
consent agreement with Environmental 
Resources Dept. 1598 

Korman Corp. assessed penalty for allowing 
illegal sewage flow into sewer interceptor, 
Environmental Hearing Board 1240 

Pittsburgh air pollution emergency, high con- 
centration of pollutants prompts county 
pollution control bureau and EPA to order 
50 industries to curtail operations 1336 

Sulfur dioxide regulations, study launched to 
evaluate adequacy of rules up to 1985, God- 
dard 1240 


PESTICIDES 
See also LEGISLATION, FEDERAL, HR 
8841 


Cancellation and suspension activities, EPA 
plans for next two years outlined, action 
memorandum, Train 1711 

Chemical toxicants used in predator control, 
EPA not compelled to follow NEPA 
procedures in cancelling registration, lower 
court’s action in enjoining enforcement rul- 
ed error (CA 10) 1227 

Citrus fruits, tolerance for combined residues 
of insecticide and its oxygen analog propos- 
ed, EPA 1270 

Federal Insecticide, Fungicide, and Roden- 
ticide Act, chemical firm assessed civil 
penalty for violations, EPA Region I 1239 

Heptachlor and chlordane, EPA Ad- 
ministrative Law Judge Perlman 
recommends use not be suspended, no im- 
minent hazard found 1415; decision revers- 
ed by Administrator Train, major uses of 
pesticides suspended, conclusive proof of 
actual harm not necessary, manufacturer 
and Environmental Defense Fund file 
petitions for review 1457 

Idaho plan for certification of pesticide 
applicators submitted to EPA for approval 
1365 


Insecticide made from naturally occurring in- 
sect virus, first registration by EPA an- 
nounced 1709 


Kepone 

~‘Giinical evaluation of exposed workers to be 
continued by Virginia Medical College, 
HEW Dept. contract awarded 1472 


—Poisoning from ant and roach killer found in 
vicinity of former Va. chemical plant, 
criminal violation of federal air and water 
pollution laws alleged, case referred by 
EPA to U.S. Attorney for possible prosecu- 
tion 1417; Governor Godwin announces 
EPA will conduct tests to determine con- 
tamination levels in James River, Senate 
subcommittee schedules hearing on impact 
1511; state Air Pollution Control Board 
finds no detectable levels of kepone in air 
samples taken near plant 1597; EPA and 
OSHA to sign formal memorandum of un- 
derstanding to provide quick communica- 
tion if violations are observed by either 
agency, Train, other testimonies, Senate 
hearings 1700 

Mercury-containing pesticides, EPA Ad- 
ministrative Law Judge Levinson proposes 
cancellation of uses which cause adverse 
environmental effects, retention of other 
use recommended 1417; National Paint and 
Coating Assn. supports decision 1514 

Mirex, use in controlling fire ants, 
EPA-USDA memorandum of understanding 
will not change Allied Chemical Co.’s deci- 
sion to stop producing substance, agree- 
ment criticized 1243 

Mississippi plan for certification of pesticide 
applicators submitted to EPA for approval 
1365 

Mortality rates seen limiting detection caused 
by pesticides due to latent period between 
introduction of chemical and appearance of 
tumors, National Academy of Sciences 
report 1418 

Production and sales during 1974 detailed, 
International Trade Comm. preliminary 
report 1425 

Safety and effectiveness of pesticides and 
residue tolerance levels, EPA and FDA 
found maintaining inadequate data, GAO 
report to Congress 1506 

Washington plan for certification of pesticide 
applicators submitted to EPA for approval 
1365 


Wyoming plan for certifying pesticide 
applicators approved on contingency basis, 
EPA Region VIII 1266 


POLYCHLORINATED BIPHENYLS 


See CHEMICALS AND CHEMICAL IN- 
DUSTRY 


POWER PLANTS 


See ATOMIC ENERGY; ELECTRIC 
POWER 


PRESIDENT OF THE UNITED STATES 


State of the Union Address, President makes 
no direct mention of environment, massive 
government regulation criticized, Muskie 
(D-Me) delivers Democratic response 1668 


PROCUREMENT 


Commerce Dept. 

—Alaska’s outer continental shelf, contractor 
sought to conduct expanded environmental 
assessment by evaluating physical 
transport processes and effects of 
petroleum-related contaminants 1428 

Corps of Engineers 

—Navigable waterways, environmental 
assessment study of small projects and 
related construction activities, awarded 


—Air pollutants screening for potential car- 
cinogenic properties, awarded 1428 

—Air pollution analyzer testing and technical 
support for reference and equivalent 
method determinations, awarded 1597 


—Air pollution exposures, contract to study 
risk to public, awarded 1359 

—Air pollution technical literature, screen- 
ing, cataloging, abstracting, and indexing, 
awarded 1428 

—Air quality data handling system and emis- 
sion inventory subsystem, installation, per- 
mit and registration in Juneau, Alaska, 
awarded 1271 

—Air quality impact of energy and industrial 
process sources, contractors sought to con- 
duct dispersion modeling evaluations 1665 

—Air quality implementation plan develop- 
ment, diffusion modeling analysis, air 
quality and emissions data base analysis, 
ambient air quality monitoring, enforce- 
ment impact analysis, and miscellaneous 
control support, contractors sought to 
assist EPA and states 1312 

—Air quality maintenance area, development 
of maintenance plan for EPA Region VIII, 
awarded 1428 

—Air samples, contract to produce, optimize, 
and evaluate massive volume samples, 
awarded 1597 

—Aircraft gas turbine particulate emissions, 
contractor sought to study chemical com- 
position 1665 

—Ambient air pollutants, analysis through 
use of gas chromatography and mass spec- 
trometry, awarded 1428 

—Ambient air quality monitoring around 
large point sources, contractor sought to 
determine national magnitude and costs 
1271 

—Anaerobic digester heated by solar energy, 
development, awarded 1359 

—Animal feeding operations in Ill., 
demonstration of vegetative filter for con- 
trolling runoff, awarded 1243 


—Aquifer dewatering, evaluation of cost 
effectiveness, awarded 1469 

—Automotive emission assessment support 
for agency’s recall, warranty, and anti-- 
tampering program, contractor sought 1472 


—Automotive parts, contract to investigate 
effect on vehicle and engine emissions for 
phases I and II, awarded 1597 


—Buses, contract to develop legal review 
report and prepare draft impact studies, 
awarded 1597 

—Coal conversion systems, evaluation of 
transient pollutants, awarded 1597 

—Coal conversion to low-sulfur fuel, 
research, awarded 1359 

—Coal desulfurization, bench-scale study of 
Meyers process, awarded 1359 


—Coal-fueled power plants, field measure- 
ment analysis of concentrations of sulfur 
dioxide, sulfates, nitric oxide and nitric 
dioxide in air, awarded 1311 

—Coal refuse piles and slurry ponds, pollution 
control guidelines development, awarded 
1428 


—Community Health Air Monitoring 
Program, contractor sought to operate, 
maintain, and validate program at station 
sites in five states 1510 

—Discharge permit program litigation in 
EPA Region III, technical assistance, 
awarded 1359 

—Drinking water, study on removing 
organics, awarded 1428 

—Energy-related wastes and effluents, iden- 
tification of components, awarded 1428 

—Energy resource development in Southwest, 
air monitoring of toxic substances and 
suspended particles, awarded 1359 

—Environmental impact statements, draft 
and final statements for EPA Region V, 
awarded 1469 

—Environmental regulations survey and 
assessment of pollution potential and con- 
trol technology applications, awarded 1428 

—Environmental research, analysis of 
capabilities of quick response to specific 
areas, awarded 1311 
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PROCUREMENT—Contd. 


EPA—Contd. 

—Environmental samples, contractor sought 
to provide on-call collection and analysis 
1428 


Ae gas desulfurization systems, study of 
disposal of by-products, awarded 1428 

—Flue gas treatment technology, projects to 
demonstrate nitrogen oxide process in utili- 
ty and industrial combustion sources, con- 
tractors sought 1597 

—Fugitive emission sampling techniques 
development, awarded 1597 

—Hazardous chemicals, contractor sought to 
conduct extensive literature searches and 
analyses to provide information for evalua- 
tion of known and suspected chemicals 1243 

—Hazardous wastes in organic chemical, 
pesticides, and explosives industry, con- 
tractor sought to evaluate and develop 
alternatives to incineration and land dis- 
posal for treatment and disposal 1271 

—Illinois environmental position reclassifica- 
tion study, awarded 1243 

—Irrigation agriculture, preparation of 
rae for controlling pollutants, awarded 

66 

—Land cultivation and refuse farming, con- 
tractor sought to gather data and assess ac- 
tivities to support agency in developing con- 
trols for proper disposal of hazardous 
sludges and municipal solid waste 1510 

—Land disposal of flue gas cleaning sludges, 
data base compilation for development of 
standards and regulations, awarded 1359 

—Las Vegas/Reno, Nev., study to update, cor- 
relate, and project air sheng 2A data and 
emission inventory, awarded 1243 

—Light-duty diesel vehicles, demonstration of 
modulated exhaust gas recirculation 
system, contractor sought 1428 

—Light-duty vehicles, contractor sought to 
develop proportional sampler for short cy- 
cle test inspection programs 1665 

—Light-duty vehicles, emission testing under 
high altitude conditions, awarded 1243 

—Light trucks, contract to develop technology 
cost and economic analysis report, legal 
analysis, and draft environmental impact 
studies, awarded 1597 

—Mass spectrometer, high resolution system 
development, awarded 1428 

—Methy] halides, assessment as potential en- 
vironmental contaminants, contractor 
sought to conduct literature search and 
prepare report 1271 

—Mobile source emissions measurements, 
contractor sought to perform design, con- 
struction, and repair services for special 
purpose electronic instruments 1312 


—Motorcycle exhaust emissions study, award- 
ed 1666 

—Municipal sewage treatment works con- 
struction, contractor sought to analyze 
financing ability of municipalities 1358 

—Offshore storage modes, assessment of 
risks and costs, awarded 1271 


—Organic emissions, contractor sought to 
conduct literature searches and evaluate 
studies to determine most significant 
natural and quasi-natural sources and make 
recommendations on testing 1469 


—Ozone exposure, contract to study 
chromosomal aberrations in man’s 
peripheral lymphocytes, awarded 1597 


—Particulate sampling and support activities, 
awarded 1428 

—Petroleum refineries, survey of compliance 
status and study of air pollution problems 
and controls, awarded 1469 


—Photochemical smog, contractor sought to 
develop and test computer model capable of 
describing formation 1510 

—Physical, chemical, and biological treat- 
ment techniques, analysis of potential 
application, awarded 1311 


—Physical coal cleaning, contractor sought to 
develop information on cost-effective 
method for pollution control 1271 

—Physiological measurements on human sub- 
jects, contractor sought to operate and 
maintain environmental and medical 
laboratory facilities 1428 

—Pneumatic solid waste collection systems, 
evaluation, awarded 1428 

—Point source water pollution control 
monitoring, data collection and identifica- 
tion of control and treatment technologies, 
contract to determine level of effect, 
awarded 1469 

—Polychlorinated biphenyls, contract to 
develop chemical technique for removal 
from water, awarded 1428 - 

—Pulmonary irritation, study of comparative 
effects of Aas particles, gases, and 
mists, awarded 142 

—Radionuclides from maetesks incident, con- 
tract to perform ee epee of control 
technologies, awarded 159 

—Rocket motors, aasials of conceptual 
design of scrubbing systems, awarded 1469 

—Sanitary landfill, analysis of solids, liquids, 
and gases, awarded 1271 

—Sanitary source emission measurement 
methods, contractor sought to evaluate. and 
conduct collaborative testing 1469 

—Sewage sludge, contractor sought to 
develop cost estimating handbook for land 
disposal 1510 

—Sewage treatment construction grants 
program, revisions and final regulations on 
procurement of professional services have 
addressed earlier criticisms, changes from 
previous drafts outlined, Alm 1252; 
regulations adopted, provisions 1419 

—Sewage utilization and disposal practices, 
contractor sought to conduct mail survey 
1428 

—Stationary source air assessments, com- 
pliance monitoring and enforcement 
proceedings, awarded 1428 

—Sulfate determination in atmospheric 
aerosols, evaluation of wet chemical and in- 
strumental methods, awarded 1428 

—Surface mining methods, environmental 
assessment, awarded 1311 

—Toxic substance problems, contractor 
sought to compile information to provide 
agency with “‘overall national perspective”’ 
and define potential areas of future concern 
1358 


—Toxic substances control regulations, con- 
tractor sought to develop documentation, 
including health, environmental, tox- 
icological, and economic information 1358 

—Toxic substances, microeconomic analysis 
of uses of various substances, awarded 1469 

—Toxic Substances Office, contractor sought 
to assess effectiveness of programs and 
provide technical support 1597 


—Trickling filter plant in Calif., case history 
of upgrading, awarded 1243 

—Underground drinking water supplies, study 
of waste disposal practices which may en- 
danger supplies, awarded 1311 

—Urban stormwater management manual 
development, awarded 1359 

—U.S. Bicentennial Expo on Science and 
Technology, contract to develop EPA ex- 
hibit design, awarded 1428 

—Vehicle exhaust emission instruments, 
evaluation of inspection, awarded 1359 

—Vocational agriculture training programs, 
development, awarded 1428 

—Water pollution ap Si epuaien techniques, 
contract to provide guidance, awarded 1428 

—Water-related land use planning and 
management areas, contractor sought to 
conduct 12 public participation seminars 
1469 

ERDA 

—Coal conversion to fuel gas, contractors 
sought to design, construct, evaluate, and 
operate demonstration plants 1510 


—Energy health hazards, two contracts for 
biomedical studies awarded 1361 

—Pilot fluidized bed electric generating plant, 
construction and operation, awarded 1472 

HEW Dept. 

—Kepone, clinical evaluation of workers ex- 
posed to pesticide to be continued by 
Virginia Medical College, contract awarded 
1472 

Interior Dept. 

—Oregon-Washington outer continental shelf, 
environmental studies program, contractor 
sought to develop and conduct public con- 
ference and workshop 1597 

—Surface coal mining machines, contractor 
sought to research noise levels and extent 
of workers’ exposure to equipment 1358 

State Dept. 

—Pest management programs, Agency for 
International Development seeks contrac- 
tor to prepare draft impact statement on 
past, current, and anticipated future 
program 1597 

Tennessee Valley Authority 

—Uranium mining and milling sites in 
western U.S., contractor sought to analyze 
nonscheduled environmental samples of 
water, sediment, soil, vegetation, and air 
particulates 1243 


PUBLIC WORKS 
See LEGISLATION, FEDERAL, HR 5247, 
HR 8122 


PUBLICATIONS AND REPORTS 


Acid rainfall, environmental effects cannot be 
accurately assessed until effects of natural 
acid production are quantified, additional 
research urged, EPA report 1700 

Air pollution indices used by cities and states 
seen confusing and scientifically inconsis- 
tent, uniform index recommended, 
CEQ-EPA report 1700 

Air quality maintenance planning, procedures 
for coordination with areawide waste treat- 
ment management planning outlined, EPA 
guidance paper 1323 

Automotive emissions, air quality problems 
projected in year 2000 despite tough stan- 
dards, numerous violations of oxidant and 
nitrogen oxide standards predicted, health 
effects and cost-effectiveness estimated, 
federal interagency draft report 1584 

Beverage containers 

—Legislation to require conversion to 
refillable glass system, severe economic 
impacts projected, Commerce Dept. staff 
study 1432 

—Refillable containers, energy and economic 
impacts of mandatory deposits analyzed in 
draft report prepared for Federal Energy 
Admn., National Soft Drink Assn. criticizes 
study as deficient and misleading 1444 

California Coastal Plan, final version publish- 
ed by state Coastal Zone Conservation 
Comm., availability 1515 

Capital shortages, pollution control re- 
quirements will not contribute significantly 
to projected shortages, impact of rules on 
capital markets and on industries’ capital 
expenditures evaluated, EPA report 1355 

Chemical contaminants, test methods for 


tracing chemicals reviewed, report 
available from NTIS 1313 

Cooling towers used by electric power in- 
dustry, saltwater drift emitted into at- 


mosphere may cause environmental 
damage, EPA study 1311 

Defense Dept. pollution control projects, $1 
billion in expenditures reported for past 
three years, pollution control activities 
detailed, report to EPA 1267 

Delaware River Basin, Environmental 
assessment, CEQ report 1268 
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PUBLICATIONS AND REPORTS—Contd. 


Electric utility industry, economic impact of 
federal pollution control regulations pro- 
jected, EPA preliminary draft report 1354 

Environmental Impact Assessment Project, 
study appraised by Directors Winder and 
Allen, efforts to improve impact statement 
guidelines should focus on total NEPA 
process, summary of study 1233 

Environmental impact assessments and 
statements, Army report on procedures for 
review available from NTIS 1600 

Environmental impact statements on major 
energy projects, preparation guidelines 
developed, Battelle Memorial Laboratories 
study 1710 

Environmental management, consideration 
of land use as essential element urged, 
Huonal Planning Assn. policy statement 

Fluorocarbons 

—Commerce Dept. staff study recommends 
production and use not be restricted by 
regulations, Bureau of Domestic 
Commerce 1592 

—Economic and environmental impacts of 
possible regulatory action assessed, con- 
trols could have severe economic impact in 
affected industries, EPA contractor’s 
report 1388 

Glass industry may be forced out of New 
Jersey due to costs of complying with state 
particulate standard, abatement costs pro- 
jected, Scarry report for Labor and In- 
dustry Dept. 1659 

Indiana Stream Pollution Control Board, an- 
nual report issued, water quality control 
activities reviewed 1363 

Industrial plant closings and curtailments due 
to environmental control requirements 
listed, 75 plants closed between 1971-1975, 
EPA report to Labor Dept. 1592; OCAW 
study finds environmental factors not ma- 
jor consideration in closings 1593 

Interstate Sanitation Commission for New 
York-New Jersey-Connecticut area, report 
on water pollution control priorities issued 
1709 


Kennecott Copper Co., Utah, $280 million es- 
timate for air pollution control expen- 
ditures seen exaggerated, controls will not 
force closing or reduction in operations, 
Stanford Reseach Institute study prepared 
for EPA, firm challenges conclusions 1586 

Low-levels of pollution, chronic effects 
described in Library of Congress study, 
monitoring and current research seen in- 
adequate, summary 1251 

Maryland hazardous and industrial wastes, 
additional legislation needed to strengthen 
existing control programs, Water 
Resources Admn. report to legislature 1309 

Municipal wastewater treatment works 

rogram reviewed, report available from 
TIS 1663 

National Commission on Water Quality, final 
report on effects of achieving 1983 water 
goals, release to public planned for Dec. 1, 
recommendations to be withheld until 
public has been afforded opportunity for 
comment 1272; completed staff draft 
report recommends maintaining objectives 
of Federal Water Pollution Control Act, 
summary of major findings and recommen- 
dations, public hearings to review draft 
scheduled 1391; public hearings scheduled 
in five cities during January 1425; Natural 
Resources Defense Council urges concern- 
ed environmentalists to submit comments 
or appear at scheduled hearing 1505; hear- 
ing held, Muskie (D-Me) suggestion that 
final report should not include legislative 
recommendations to Congress rebutted by 
Rockefeller and Cleveland (R-NH), other 
testimonies 1651; commission seeks ad- 
ditional congressional funds to complete 
report and recommendations 1697 


Natural gas, economic and environmental im- 
pact of curtailments anticipated for up- 
coming winter assessed, GAO report 1259 

New Jersey Environmental Protection Dept., 
third quarterly report for 1975 issued, ac- 
tions summarized 1336 

New York City financial crisis, national im- 
pact of default found difficult to assess due 
to uncertainties about investor reactions 
and governmental responses, Joint 
Economic Committee report 1297 

Nondegradation of air quality 

—Electric utilities, capital costs may impose 
difficulties in complying with Clean Air Act 
requirements, National Economic 
Research Associates, Inc., report 1382 

—Maine paper industry, study alleging 
proposed amendments would prohibit 
future growth, American Paper Institute 
charges Muskie (D-Maine) was ‘‘misled’”’ 
by information in EPA critique 1266 

—Minnesota industries could face serious 
economic problems if Congress passes pen- 
ding legislation, Minn.-Wisc. Power 
Suppliers Group report, comments 1356 

NTIS reports available, list 1313, 1517, 1600, 
1663 

Nuclear energy centers, feasibility of centers 
and scattered sites outlined, Nuclear 
Regulatory Commission survey study 1704 

Nuclear power and uranium fuel re- 
quirements in Western states projected for 
next decade, growth in electric generating 
capacity projected, Western Interstate 
Nuclear Bd. report 1313 

Nuclear power plants, site criteria detailed in 
revised regulatory guide, Nuclear 
Regulatory Commission 1364 

Nuclear reactor accidents, NRC study 
assesses risk posed by operating commer- 
cial facilities, death risk from accidents 
seen small, Rasmussen 1242 


Oil refineries, pollution control records 
assessed, technology exists for refineries to 
comply economically with federal stan- 
dards, control costs projected, Council on 
Economic Priorities study 1413 


Oregon air pollution sources studied, in- 
creased regulation of industrial emissions 
favored over further restrictions on 
automobiles, report by state Graduate 
Center for Study and Research 1587 

Paper recovery through separate collection 
systems and recycling described, booklets 
published by EPA and American Paper 
Institute 1470 

Paper stock, guidelines for determining 
recyclability published, American Paper 
Institute 1271 


Pennsylvania environmental master plan, 
preliminary edition prepared by En- 
vironmental Resources Dept., policy 
recommendations to protect environmental 
values issued for eight critical areas, sum- 
mary 1468 


Pesticide exposure, mortality rates limit 
detection from carcinogens due to latent 
period between exposure and appearance of 
tumors, National Academy of Sciences 
report 1418 

Pesticide hazards, EPA and FDA found main- 
taining inadequate safety data, GAO report 
to Congress 1506 


Pesticide production and sales during 1974 
detailed, International Trade Comm. 
preliminary report 1425 

Pollution control equipment industry, con- 
ditions and prospects analyzed, considera- 
tion of entire economic system urged in for- 
mulating environmental goals, CEQ report 
1461 

Radioactive wastes, establishment of criteria 
for selecting land disposal sites urged, 
program management and regulatory im- 
provements needed, GAO report to 
Congress 1666 


Reclamation Bureau water projects, GAO 
report finds many projects exceed costs 
ceilings authorized by Congress, House 
hearings scheduled, Moorhead (D-Pa) 1327 

Scrap processing, revised information booklet 
published, Institute of Scrap Iron and Steel 
1712 


Sewage treatment construction grants 
program, design performance re- 
quirements, review of five EPA-funded 
plants shows none meeting requirements, 
recommendations on administration of 
program issued, GAO report 1698 

Sludge from water softening and sewage 
treatment, report exploring feasibility of 
developing integrated disposal system 
available, NTIS 1517 

Solid waste collection practices, book design- 
ed as state-of-the-art manual published, 
American Public Works Assn. 1307 

Solvent refined coal, research indicates 
process superior to competing conversion 
processes, advantages cited, Southern Ser- 
vices, Inc., study 1330 

State water quality management planning, 
amended policies and procedures for con- 
tinuing planning processes, EPA issues 
handbook to assist states and regions in 
meeting responsibilities, features of revis- 
ed regulations described 1596 

Strategic Environmental Assessment System, 
effectiveness evaluated in EPA Science Ad- 
visory Board report, increased use of com- 
puterized system urged to generate projec- 
tions of environmental residuals, quality of 
EPA scientific programs assessed, sum- 
mary 1422 

Sulfates 

—EPA research program focusing on iden- 
tifying components and particles which 
cause adverse health effects, areas and ob- 
jectives outlined, Research and Develop- 
ment Office information paper 1578 

—Specific control strategies through reduc- 
tion of sulfur dioxide emissions not war- 
ranted by concerns about sulfur dioxide-to- 
sulfate conversion and long-range transport 
of sulfates, EPA policy examined, 
Michigan Electric Assn. study 1442 


Tennessee Valley Authority, annual report 
issued, $180 million invested in pollution 
control facilities during fiscal 1975, in- 
creased capital investments expected in 
1976"... 1516 

Transportation control plans 

Oxidant and carbon monoxide controls, 
measures to guide regions and states in 
revising strategies outlined, EPA policy 
paper 1591 

—Senate subcommittee’s proposal seen as 
significant departure from Clean Air Act’s 
requirements, status of plans and possible 
changes detailed, EPA report 1650 


Transportation control strategies, social, 
economic, and environmental impacts of 
selected strategies evaluated, study 


prepared for CEQ 1446 

Transportation system development, federai 
role and current policy issues detailed, 
federal expenditures in 1974 for transpor- 
tation-related assistance programs 
reported, GAO study 1242 


Virginia transportation controls, Highways 
and Transportation Dept. report finds con- 
trols reducing pollution and fuel consump- 
tion, additional research recommended to 
reduce transportation-related air pollution 
1710 

Wastewater treatment facilities financing, 
alternative methods reviewed, improve- 
ment of existing construction grants 
program seen as best method, EPA draft 
report to Congress 1324 

Water pollution from nonpoint sources, 
legislation for direct control scarce among 
Federal Government and states, statutes 
surveyed, EPA report 1662 
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PUBLICATIONS AND REPORTS—Contd. 


Water quality management process under 
Federal Water Pollution Control Act, 
success depends on decentralized system 
implemented by EPA, states, and local 
communities, division of responsibilities 
outlined, EPA draft strategy paper 1513 

Water quality strategy paper issued by EPA, 
compliance monitoring and enforcement to 
be top priority during fiscal 1976... 1431 


PUERTO RICO 

Air quality implementation plan, public 
availability of emission data, EPA revision 
approved 1359 


R 


RADIATION 


See also ATOMIC ENERGY 

Nuclear Regulatory Commission standards 
for protection from radiation, amendments 
lowering exposure limit to radon-222 
adopted 1268 


Plutonium contamination near Ky. waste dis-- 


posal facility, data show migration of ele- 
ment from burial trenches, Meyer 1448 

Waste disposal, criteria for selecting land dis- 
posal sites urged, program management 
and regulatory improvements needed, role 
of ERDA and NRC in selecting sites outlin- 
ed, GAO report to Congress 1666 


RAILROADS 


See also LEGISLATION, FEDERAL, S 2718 

Freight rate increases, Supreme Court ruling 
that ICC did not violate NEPA, Council on 
Environmental Quality foresees no changes 
in impact statement procedures or 
guidelines as result of decision, memo to 
federal agencies 1387 

Interstate rail carriers, final noise emission 
standards adopted, EPA 1591 


RECLAMATION, BUREAU OF 
Budget request for fiscal 1977, breakdown 
1644 


RECYCLING 
See SOLID WASTE 


REGIONAL ACTIVITY 


See ENVIRONMENTAL PROTECTION 
AGENCY 


REPORTS 
See PUBLICATIONS AND REPORTS 


RESEARCH AND DEVELOPMENT 


See also PROCUREMENT; specific subject 
headings 

Acid rainfall, environmental effects cannot be 
accurately assessed until effects of natural 
acid production are quantified, additional 
research urged, EPA report 1700 

Air pollution indices used by cities and states 
seen confusing and scientifically inconsis- 
tent, uniform index recommended, 
CEQ-EPA report 1700 

American Petroleum Institute 1976 funding 
on environmental research increased by 
$1.6 million, oil industry expenditures in 
last 10 years detailed 1256 
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Electrical energy, EPA and Electric Power 
Research Institute sign memorandum of 
understanding to improve research and 
development on environmental aspects 


Energy research funding, see LEGISLA- 
TION, FEDERAL, HR 8122 

Environmental measurement, development 
of improved testing methods needed to im- 
prove accuracy, McNesby, House hearings 
1304 


Environmental Protection Agency 

—Programs criticized as ‘‘mediocre,”’ 
separation of long-term from short-term 
programs suggested, MacDonald, House 
hearings 1365; charges answered by of- 
ficials in letters to critics, Talley 1660 

—Separation of research functions from 
regulatory activities opposed, Train 1460 

Environmental research and demonstration 
grants, see LEGISLATION, FEDERAL, 
HR 7108 

Metals and minerals firms form Smelter En- 
vironmental Research Assn. to study poten- 
tial environmental and occupational health 
effects of emissions and effluents 1306 

Municipal sewage sludge, federally fund- 
ed project for converting sludge into 
compost conducted in Maine community, 
EPA 1425 

NTIS reports available, list 1313, 1517, 1600, 
1663 


Polychlorinated biphenyls (PCBs) in New 
England area, research program aimed at 
monitoring substance and eliminating 
public health hazard initiated, EPA 
regional office 1596 

Sludge, ultrasonic transmitter developed us- 
ing solid state integrated circuits to provide 
linear readout of percent solids displayed, 
Envirotech Corp. 1236 

Solvent refined coal, research indicates 
process superior to competing conversion 
processes, advantages cited, Southern Ser- 
vices, Inc., study 1330 

Stratospheric ozone, destruction rate from 
nitrogen oxides can be calculated through 
new technique. developed by National 
Oceanic and Atmospheric Admn. 1472 

Sulfates, EPA research program focusing on 
identifying components and particles which 
cause adverse health effects, areas and ob- 
jectives outlined, Research and Develop- 
ment Office information paper 1578 

Wastewater discharges into Shagawa Lake, 
Minn., EPA environmental research 
laboratory devices pilot tertiary treatment 
system for removing phosphorus 1450 


RESOURCES 


See LEGISLATION, FEDERAL, S 1410, S 
1415; specific resources 


RHODE ISLAND 


Air quality implementation plan, two 
revisions approved by EPA 1241; EPA ap- 
proves revision requiring certain large 
sources to submit emission data and main- 
tain information for two years 1658 

Solid waste management facilities, rules 
adopted requiring license for construction 
or operation, Health Dept. 1360 


RIVER BASINS 


Chehalis River Basin, Wash., series of 
hearings scheduled to consider water 
resource management program, Ecology 
Dept. 1510 

Colorado River Basin, hearing on proposed 
Salinity standards scheduled, state Water 
Quality Control Commission 1712 


Delaware River Basin Commission’s ap- 
proval of oil pipeline running from N.J. into 
Pa., impact statement satisfies NEPA (DC 
Pa) 1326 

Delaware River Basin, environmental assess- 
ment, CEQ report 1268 

Klamath River and North Coastal Basins, 
Calif., hearing scheduled to consider 
proposed amendments to control plans, 
Water Quality Control Board 1510 

North Carolina basins, hearing scheduled to 
consider water quality management plans, 
Natural and Economic Resources Dept. 
1510 

Washington basins, series of hearings 
scheduled on proposed water quality 
management plan addenda for five basins, 
Ecology Dept. 1310 


RIVERS 
See LAKES AND RIVERS 


S 
SEAFOOD PROCESSING INDUSTRY 
See EFFLUENT LIMITATION 
GUIDELINES: 


SECURITIES AND EXCHANGE COM- 
MISSION 


Publicly owned companies, regulation propos- 
ed requiring disclosure of compliance with 
federal environmental laws 1262; extension 
of comment period unlikely, proceedings to 
rennin comments will be closed to public 
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SEWAGE TREATMENT 


See also EFFLUENT LIMITATION 
GUIDELINES; WATER QUALITY STAN- 
DARDS 

Alabama treatment facilities, proposed 
regulations for distribution of federal funds 
to municipalities, Water Improvement 
Comm. hearing scheduled 1240 

American Cyanamid Co., N.J., organic 
chemicals production complex, construc- 
tion of wastewater treatment plant planned 
1236 

Areawide management planning 

—Air quality maintenance planning, 
procedures for coordination with waste 
treatment planning outlined, EPA guideline 
paper 1323 

—Grants for management programs, 
National Assn. of Regional Councils files 
suit to force EPA to release $137 million in 
impounded funds 1228 

—Grants to state and area planning agencies, 
conditions, policies, and procedures 
adopted for providing grants and for 
development of planning processes and 
water quality management plans, EPA 


—State planning agencies, district court deci- 
sion requiring states to meet same re- 
quirements as local agencies, forest 
products group files appeal, brief alleges 
requirement would infringe upon state 
sovereignty 1228 

California utility district’s decision to con- 
tract with U.S. Reclamation Bureau for 
water from American River violates state 
constitution, district may be required to 
recycle or reclaim wastewater, case 
remanded (Calif CtApp) 1326 

Florida utility fined for sewage backups in 
Dade County, Metro Environmental 
Resources Management Dept. 1239 
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SEWAGE TREATMENT—Contd. 


_ Grants, see FINANCING, FEDERAL; 
cere oN , FEDERAL, HR 9560, HR 

Idaho city’s petition to discharge treated 
effluent from sewage facility into creek, 
hearing scheduled, Health and Welfare 
Dept. 1657 

Illinois municipal facility projects, programs 
funded by state EPA during 1975 reported, 
Briceland 1515 ~ 

Interstate Sanitation Commission for New 
York-New Jersey-Connecticut area, report 
eueeeree pollution control priorities issued 


Japanese officials meet with EPA on mutual 
problems and technology development in 
sewage control, papers presented 1269 

Joint treatment works serving federal 
facilities and municipalities, guidance for 
determining allowable construction costs 
sent to EPA regional administrators, Rhett 
memorandum 1502 

Michigan marine sanitation, EPA certifies 
that adequate facilities are available to dis- 
pose of sewage from vessels using state 
waters 1602 

Missouri marine sanitation, adequate 
facilities for removal and treatment 
available for all but three bodies of 
navigable water in state, EPA 1333 


Municipal sewage sludge, federally funded 
project for converting sludge into compost 
conducted in Maine community, EPA 1425 

Municipal treatment plants, building costs in- 
creased slightly in third quarter of 1975, 
EPA index 1272 


New York marine sanitation, EPA certifies 
that adequate facilities are available to dis- 
pose of sewage from vessels using Lake 
George 1602 

North Carolina city’s inadequately treated 
waste causing fish kill in Tar River, fine 
imposed 1239 : 

Ocean dumping of sewage sludge, permits 
allowing Philadelphia and Camden, N.J., to 
dump sludge off Maryland coast, state re- 
quests district court to force EPA to res- 
cind permits 1382 


Ohio city’s sewage discharges causing fish 
kills in Great Miami River, state attorney 
general files damage suit 1240 


Pennsylvania firm assessed penalty for allow- 
ing illegal sewage flow into sewer intercep- 
tor, Environmental Hearing Board 1240 


Publicly owned treatment works, EPA drafts 
policy for granting extensions of 1977 
deadline for achieving secondary treatment 
under Sec. 301, specifies of proposed policy 
detailed, Legro letter to regional ad- 
ministrator and state officials, text 1345, 
1372; draft policy shelved after con- 
gressional staffers express concern on 
legality, Legro memo 1380; action reflect 
EPA attitude toward statutory deadlines 
for municipalities and industry, analysis 
1499 


Separate storm sewers, regulations on 
issuance of discharge permits proposed by 
EPA, text 1390, 1399 

Sewer and treatment plant construction costs, 
increases reported in June and September, 
EPA index 1268 

Shagawa Lake, Minn., EPA environmental 
research dabayiory devises policy tertiary 
treatment system for removing phosphorus 
from wastewater 1450 

Sludge from water softening and sewage 
treatment, report exploring feasibility of 
developing intergrated disposal system 
available, NTIS 1517 

Urban studies program and wastewater 
collection and treatment, Corps of 
Engineers adopts regulations providing 
policies and procedures 1268 


Vessel sewage discharge, final regulations 
limiting discharge into U.S. waters issued, 
EPA 1701 

Virginia boats and vessels, regulation requir- 
ing installation of sewage and other waste 
retention devices, hearings to consider 
proposed amendments scheduled, Water 


Control Board 1657 

Wastewater discharges, model ordinance 
prepared to aid municipalities in complying 
with industrial source control provisions of 
Federal Water Act, Calif. Water Pollution 
Control Assn. 1466 


SHIPS AND BOATS 


Deepwater ports, Coast Guard adopts 
regulations for licensing, designing, con- 
structing, equipping, and operating ports 
beyond territorial sea of U.S., amended 
regulations proposed to specify procedures 
for site evaluation and preconstruction 
testing 1265 

Liberian tanker’s oil discharges near Florida 
Keys, captain arrested for failure to report 
incident 1257 

Michigan marine Sanitation, EPA certifies 
that adequate facilities are available to dis- 
pose of sewage from vessels using state 
waters 1602 

Missouri marine sanitation, adequate 
facilities for removal and treatment of 
sewage available for all but three bodies of 
navigable water in state, EPA 1333 

New York marine sanitation, EPA certifies 
that adequate facilities are available to dis- 
pose of sewage from vessels using Lake 
George 1602 

Sewage discharge from vessels, final 
regulations limiting discharge into U.S. 
waters issued, EPA 1701 

Tank vessels carrying oil in domestic trade, 
regulations to prevent spills amended, 
Coast Guard 1595 

Virginia regulation requiring installation of 
sewage and other waste retention devices 
on boats and vessels, hearings scheduled to 
consider proposed amendments, Water 
Control Board 1657 


SOLID WASTE 


See also LEGISLATION, FEDERAL, S 2709 

Beverage containers 

—Federal facilities, EPA proposes guidelines 
requiring five-cent deposit, text 1261, 1290; 
National Can Corp. strongly opposed to 
guidelines, Klotz 1598; congressional staff 
briefing on proposed guidelines criticized 
for not allowing industry representatives to 
discuss proposals, Glass Bottle Blowers 
Assn., Moore, other comments 1658 

—Legislation to require conversion to 
refillable glass system, severe economic 
impacts projected, Commerce Dept. staff 
study 1432 

—Pull-tabs on beverage cans, ‘‘stay-on-tab”’ 
developed and test marketed by Reynolds 
Co. 1306 

—Refillable containers, energy and economic 
impacts of mandatory deposits analyzed in 
draft report prepared for Federal Energy 
Admn., National Soft Drink Assn. criticizes 
study as deficient and misleading 1444 

Bureau of Land Management proposes dis- 
posal regulations for complying with EPA 
guidelines and Solid Waste Disposal Act, 
text 1240, 1244 

Collection practices, book designed as 
state-of-the-art manual published, 
American Public Works Assn. 1307 

Coppers accused of diffusing EPA’s control 
efforts, legislation seen as key to strong 
national program, Hickman 1262 
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Federal facilities, EPA proposed guidelines 
on source separation of waste, National 
Solid Waste Management Assn. 
recommends filing of inflationary impact 
statement, other comments submitted by 
federal and state agencies, environmental 
groups, and industry officials, list 1367 

Hazardous wastes 

—EPA management efforts criticized for 
favoring dumping over recycling and reuse, 
Paimer, other testimonies, EPA hearings 
1426 

—Facility siting, regulation must be made 
part of overall waste management 
program, Lehman 1305 

—Maryland control programs for hazardous 
and industrial wastes, additional legislation 
needed to strengthen programs, Water 
Resources Admn. report to legislature 1309 


Illinois demonstration projects, programs 
funded by state EPA during 1975 reported 
Briceland 1515 

Injuries to solid waste workers, reporting and 
information system established by EPA for 
collecting and analyzing data on related 
factors 1269 


Legislation, omnibus bill to establish massive 
new federal program for reducing and con- 
trolling wastes drafted by House 
Commerce Subcommittee, markup 
sessions tentatively scheduled, principal 
provisions listed 1457 


Minnesota sanitary landfill permit, hearing 
scheduled to consider revocation, suspen- 
sion, or modification, Pollution Control 
Authority 1310 


New Jersey ban on dumping out-of-state 
wastes within its borders upheld, Waste 
Control Act and regulations do not con- 
travene Commerce Clause of U.S. Constitu- 
tion (NJ SupCt) 1349; ban stayed by U.S. 
Supreme Court Justice Brennan until 
affected municipalities can file appeal 1501 


Nonreturnable containers, AFL-CIO approves 
resolution against legislation restricting 
sale or use 1235 


Ohio program regulations, hearing scheduled 
to consider total revision, state EPA 1657 

Radioactive wastes, establisment of criteria 
for selecting land disposal sites urged, 
program management and regulatory im- 
provements needed, GAO report to 
Congress 1666 


Recycling 

—Aluminum, increase in recycling reported 
by Reynolds Aluminum Recyling Co. 1271; 
Aluminum Assn. reports 25 percent in- 
crease in recovery of aluminum cans during 
first nine months of 1975... 1515 

—Automotive parts and tires, White House 
recycling conference, industry spokesmen 
urge maximum use of recycled parts on 
Government vehicles, Collins 1333 ‘ 

—Federal agencies, guidelines requiring 
resource recovery facilities propesed by 
EPA, text 1655, 1677 

—Hawaii solid waste task force recommends 
governor establish statewide advisory 
council on resource recovery 1465 


—Industrial waste materials, first inter-in- 
dustry exchange in recoverable materials 
established in St. Louis under operation of 
Regional Commerce and Growth Assn. 1266 

—Paper recovery through separate collection 
systems and recycling described, booklets 
published by EPA and American Paper 
Institute, Inc. 1470 

—Paper stock, guidelines for determining 
recyclability published, American Paper 
Institute 1271 

—Railroad freight rates, see LEGISLATION, 
FEDERAL, § 2718 

—Scrap processing, revised information 
booklet published, Institute of Scrap Iron 
and Steel 1712 
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SOLID. WASTE—Contd. 
Recycling—Contd. 


—Urban refuse, three recycling plants 
scheduled for construction to implement 
pollution-free technology developed by 
Bureau of Mines 1452 

—Use of recycled materials decreased during 
1975, National Assn. of Recycling In- 
dustries, Inc., projections for 1976 
pessimistic, Mighdoll 1465 

Rhode Island management facilities, rules 
adopted requiring license for construction 
or operation, Health Dept. 1360 

Sludge, ultrasonic transmitter developed us- 
ing solid state integrated circuits to provide 
linear readout of percent solids displayed, 
Envirotech Corp. 1236 


SOUTH CAROLINA 


Air quality implementation plan, EPA 
proposes revision to amend state’s legal 
authority and make compliance status of 
pollution sources public, text 1450, 1453 


SOVIET UNION 


U.S.-USSR Joint Committee on Cooperation in 
Environmental Protection, fourth meeting 
held, report on 1975 activities and 
memoranda of implementation setting forth 
1976 plans adopted 1269 


STATE DEPARTMENT 
Contracts, see PROCUREMENT 


STATES (In General) 


See also specific states 

Air quality implementation plans, see AIR 
QUALITY STANDARDS; specific states 

Condemnation proceedings, federal anti-injunc- 
tion statute does not prohibit interference 
with state proceedings when necessary to 
effectuate purposes of NEPA, district court 
ruling reversed (CA 8) 1577 

Drinking water, grants for state public water 
system supervision, regulations 
promulgated, EPA 1653 

Enforcement actions, list 1239, 1424, 1463 

National Governors’ Conference, see 
CONFERENCES AND MEETINGS 

Permit requirements, Supreme Court hears 
oral arguments in two cases, Justice Dept. 
holds federal facilities subject only to 
state’s substantive air and water pollution 
laws and not to procedural requirements, 
summary of arguments 1581 

Planning agencies under federal water law, 
district court decision requiring states to 
meet same requirements as local agencies, 
forest products group files appeal, brief 
alleges requirement would infringe upon 
state sovereignty 1228 

Water quality management basin plans, 
amended regulations for preparation 
adopted, EPA 1346; ten power companies 
file suit to enjoin EPA from enforcing 
regulations 1464 

Water quality standards, state continuing 
lanning processes under federal water 
aw, amended policies and procedures 
adopted, EPA 1346; ten power companies 
file suit to enjoin EPA from enforcing 
regulations 1464; EPA issues handbook to 
assist states and regions in meeting respon- 
sibilities, features of revised regulations 
described 1596 


STEEL INDUSTRY 


See also EFFLUENT LIMITATION 
GUIDELINES, subhead: Iron and steel in- 
dustry 


ENVIRONMENT REPORTER — Nov. 7, 1975—Jan. 30, 1976 


Bethlehem Steel Corp., Ind., five-month ex- 
tension for eliminating pollution from coke 
ovens granted, state Air Pollution Control 
Board 1239 

U.S. Steel Corp. 

—Gary, Ind., coke oven facilities in violation 
of air pollution regulations, firm to shut 
down three ovens rather than face possible 
criminal charges 1462 

—Pa. plant, grand jury’s investigation into 
possible criminal violations of Clean Air 
Act, lower court decision halting probe due 
to pending state enforcement action revers- 
ed (CA 3) 1227 


STRIP MINING 


See also LEGISLATION, FEDERAL, HR 
6721, HR 9725, S 391 

Colorado mining, Land Reclamation Board 
adopts regulations requiring permit and 
requiring applicants to submit programs 
for revegetation and restoration of lands 
1472 

House Interior Committee votes to consider 
legislation similar to vetoed bill (HR 25) 
1394 

Kentucky coal firm’s permit violations, firm 
directed to show cause why permit should 
not be revoked, hearing scheduled, state 
Natural Resources Dept. 1310 

Ohio firm found mining outside limits of 
license, fine imposed, Natural Resources 
Dept. 1590 


SULFUR AND SULFUR OXIDES 


Alabama air quality plan, EPA proposes 
amendment to revise bases for applying 
sulfur dioxide emission limits for fuel com- 
bustion sources, text 1594, 1624 

Climax Molybdenum Co., Pa., ground- 
breaking ceremonies held for proposed sul- 
furic acid plant 1712 

Coal-fired electric generating plants in 
Northeast, Commerce Dept. advisory panel 
finds lack of equipment to provide con- 
tinuous controls will prohibit all plants 
from meeting sulfur oxide limits by 1980, 
intensive effort urged to provide enough 
equipment by 1980s 1349 

Colorado air pollution control regulations, 
amendments adopted restricting sulfur 
dicxide emissions from new sources, other 
provisions 1311 

Economic Commission for Europe, inter- 
national desulfurization seminar 
recommends governments establish goals 
for sulfur control regulations 1307 

Firestone Tire & Rubber Co. to conduct pilot 
project to remove sulfur oxides from 
emissions produced by high-sulfur coal, 
consent agreement with Pa. Environmental 
Resources Dept. 1598 

Florida sulfur dioxide standards, stringent 
levels for three counties relaxed, En- 
vironmental Regulation Commission 1362 

Idaho air quality plan, sulfur dioxide control 
strategy promulgated by EPA as revision, 
smelters required to use ‘‘reasonably 
available’ consent emission controls coup!- 
ed with selective use of supplementary con- 
trol systems 1299; EPA proposes revision to 
strategy to specify how Bunker Hill Com- 
pany’s smelter should report excess 
pollutants, text 1704, 1716 

Illinois 

—Legislation for controlling sulfur dioxide 
emissions, Pollution Control Board 
authorized to allow existing fuel combus- 
tion sources to use intermittent control 
a until 1985 at alternative approach 
1336 

—Sulfur dioxide standards, reduced death 
rate in Chicago found coinciding with at- 
tainment of standards, EPA study urged, 
Dumelle 1416 


Intermittent controls, EPA position of per- 
mitting use only when continuous controls 
are not economically feasible upheld, EPA 
order promulgating sulfur dioxide control 
strategy for Nevada affirmed (CA 9) 1383 


Maryland air quality plan, provisions requir- 
ing reduction in fuel sulfur content 
deferred, EPA revision approved 1419 


Massachusetts air quality plan, regulations 
governing sulfur content of fuels in 
Metropolitan Boston area relaxed, EPA 
revision approved 1419 


Measurement of ambient sulfur dioxide con- 
centrations, two equivalent methods ap- 
proved, EPA 1709 


Natural gas emergency legislation, Federal 
Energy Admn. draft impact statement 
projects increased sulfur oxides emissions 
from combustion of fuel oil and coal, com- 
ments invited 1329 

Ohio 

—Air quality plan, EPA proposes revision es- 
tablishing substitute regulations for sulfur 
dioxide control, text 1263, 1284; EPA 
schedules four public hearings on proposed 
rules 1330; state requests EPA to modify 
proposed control strategy, regulatory 
hie charged, Burr, other comments 
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—Sulfur dioxide emissions, hearings schedul- 
ed to consider proposed control regulations 
1310 


Oklahoma air quality plan, revision of sulfur 
oxides control strategy proposed by EPA, 
text 1241, 1244 


Pennsylvania sulfur dioxide regulations, 
study launched to evaluate adequacy of 
rules up to 1985, Goddard 1240 


Scrubbers 

—Louisville Gas & Electric Co. to install 
equipment on all power generating units, 
consent agreement with EPA 1303; consent 
order reached with Region IV, text 1378, 
1395 

—National Governors’ Conference energy 
panel hears conflicting views on use in con- 
trolling air pollution from high-sulfur coal, 
hearings held in effort to develop com- 
prehensive national policy on coal utiliza- 
tion, testimonies 1300 

—Nondegradation of air quality, Senate sub- 
committee’s proposed level of best 
available cost technology would require 
marked increase in use of scrubbers, con- 
trast with EPA position noted, Strelow 1505 

—Utilities, 40 plants are at some stage in 
process of selecting and purchasing 
systems, Slack 1312 


Sulfates 

—California proposed ambient standard, 
hearing to consider adoption scheduled, Air 
Resources Board 1652 

—Comprehensive regulatory program not 
projected before end of decade, knowledge 
of emissions inadequate to set standard or 
develop reduction strategy, Green 1256 

—Control strategies by reduction of sulfur 
dioxide emissions not warranted by con- 
cerns about sulfur dioxide-to-sulfate con- 
version and long-range transport of sul- 
fates, Michigan Electric Assn. study 1442 

—EPA research program focusing on iden- 
tifying which components and particles 
cause adverse health effects, areas and ob- 
jectives outlined, Research and Develop- 
ment Office information paper 1578 


Sulfuric acid emissions from motor vehicles, 
EPA having difficulties in developing stan- 
dard, emissions from catalyst-equipped 
vehicles lower than previously thought, 
Train 1459 

Utah air quality plan, control strategy for sul- 


fur dioxide emissions from copper smelter 
provided, EPA revision adopted 1364 
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SUPREME COURT OF THE UNITED STATES 
See also APPOINTMENTS, PERSONNEL 
CHANGES 


Review sought 

—Ambient air quality standards, issue of 
whether Clean Air Act requires source to 
depend primarily on continuous emission 
control techniques copper firm seeks 
review of appeals court ruling affirming 
EPA disapproval of state plan for allowing 
use of intermittent controls 1690 

—Coal development in Northern Great Plains, 
appeals court order requiring district court 
to determine whether contemplated 
development requires preparation of 
“regional’’ impact statement, Justice Dept. 
seeks review, Sierra Club brief opposes 
petition 1381; review granted, appeals 
court injunction stayed 1577 

—Effluent limitations, ruling that appeals 
court has jurisdiction to directly review 
regulations, dismissal of manufacturers’ 
suit to review regulations upheld, chemical 
firms file petition 1691 

—New Jersey ban on dumping out-of-state 
wastes, state Supreme Court decision 
stayed by Justice Brennan until affected 
municipalities can file appeal 1501 

—Transportation control plans, Justice Dept. 
to seek review of decisions concerning 
validity of controls promulgated by EPA, 
various interpretations by appeals court 
cited 1411; petition for review filed, 
transportation control authority seen fun- 
damental to effectiveness of Clean Air Act 
1497 

Review granted 

—Air quality plans under Clean Air Act, 
appeals court ruling that EPA cannot con- 
sider economic and technological feasibili- 
ty in approving plans, case involving emis- 
sion limitations in Missouri plan, briefs fil- 
ed, oral arguments scheduled 1580 

—Coal development, Court agrees to consider 
whether NEPA requires consideration of 
“Yegional’’ impact 1577 

—Interstate land sales, appeals court ruling 
that HUD Dept. approval of filings requires 
preparation of impact statement 1381 

—Nuclear waste discharges, appeals court 
ruling that EPA has authority to regulate 
discharges under federal water law, oral 
arguments scheduled, summary of briefs 
filed 1351; arguments heard, Justice Dept. 
urges EPA not be charged with regulation, 
arguments in response, summary 1386 

Oral arguments 

—State permit requirements, Justice Dept. 
represents EPA in two cases, federal 
facilities seen subject only to state’s sub- 
stantive air and water pollution laws and 
not to procedural requirements, summary 
of argumetns 1581 

Decisions 

—National Environmental Policy Act, ruling 
that ICC complied in approval of proposed 
railroad freight rate increases, Council on 
Environmental Quality foresees no changes 
in procedures or guidelines as result of 
decision, memo to federal agencies 1387 

—Nuclear power plant, appeals court ruling 
involving Atomic Energy Commission’s ap- 
proval of construction permit reversed, 
court’s rejection of AEC’s interpretation 
held error, case remanded 1255 

Review denied 

—Portland cement plants, new source pert 
mance standards promulgated by EPA up- 
held by appeals court 1381 


T 


TENNESSEE VALLEY AUTHORITY 
Air pollution control improvements on 14 


coal-fired generating units, completion in 
1976 projected 1602 


Annual report issued, $180 million invested in 
pollution control facilities during fiscal 
1975, increased capital investment ex- 
pected in fiscal 1976... 1516 

Contracts, see PROCUREMENT 


TEXAS 


Volatile carbon compound rule, hearing 
scheduled to consider firm’s variance peti- 
tion, Air Control Board 1657 


TOXIC SUBSTANCES 


See CHEMICALS AND CHEMICAL. IN- 
DUSTRY; EFFLUENT LIMITATION 
GUIDELINES; LEGISLATION, 
FEDERAL, HR 10318, S 776 


TRANSPORTATION 


Federal role and current policy issues in 
developing transportation system detailed, 
federal expenditures in 1974 for transpor- 
tation-related assistance programs 
reported, GAO study 1242 


TRANSPORTATION CONTROL PLANS 


See AIR QUALITY STANDARDS; specific 
states 


U 


UNIONS (In General) 


AFL-CIO approves resolution against legisla- 
tion restricting sale or use of nonreturnable 
containers 1235 


Oil, Chemical, and Atomic Workers Union, 
study of industrial plant closings finds en- 
vironmental factors not major considera- 
tion 1593 


Workplace pollution reduction, UAW Presi- 
dent Woodcock urges closer relationship 
between environmentalists and labor move- 
ment 1306 


URBAN AFFAIRS 


National Conference of Democratic Mayors 
issues position paper on energy and en- 
vironment, national energy policy urged to 
guard against further degradation of en- 
vironment and continue viability of urban 
areas 1257 


UTAH 


Air quality implementation plan, revision 
adopted by EPA providing control strategy 
for sulfur dioxide emissions from copper 
smelter 1364; EPA revision approved 
relating to control of particulate matter 
from copper smelter 1419 


UTILITIES 


Consolidated Edison Co., N.Y., proposed cool- 
ing tower system at nuclear plant, 
municipality preempted by federal law 
from barring construction of tower that will 
violate zoning ordinances (NY SupCt) 1327 

Edison Electric Institute, ‘‘energy im- 
peratives”’ outlined to assure adequate 
energy supplies and maintenance of fair 
electric rates, restrictive environmental 
legislation opposed, Crawford 1514 
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Electric utilities 

—Clean Air Act sulfur dioxide, particulate, 
and significant deterioration rules, capital 
costs may impose difficulties in com- 
pliance, National Economic Research 
Associates, Inc., report 1382 

—Environmental protection facilities and 
programs, regulations requiring annual 
reports on incremental expenditures 
adopted, Federal Power Commission 1470 

—Federal pollution control regulations will 
require industry to make capital invest- 
ment of $20.5 billion by 1985, increase in 
operation and maintenance expenses during 
next decade projected, EPA preliminary 
draft report 1354 

Florida Water and Utilities, Inc., fine assess- 
ed for sewage backups in Dade County 1239 

Louisville Gas & Electric Co., Ky., firm to in- 
Stall scrubbers on all power generating un- 
its, consent agreement with EPA 1303: con- 
sent order with Region IV, text 1378, 1395 

Michigan Electric Assn., sulfates study 
issued, specific control strategies through 
reduction of sulfur dioxide emissions not 
warranted, EPA policy examined 1442 

Sulfur scrubbers, 40 utilities currently engag- 
ed in process of selecting and purchasing 
systems, Slack 1312 


Vv 


VERMONT 


Air quality implementation plan, public 
availability of emission data, EPA revision 
approved 1359; EPA proposes revision to 
amend state incinerator regulation, ad- 
ditional revision approved, provisions 1658 

Nuclear reactors, appeals court decision 
prohibiting state preemption of federal con- 
trols does not affect state’s regulations, 
state assistant attorney general’s opinion 
1429 

Polychlorinated biphenyls, excessive concen- 
trations found in fish samples taken from 
Lake Champlain, Health Dept. 1516 


VIRGIN ISLANDS 


Air quality implementation plan, EPA ap- 
proves revision to permit operation of St. 
John municipal incinerator 1450 


VIRGINIA 


Air quality implementation plan, 
revisions proposed, text 1309, 1317 

Boats and vessels, regulation requiring in- 
stallation of sewage and other waste reten- 
tion devices, hearings to consider proposed 
amendments scheduled, Water Control 
Board 1657 

Boston Creek and tributaries, hearing 
scheduled to consider reclassification as 
public water supply, Water Control Board 
1240 

Kepone poisoning from chemical plant’s dis- 
charges, Governor Godwin announces EPA 
will conduct tests to determine contamina- 
tion levels in James River, Senate subcom- 
mittee schedules hearing on impacts 1511; 
state Air Pollution Control Board finds no 
detectable levels of kepone in air samples 
taken near plant 1597; EPA and OSHA to 
sign formal memorandum of understanding 
to provide quick communication if 
violations are observed by either agency, 
Train, other testimonies, Senate hearings 
1700 

Transportation controls, Highways and 
Transportation Dept. report finds controls 
reducing pollution and fuel consumption, 
additional research recommended to 
reduce air pollution 1710 


EPA 
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WASHINGTON 


Air quality implementation plan, public 
availability of emission data, EPA revision 
approved 1359; state delegated authority to 
implement and enforce national emission 
standards for hazardous air pollutants, 
EPA 1451 

Chehalis River Basin, series of hearings 
scheduled to consider water resource 
management program, Ecology Dept. 1510 

Permit authorization programs, Ecology 
Dept. adopts rules permitting use of single 
application for two or more programs 1272 

Pesticide applicator certification, state plan 
submitted to EPA for approval 1365 

Shoreline development permits, regulations 
for processing applications adopted, 
Ecology Dept. 1269 

State Environmental Policy Act (SEPA), 
regulations interpreting and implementing 
law adopted, Council on Environmental 
Policy 1599 

Water quality management plans, series of 
hearings scheduled on proposed addenda for 
five basins, Ecology Dept. 1310 


WASHINGTON, D.C. 
See DISTRICT OF COLUMBIA 


WATER 


See following heads: 

—COASTAL ZONES 

—CONTINENTAL SHELF 

—DREDGING 

—EFFLUENT LIMITATION GUIDELINES 
—LAKES AND RIVERS 

—OCEANS 

—RIVER BASINS 

—SEWAGE TREATMENT 

—SHIPS AND BOATS 

—WATER POLLUTION (In General) 
—WATER QUALITY STANDARDS 
—WATER RESOURCES AND SUPPLIES 


WATER POLLUTION (In General) 


See also LAKES AND RIVERS; RIVER 
BASINS; SEWAGE TREATMENT; 
WATER QUALITY STANDARDS 

Interstate Sanitation Commission for New 
York-New Jersey-Connecticut area, report 
on water pollution control priorities issued 
1709 


Maryland hazardous and industrial wastes, 
additional legislation needed to strengthen 
existing control programs, discharge per- 
mit program as basis for controlling in- 
dustrial waste disposal, Water Resources 
Admn. report to legislature 1309 

Ohio firm’s discharge of heavy metals into 
river causing pollution kill of mussels and 
clams, fine imposed, Natural Resources 
Dept. 1590 

Oil spills, see LEGISLATION, FEDERAL, 
HR 9294; OIL AND GAS 


WATER QUALITY STANDARDS 
See also EFFLUENT LIMITATION 


GUIDELINES; NATIONAL COMMISSION 
ON WATER QUALITY; SEWAGE TREAT- 


MENT; WATER POLLUTION (In 
General); WATER RESOURCES AND 
SUPPLIES 

Colorado 


—Classifications of state waters, hearing 
scheduled to consider additional category, 
Health Dept. 1240 

—Colorado River Basin, hearing on proposed 
Salinity standards scheduled, state Water 
Quality Control Commission 1712 
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—Subsurface disposal systems and effluent 
limitations, hearing scheduled to consider 
proposed changes to regulations, Water 
Quality Control Commission 1657 


Discharge permit program 

—See also specific states 

—Animal feedlots, EPA to issue regulations 
requiring permits for small operations un- 
der certain conditions, action in response to 
court ruling 1253; conditions under which 
operators would be required to apply for 
permit listed, Quarles 1303; regulations 
proposed, text 1332, 1337 

—Enforcement actions taken by EPA Region 
IV, summary of actions by states 1708 

—Environmental impact statements, 
preparation for new source permits, EPA 
proposed regulations require statements to 
consider secondary non-water effects, 
Zener 1415 

—EPA Administrator Train’s decisions under 
NPDES reviewed 1699 

—General Electric Co. permit to discharge 
polychlorinated biphenyls into Hudson 
River, EPA proposes modification to 
achieve zero discharge level by 1977... 
1590 


—Nuclear facilities, EPA and Nuclear 
Regulatory Commission approve memoran- 
dum of understanding authorizing early 
issuance of permits 1464; roles of EPA and 
NRC in decisionmaking processes clarified, 
provisions of memo outlined, Chilk 1498 

—Separate storm sewers, regulations defin- 
ing permit requirements proposed by EPA, 
text 1390, 1399 

—USS. Pipe and Foundry Co., Ala., ad- 
judicatory hearing concerning ‘issuance of 
permit, EPA Administrator Train rules 
Sec. 303 standards must be “‘implemented”’ 
but need not be ‘‘met’’ by 1977 deadline 
1321; decision upholding permit modified 
by Train, Alabama challenges decision in 
review petition filed with appeals court 
1699 


Drinking water, see WATER RESOURCES 
AND SUPPLIES 


Federal Water Pollution Control Act 
—See also LEGISLATION, FEDERAL, HR 
9560, HR 10886, S 2710 


—Dredge and fill material discharges into 
U.S. waters without permit, private 
developer ordered to remove part of access 
road constructed in violation of Act, civil 
fine assessed (DC Fla) 1449 


—Effluent limitations, EPA has authority un- 
der Sec. 301 to promulgate limits for ex- 
isting sources, EPA must also develop Sec. 
304 guidelines setting out range of 
limitations applicable to industrial sources 
(CA 3) 1249; appeals court has jurisdiction 
to directly review regulations, question of 
EPA authority not addressed, dismissal of 
manufacturers’ suit to review regulations 
for inorganic chemicals upheld (CA 4) 
1501; chemical firms file petition for 
Supreme Court review 1691 


—EPA to focus on compliance monitoring and 
enforcement during fiscal 1976, water 
quality strategy paper 1431 


—Financing of wastewater treatment 
facilities, alternative methods reviewed, 
improvement of existing construction 
grants program seen as best method, EPA 
draft report to Congress under Sec. 317... 
1324 


—Hazardous substances, EPA proposed 
regulations would designate 306 substances 
and limit their discharge under Sec. 311, 
text 1504, 1520; proposed regulations on 
determination of removability, text 1533; 
proposed regulations on determination of 
harmful quantities, text 1535; proposed 
regulations on determination of units of 
measurement and rates of penalty, text 
1543 


—Lake restoration program authorized under 
Sec. 314, initial grants awarded to six 
states, EPA 1595 

—Management process under Secs. 208 and 
303, success depends on decentralized 
system implemented by EPA, states, and 
local communities, division of respon- 
sibilities outlined, EPA draft strategy 
paper 1513 


—Montana sugar firm’s waste discharges into 
river in violation of Act, EPA fine imposed 
1708 


—Municipal sewage treatment construction 
grants program, EPA submits amending 
legislation to House under pressure from 
OMB, proposal would force states to bear 
larger share of treatment costs, provisions 
1649 


—National Commission on Water Quality, 
final report on effects of achieving 1983 
goals, release to public planned for Dec. 1, 
recommendations to be withheld until 
public has been afforded opportunity for 
comment 1272; completed staff draft 
report recommends maintaining objectives 
of Act, summary of major findings and 
recommendations, public hearings to 
review draft scheduled 1391; public 
hearings scheduled in five cities during 
January 1425; Natural Resources Defense 
Council urges concerned environmentalists 
to submit comments or appear at scheduled 
hearings 1505; hearing held, Muskie 
(D-Me) suggestion that final report should 
not include legislative recommendations to 
Congress rebutted by Rockefeller and 
Cleveland (R-NH), other testimonies 1651; 
commission seeks additional congressional 
funds to complete report and recommen- 
dations 1697 


—Nonpoint source pollution, direct legislation 
to control pollution scarce among Federal 
Government and states, EPA report 1662 

—Nuclear waste discharges, appeals court 
ruling that EPA has regulatory authority, 
Supreme Court to decide whether material 
s ‘‘pollutant’’ within meaning of Act, oral 
arguments scheduled 1351; arguments 
heard, Justice Dept. urges EPA not be 
charged with regulation, arguments in 
response, summary 1386 


—Sec. 208 areawide planning 

——Air ae maintenance planning, 
procedures for coordination with waste 
treatment planning outlined, EPA 
guidance paper 1323 

——Bureau of Land Management and EPA 
sign memorandum to coordinate land 
management with state and areawide 
planning 1661 

——Grants for management programs, 
National Assn. of Regional Councils files 
suit to force EPA to release $137 million 
in impounded funds 1228 

——Grants to state and area planning agen- 
cies, conditions, policies, and procedures 
adopted for providing grants and for 
development of planning processes and 
water quality management plans, EPA 
1346 

——State planning agencies, district court 
decision requiring states to meet same 
requirements as local agencies, forest 
products group files appeal, brief alleges 
requirement would infringe upon state 
sovereignty 1228 


—Sec. 303 standards, EPA Administrator 
Train rules standards must be 
‘‘implemented’’ but need not be ‘‘met’’ by 
1977 deadline, hearing concerning issuance 
of discharge permit to U.S. Pipe and Foun- 
dry Co. 1321; decision upholding permit 
modified by Train, Alabama challenges 
decision in review petition filed with 
appeals court 1699 


INDEX—SUMMARY — REPORTS 28 through 40 


WATER QUALITY STANDARDS—Contd. 


Federal Water Pollution Control Act—Contd. 

—Secondary treatment deadline under Sec. 
301, EPA drafts policy for granting exten- 
sions of 1977 deadline for certain publicly 
owned treatment works, specifics of 
proposed policy detailed, Legro letter to 
regional administrators and state officials, 
text 1345, 1372; draft policy shelved after 
congressional staffers express concerns on 
legality, Legro memo 1380; actions reflect 
EPA attitude toward statutory deadlines 
ae municipalities and industry, analysis 
1499 


—Sewage treatment construction grants 
program, Congress may amend provisions 
regarding storm water, change in federal 
share of funding doubtful, Cahill 1425 

—State continuing planning processes under 
Sections 208 and 303 (e), amended policies 
and procedures adopted, EPA 1346; ten 
power companies file suit to enjoin EPA 
from enforcing regulations 1464; EPA 
issues handbook to assist states and regions 
in meeting responsibilities under 
regulations, features of revised ruled 
described 1596 

—Toxic pollutants, EPA not yet prepared to 
specify tolerance limit or range, con- 
siderations to be included in setting limit 
outlined, Mackenthun 1655 

—Water quality management basin plans, 
amended regulations adopted, EPA 1346; 
ten power companies file suit to enjoin EPA 
from enforcing regulations 1464 

Indiana Stream Pollution Control Board, an- 
nual report issued, water quality control ac- 
tivities reviewed 1363 


National Pollutant Discharge Elimination 
System (NPDES), see subhead: Discharge 
permit program 


New Mexico standards for Rio Grande Basin 
Stream, hearing scheduled to consider 
amendments, Water Quality Control 
Comm. 1240 


Oil and gas exploration and development in or 
affecting navigable waters and wetlands, 
guidelines for reviewing proposals adopted, 
Fish and Wildlife Service 1359 


Polycholorinated biphenyls, Wisc. Natural 
Resources Dept. approves limits on dis- 
charges to state waters, ban on sale and use 
recommended 1511 


State pollution programs, EPA ad- 
ministrator’s approval excluding facilities 
from state control requirements, Supreme 
Court hears oral arguments, Justice Dept. 
presents EPA pusition, summary 1581 


Virginia Water Control Board to consider 
reclassification of Boston Creek and 
tributaries as public water supply, hearing 
scheduled 1240 


Well-produced water on federal and Indian oil 
and gas leases, final disposal requirements 
published, Geological Survey 1427 


WATER RESEARCH AND TECHNOLOGY, OF- 
FICE OF 


Budget request for fiscal 1977, breakdown 
1644 


WATER RESOURCES AND SUPPLIES 
See also LAKES AND RIVERS; RIVER 
BASINS 


Chemical spill in N.H. town, toxic chemical 
levels in water supply found decreasing 
below harmful levels, EPA 1333 

Corps of Engineers feasibility studies for 
water and related land resources, 
regulations establishing guidance for con- 
ducting studies adopted 1264 

Dams 

—Garrison Diversion Unit, proposed _irriga- 
tion project in North Dakota, construction 
delay urged pending Reclamation Bureau 
analysis of project impacts and alter- 
natives, Busterud, other testimonies, House 
hearings 1328 

—New Melones Dam, Calif., federal reclama- 
tion project to irrigate state’s central 
valley, state may not impose terms or con- 
ditions, water board must grant 
applications if unappropriated water is 
available (DC Calif) 1325 

Drinking water 

—Certification and inspection of laboratories, 
EPA program to ensure use of reliable and 
uniform lab methods reviewed, Breiden- 
bach 1389 

—Grants for state public water system super- 
vision, regulations promulgated, EPA 1653 

—Implementation of national interim 
primary standards, regulations 
promulgated, EPA 1653 


—Interim primary standards, final version to 
be promulgated by EPA shortly, McDer- 
mott 1355; standards under Safe Drinking 
Water Act released, final rules include no 
maximum contaminant levels for organic 
chemicals, monitoring and research 
provisions summarized, changes from 
proposed rules outlined, economic impact 
assessed, EPA 1412: final standards 
published in Federal Register, special 
monitoring regulations promulgated by 
EPA 1466 

—Public water systems, EPA promulgating 
rules to require systems to collect water 
samples for submission to EPA for 
organics analysis 1412 

Reclamation Bureau water projects, GAO 
report finds many projects exceed costs 
ceilings authorized by Congress, House 
hearings scheduled, Moorhead (D-Pa) 1327 


(ER) 27 


Reserve Mining Co.’s taconite discharges into 
lake, district court order requiring firm to 
pay $100,000 to supply Duluth, Minn., with 
filtered water, order stayed temporarily, 
all further judicial proceedings halted pen- 
ding further action by court (CA 8) 1329; 
District Court Judge Lord ordered removed 
from case by appeals court, gross bias and 
deliberate denial of due process cited 1500; 
District Court Chief Judge Devitt assumes 
control over case, parties directed to sub- 
mit memoranda and appear in court 1585 


WATER RESOURCES COUNCIL 


Privacy Act of 1974, amendments proposed 
based on recommendations of interagency 
task force 1598 


WEATHER 


Acid rainfall, environmental effects cannot be 
accurately assessed until effects of natural 
acid production are quantified, additional 
research urged, EPA report 1700 

Ozone layer 

—See also LEGISLATION, FEDERAL, HR 
3118 


—Nitrogen oxides, rate of ozone destruction 
can be calculated through new technique 
developed by National Oceanic and At- 
mospheric Admn. 1472 

—Senate Public Works Committee adopts 
amendments supporting federal research 
and study programs, reports to Congress on 
ozone depletion and its effect on health and 
welfare required 1377 


WEST VIRGINIA 


Air quality implementation plan, two 
revisions adopted by EPA 1264 


WISCONSIN 


Air quality implementation plan, public 
availability of emission data, EPA revision 
approved 1359 

Polychlorinated byphenyls, limits on dis- 
charges to state waters approved, ban on 
sale and use recommended, Natural 
Resources Dept. 1511 


WYOMING 


Pesticide applicators, state certification plan 
approved on contingency basis, EPA 
Region VIII 1266 
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ADVISORY COMMITTEES 


Citizens’ Committee on Environmental Quali- 
ty, four appointments made by President 
Ford 2157 

Environmental Health Committee, EPA, 
members meet with EPA officials for brief- 
ing on environmental carcinogens program, 
summary of comments 1799 

National Air Quality Criteria Committee, 
criteria documents for six ambient air stand- 
ards, preliminary analysis by members in- 
dicates need for revision and updating, 
testimonies 1993 

Science Advisory Board, EPA, agency 
bulletin on municipal sludge management, 
ad hoc panel review finds draft inadequate 
and failing to clearly indicate policy, sum- 
mary 2151 


AGRICULTURE 


See also PESTICIDES 

Animal feedlots, EPA proposed discharge 
permit regulations, number of operations 
potentially covered by rules exceed earlier 
estimates, Agriculture Dept. report 1726; 
Natural Resources Defense Council sub- 
mits comments critical of proposed 
regulations, other comments submitted, 
list 1766; final regulations defining con- 
ditions for obtaining permits issued, EPA 
1944; final regulations published 2007 

Fertilizers and soil conditioners, Jeffords 
(R-Vt) and Richmond (D-NY) back crea- 
tion of government programs for recycling 
urban sewage sludge and solid waste 1953 

Nitrogen fertilizers, use unlikely to cause 
large ozone reductions in atmosphere, 
Crutzen 2156 

Phosphate fertilizer, Senate proposed amend- 
ment on nondegradation of air quality op- 
posed by Fertilizer Institute, proposal 
would make farmers dependent on foreign 
sources 1912 

Water pollution from agricultural activities, 
EPA to propose regulations under dis- 
charge permit program, applicability out- 
lined, Quarles 1793; proposed regulations 
published, text 1830, 1856 


AIR 


See following heads: 

—AIR POLLUTION (In General) 

—AIR QUALITY STANDARDS 
—NITROGEN AND NITROGEN OXIDES 
—PARTICULATE MATTER 

—SULFUR AND SULFUR OXIDES 
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AIR POLLUTION (In General) 


See also AIR QUALITY STANDARDS; 
NITROGEN AND NITROGEN OXIDES; 
PARTICULATE MATTER; SULFUR AND 
SULFUR OXIDES 

Acid rainfall, utility industry urged to launch 
major research program, Edison Electric 
Institute draft study, Baruch 1800 

Automotive emissions, see MOTOR 
VEHICLES 

Bethlehem Steel Corp. violations of Pa. pollu- 
tion laws, Environmental Resources Dept. 
suit seeks civil penalties 1884 

Coal-fed power plants, small pollutant- 
bearing particles of fly ash escaping into 
atmosphere, Pueschel 2112 

Connecticut air standards, 536 notices of 
violation issued in last half of 1975, En- 
vironmental Protection Dept. 1952 

General Services Admn. plant’s emissions, 
consent agreement with EPA not subject to 
judicial review under Sec. 307 of Clean Air 
Act (CA DC) 2108 

Granite City Steel Co., Ill., smoke and par- 
ticulate emissions from coke oven and ox- 
ygen furnaces, firm and state EPA agree on 
control program 1834 

Harper Foundry and Machine Works, Miss., 
firm fined for violating state air quality 
regulations, installation of control equip- 
ment ordered, state Air and Water Pollu- 
tion Control Commission 1736 

Industrial compliance with pollution controls 
laws, reductions in particulate and sulfur 
oxide emissions reported, EPA report 2155, 
2190 


Latrobe Steel Co., Pa., pollution abatement 
order issued requiring reduction in par- 
ticulate emissions, Environmental 
Resources Dept. 2119 

Los Angeles Harbor proposed petroleum 
storage terminal, construction approval 
denied for failure to meet new source 
review requirements, modifications 
suggested, EPA Region IX 1790 


Marjol Battery and Equipment Co., Pa., 
pollution abatement order issued requiring 
reduction in particulate emissions, state 
Environmental Resources Dept. 1736 

Monitoring of ambient air, criteria for 
reference and equivalent methods, clarify- 
ing amendments adopted, EPA 1950 


National commission to review air quality, es- 
tablishment urged, Galler 2117 

New York Power plant prohibited from using 
petroleum products or natural gas as 
primary energy source, EPA proposes com- 
pliance date extension under energy-related 
authority, text 2027, 2042 


Nitrosamines, EPA study finds no real danger 
of atmospheric formation, results reported, 
Hanst 2129 

Particulates, EPA researchers developing 
sampling devices to assist work on 
health-related substances, dichotomous 
sampler described, Stevens 1880 


Photochemical oxidants 

—Measurement of ambient concentrations, 
EPA designates another reference method 
1741; reference and equivalent methods for 
measuring concentrations designated, EPA 
1886 

—State air quality plans, method for reducing 
emissions by substituting less reactive 
organic compounds recommended as in- 
terim control measure, EPA policy state- 
ment 1766 


Pittsburgh, Pa., severe pollution episode, 
EPA scientists link 14 deaths to incident 
2179 


Power plants prohibited by FEA from burning 
natural gas or petroleum products, 
provisions allowing EPA to temporarily 
relax pollution requirements, ‘‘significant 
risk’? to public health seen minor, EPA 
staff analysis 1941 


Senate Public Works Committee proposes es- 
tablishment of air quality commission 
patterned after National Water Quality 


Comm., proposed duties and respon- 
sibilities outlined 1761 

Silvex Corp., Fla., violations of pollution 
regulations, fine imposed 1885 

Sulfur dioxide, new equivalent method for 
measuring ambient concentrations 
designated, EPA 1880; reference and 
equivalent methods designated for sulfur 
dioxide and photochemical oxidants, EPA 
1886 

Weyerhauser Co. boiler constructed to meet 
Wash. emission rules, state Ecology Dept. 
acted properly in denying full tax credit, 
facility held not operating for primary pur- 
pose of pollution control (Wash SupCt) 1789 


AIR QUALITY STANDARDS 


See also ADVISORY COMMITTEES; AIR 
POLLUTION (In General) 

California 

—Oil storage tank regulations, pollution con- 
trol district’s failure to enforce regulations, 
Air Resources Board assumes enforcement 
authority 2183 

—Pollution emergency plan, hearing to con- 
sider revisions scheduled, Air Resources 
Board 2124 

Clean Air Act 

—See also CONGRESS, subheads: House 
hearings, Senate hearings; LEGISLATION, 
FEDERAL, HR 10498, S 3219 

—Gasoline lead additives, EPA regulatory 
authority under Act upheld, split decision 
(CA DC) 1985 

—Primary ambient standards, substantial 
adverse health effects projected from 
failure to attain standards, premature 
deaths and respiratory disorders estimated, 
Federal Power Commission task force 
report 1729 

—Satterfield (D-Va) criticizes proposed 
amending legislation (HR 10498) as ‘‘im- 
practically rigid,’ comments 1949 

—Shopping center construction, Illinois 
municipalities’ suit to block construction 
under Act, lower court’s dismissal of suit, 
Supreme Court review denied 1822 

—Tall stacks or other forms of supplementary 
emission control systems, legal interpreta- 
tion and guideline on use published, EPA 
1798 

Colorado 

—Amendments to various regulations to be 
considered, hearing scheduled, Air Pollu- 
tion Control Commission 2034 

—Wigwam wood waste burners, hearing 
scheduled on amending emission control 
regulations, Air Pollution Control Commis- 
sion 1837; hearing scheduled on proposed 
amendment, Health Dept. 1915 

Connecticut 

—Air quality index expanded to include infor- 
mation on photochemical oxidant levels, 
Environmental Protection Dept. 2157 

—State delegated authority for enforcing per- 
formance standards for new stationary 
sources and national emission standards for 
hazardous pollutants, EPA 2007 

Criteria documents for ambient standards, 
need for revision and updating cited in 
preliminary analysis, National Air Quality 
Criteria Advisory Committee 1993 

Florida pollution control regulations, hearing 
to consider revisions scheduled, En- 
vironmental Regulation Dept. 2182 

Illinois 

—Pollution episodes, regulations revised, 
Pollution Control Board 2130 

—Preliminary pollution control program 
plans, hearings scheduled, state EPA 2034 

Iowa sulfur dioxide emissions, relaxation of 
regulations will not prohibit achievement of 
ambient air standards, Environmental 
Quality Dept. study 1913 


Lead, EPA ordered to take initial steps 
toward establishing national ambient stand- 
ards (DC NY) 1899; substance listed by 
EPA as pollutant for which criteria and am- 
bient standards must be developed 2108 

Maine control regions, state law amended by 
legislature to establish Portland region 
2186 

Massachusetts rules governing prevention 
and abatement of pollution episodes and 
emergencies, hearings scheduled to con- 
sider proposed revisions 2183 


Monitoring of ambient air, criteria for 
reference and equivalent methods, clarify- 
ing amendments adopted, EPA 1950 

Nevada fossil fuel-fired steam generating 
facilities, hearing to review emission stan- 
dards scheduled, Environmental Commis- 
sion 2124 

New Hampshire power plant’s compliance 
with air pollution requirements, EPA 
proposes to issue extension under 
energy-related authority rules, text 1905, 
1929; proposed compliance date extension 
for two sources, public hearing scheduled, 
EPA 2032 

New Mexico coal-burning sources, En- 
vironmental Improvement Board lacks 
authority to require reduction of sulfur 
dioxide emissions (NM CtApp) 2137 

Nitrogen dioxide, new measurement principle 
and calibration procedure proposed by 
EPA, text 1950, 1973; new reference and 
equivalent methods proposed by EPA, text 
1950, 1978 

Nondegradation of air quality 

—Administration options on pending emission 
rules described, draft paper discussed by 
Energy Resources Council, Presidential 
veto strategy suggested 2138 

—Electric utility industry analysis of 
Congressional proposals, pessimistic 
assumptions criticized for overestimating 
impact of proposals, Train 1736 

—Fertilizer Institute opposes proposed Senate 
amendment, proposal would make farmers 
dependent on foreign sources for phosphate 
fertilizer 1912 

—House Interstate and Foreign Commerce 
Committee action, Rogers (D-Fla) offers 
amendments to strengthen state authority 
in administering policy, provisions 1787; 
Committee approves legislation to prevent 
clean-air areas from deteriorating to levels 
protected by primary and secondary stan- 
dards, summary of provisions 1817 

—Legislation introduced to delay proposed 
Clean Air Act rules pending study of 
economic and energy effects, provisions 
detailed, Moss (D-Utah) 2109 

—Senate bill (S 3219), impacts of nondegrada- 
tion proposal projected in EPA summary 
2171; increase in electric rates projected 
from passage of proposal, electric utility in- 
dustry study 2178 


—States taking ‘‘wait-and-see’’ attitude on ad- 
ministering programs until Congress acts 
on proposed amendments, EPA staff 
analysis 1728 

—Surface mining operations in certain 
western control regions may be precluded 
by provisions in proposed amendments (HR 
10498, S 3219), FEA study 2145 

—Tertiary standard proposal, Alaska En- 
vironmental Conservation Dept. charges 
‘inaccurate’. EPA letter to Senate com- 
mittee killed proposal, Reinwand 1831 

North Carolina 

—Regulations governing hazardous pollu- 
tants, mew source performance stand- 
ards, and contaminants monitoring and 
reporting, hearing to consider amendments 
scheduled, National and Economic 
Resources Dept. 2009 

—Visible emissions standard for pollution 
sources, hearing scheduled to consider ex- 
tension proposal, Natural and Economic 
Resources Dept. 2124, 2183 
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Ohio pollution sources, regulation adopted ex- 
empting certain minor sources from permit 

_ or variance procedures, state EPA 2156 

Oregon 

—Indirect source facility regulations, 
hearings scheduled to consider proposed 
revisions 2183 

—Open burning regulations, hearing on 
proposed amendments scheduled, En- 
vironmental Quality Commission 2124 

—State delegated authority to enforce perform- 
ance standards for new stationary sources 
and national emission standards for hazardous 
pollutants, EPA 1828 

Pennsylvania regulations, hearings on propos- 
ed changes scheduled, Environmenal Quali- 
ty Board 2183 

Photochemical oxidants, EPA designates 
another reference method for measuring 
ambient concentrations 1741 

Sewage sludge incinerators, performance 
standards for opacity evaluated and left un- 
changed, EPA 1802 

State implementation plans 

—See also subhead: Transportation control 
plans; specific states 

—Emission control strategies, appeals court 
decisions upholding EPA requirement that 
plans use continuous rather than intermit- 
tent controls, Supreme Court review denied 
2137 

—Particulates and oxidants, severe problems 
in many areas noted, serious levels will re- 
quire many states to tighten plans, Rhoads 
1957 


—Photochemical oxidant emissions, reduc- 
tion method by substituting less reactive 
organic compounds recommended as in- 
terim control measure, EPA policy state- 
ment 1766 

—Progress report, control region likely to 
meet federal sulfur oxide and total suspend- 
ed particulate standards estimated, plan 
actions summarized, EPA 1839 

—Regional actions for assessing adequacy of 
plans outlined, essential items in revisions 
listed, Strelow memo 2125 

—Stationary sources affected by plan 
revisions made after statutory attainment 
dates, three-year compliance for attaining 
primary standards recommended, Train 
letter to Muskie (D-Me) 2026 

—Submission, amendments providing more 
detailed explanation of contents adopted, 
EPA 1884 

—Tall stacks or other forms of supplementary 
emission control systems, legal interpreta- 
tion and guideline on use published, EPA 
1798 


Stationary sources 

—California proposed new source review 
rules, report predicts rules would decrease 
development and reduce regulatory flex- 
ibility of local control districts, Stanford 
Research Institute 1796 

—New or expanded sources could be con- 
structed only if emissions would not in- 
terfere with progress toward attaining 
national ambient standards, draft EPA 
guidance paper 1726 

—South Dakota delegated authority to enforce 
performance standard for new sources, 
EPA 2180 

—State implementation plan revisions made 
after statutory attainment dates, 
three-year compliance recommended, 
Train letter to Muskie (D-Me) 2026 

Sulfates, EPA failure to begin procedures to 
establish ambient standards, Clean Air Act 
violation charged, Sierra Club letter, 
Brecher 1793 

Sulfur dioxide, regulations directed toward 
control of single pollutant inadequate for 
failing to consider interaction with other 
agents, Dinman 1957 

Transportation control plans 

—See also specific states 


—EPA authority to require states to enact 
and enforce controls, petitions for review 
filed with U.S. Supreme Court 1728 

—House Commerce Committee approves 
measure extending transportation control 
deadlines on case-by-case basis to 1985 for 
heavily polluted cities, text 1866, 1892 

—Senate Public Works Committee adopts 
proposal authorizing extensions of 
deadlines up to 1987, conditions specified 
1756 


Vinyl chloride emissions, EPA proposed air 
standards criticized by industry, 
cost-benefit analysis suggested, Harding, 
other comments, EPA hearing 1736 

Virginia 

—Pollution control and abatement 
regulations, hearings scheduled on propos- 
ed revisions, Air Pollution Control Board 
1915 


—State delegated authority to enforce perfor- 
mance standards for new stationary 
sources and national emission standards for 
hazardous pollutants, EPA 1884 

Washington implementation and enforcement 
of performance standards for new 
stationary sources and national standards 
for hazardous pollutants, state’s request to 
delegate authority to local agencies ap- 
proved, EPA 1739 


AIR TRANSPORT 


See also LEGISLATION, FEDERAL, S 3015 

Concorde supersonic transport, Transporta- 
tion Secretary Coleman approves limited 
British and French commercial flights into 
JFK and Dulles Airports for 16-month trial 
period, conditions specified 1731; En- 
vironmental Defense Fund petition seeking 
review of decision, 29 members of Congress 
join suit 1772; suit seeking to enjoin lan- 
dings until issuance of noise regulations dis- 
missed (DC DC) 1943 


ALABAMA 


Air quality implementation plan, proposed 
revision to incorporate new source perform- 
ance standards and national emission 
standards for hazardous pollutants, public 
hearing scheduled, Air Pollution Control 
Commission 2182 

Dairy farm’s discharge of untreated animal 
wastes into creek, installation of treatment 
facilities ordered, Water Improvement 
Commission 1767 

Municipal waste treatment facilities, fiscal 
1977 priority list, hearing on proposed 
amendment scheduled, Water Improve- 
ment Commission 2009 

Sewage treatment construction, regulations 
for administering federal grants adopted, 
Water Improvement Comm. 1911 

Water quality management planning, hearing 
scheduled on proposed revisions to state’s 
continuing planning process, Water Im- 
provement Commission 2124 


ALASKA 


Clean Air Act, Governor Hammond urges sup- 
port for amendments reported by Senate 
and House committees, weakening 
provisions opposed, letter to other gov- 
ernors 2083 

Tertiary significant deterioration standard 
proposal before U.S. Senate, Environmen- 
tal Conservation Dept. charges ‘‘inac- 
curate’’ EPA letter killed proposal, 
Reinward 1831 

Trans-Alaska oil pipeline, environmental 
problems resulting from construction 
detailed, GAO report 1883 


APPOINTMENTS, PERSONNEL CHANGES 


Environmental Protection Agency 

—Howard, Sizemore, and Reukaf resign from 
Office of General Counsel, agency charged 
with failure to take effective action to 
regulate toxic chemicals 1762 

—Mayo removal as Region V Administrator 
raises public and political questions, Nelson 
(D-Wis) letter, Train response 1881 

Federal Energy Admn. 

—Sant resigns as assistant administrator for 
conservation and environment 2187 

General Motors Corp. 

—Potter elected vice chairman of en- 
vironmental activities staff 2000 


APPROPRIATIONS AND AUTHORIZATIONS 
See BUDGET, U.S. 


ARKANSAS 


Air quality implementation plan, EPA 
proposes revision to amend particulate 
matter control strategy and regulations, 
text 2120, 2131 

Waste treatment management planning, 
proposed designation of Pollution Control 
and Ecology Dept. as state agency, hearing 
scheduled 2034 

White River Basin, hearings on proposed plan 
scheduled, Pollution Control and Ecology 
Dept. 2182 


ARMY CORPS OF ENGINEERS 
See CORPS OF ENGINEERS 


ATOMIC ENERGY 


See also RADIATION 

General Electric Co., three nuclear power 
engineers resign over safety concerns, 
Joint Atomic Energy Committee schedules 
hearings 1739 

Nuclear energy for electricity generation seen 
environmentally safer than coal generated 
power, preliminary report prepared for Md. 
Governor Mandel, hearings scheduled 1738 

Nuclear power plants 

—California proposed plant, Bureau of Land 
Management proposes withdrawing area 
from public lands for proposed land ex- 
change with utility for plant site 1960 

—Environmental impact statements, 
modification to expedite statements 
suggested, Rockfeller 1772 

—Lake Michigan shore, Atomic Energy Com- 
mission order granting construction permit 
in densely populated area ruled valid, deci- 
sion on remand from Supreme Court (CA 7) 
2169 

—Michigan proposed plant, suit to enjoin con- 
struction, state not preempted from con- 
sidering claims that proposed plant will 
present nonradiological hazards (Mich 
CtApp) 1761 

—Oyster Creek Plant, N.J., shutdown to check 
reactor leakages, power company held not 
liable for fish kill from discharge of cold 
water rather than normal heated water (NJ 
SupCt) 1790 

—Radiation protection, EPA proposed stand- 
ards criticized as unnecessary and costly 
overlay of Nuclear Regulatory Comm. 
programs, Mattson, other testimonies, 
EPA hearing 1907 

—Virginia Electric and Power Co. proposed 
plant on site above geological fault, Nuclear 
Regulatory Comm. did not err in granting 
license (CA DC) 1899 
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Nuclear waste disposal, Government 
witnesses testify to inadequacy of site 
selection criteria and radiation emission 
standards at landfills, McCloskey (R-Calif) 
sees lack of effective disposal policy 
hampering power program, House hearings 
1838 


AUTOMOBILES 
See MOTOR VEHICLES 


BUDGET, U.S. 


Corps of Engineers dam and canal projects, 
President’s budget request criticized, en- 
vironmental and economic damage from 
certain controversial projects seen, En- 
vironmental Policy Center report 1959 

Council on Environmental Quality 

—See also LEGISLATION, FEDERAL, HR 
11619 

—Fiscal 1977 budget request defended, sub- 
stantial portion of resources to be spent on 
acquiring environmental information, 
Peterson, House hearings 1909 

Environmental Protection Agency 

—See also LEGISLATION, FEDERAL, HR 
12704 

—Fiscal 1976 proposed authorizations, Senate 
Public Works Subcommittee schedules 
hearings, construction grants program to 
be examined 1732 

—Fiscal 1977 funding, Congress urged to 
revise statutory definition of eligibility for 
municipal wastewater treatment construc- 
tion grants before authorizing funding, 
Train, Senate hearings 1875; budget re- 
quest defended by Administrator Train, 
financial assistance in strengthening 
state and local agencies projected, House 
hearings 1910; request criticized as con- 
fusing and inadequate by Appropriations 
Subcommittee chairmen in House and 
Senate, Proxmire (D-Wis) and Boland (D- 
Mass) comments 1961; House Public 
Works Committee recommends addition of 
$3.2 billion to Administration’s budget re- 
quest, increases for water pollution control 
programs urged 1992; toxic substances 
budget, proposal for reducing budget by 10 
percent scored, inadequate control efforts 
charged, Paulson 2080; sewage treatment 
construction grants, Administration’s 
failure to propose new authorizations 
criticized, restoration of reimbursement 
funding urged, Train letter to OMB 2114 

Fiscal 1977 budget, Senate passes resolution 
recommending $18 billion for natural 
resources, environment and energy 
programs, proposal nearly double of 
President’s budget request 2115 

Interior Dept. Land and Water Conservation 
Fund, Congress appropriates $308 million 
for financing outdoor recreation programs 
in fiscal 1976, funding breakdown 1740 

Marine protection, see LEGISLATION, 
FEDERAL, HR 11505 

National Commission on Water Quality, see 
LEGISLATION, FEDERAL, HJRes 857 

National Science Foundation, see LEGISLA- 
TION, FEDERAL, HR 12566 

Saline water conversion programs, 
LEGISLATION, FEDERAL, HR 11559 

Soil Conservation Service watershed 
operations, see LEGISLATION, 
FEDERAL, HRes 1032 


see 


BUILDING AND CONSTRUCTION 


Atlanta, Ga., rapid transit system construc- 
tion through historic area, Transportation 
Dept. approval did not violate NEPA or 
other laws (DC Ga) 1991 


Bank’s destruction of old house to make way 
for new bank site, court lacks jurisdiction 
under NEPA to enjoin action due to absence 
of federal funding or assistance (CA 7) 2171 

California city ordinance limiting housing un- 
its, appeals court decision upholding limits, 
Supreme Court review denied 1822 

Electric power plants, see ELECTRIC 
POWER 

Highway construction, se HIGHWAYS 

Housing project, HUD Dept. environmental 
review did not violate NEPA, lower court 
ruling upheld (CA 1) 1728 

Hydroelectric project on New River, FPC did 
not violate NEPA or Wild and Scenic 
Rivers Act in granting construction permit 
(CA DC) 2022 

Los Angeles Harbor proposed petroleum 
storage terminal, construction approval 
denied for failure to meet new source 
review requirements, modifications 
suggested, EPA Region IX 1790 

Marina constructed as part of development 
project ruled navigable waterway subject 
to Corps of Engineers regulation (DC 
Hawaii) 1822 

Meramec Park Lake Dam, Corps of 
Engineers’ proposed construction upheld, 
no violations of federal statutes found (CA 
8) 2171 

New Communities Program under HUD 
Dept., work on Minneapolis project enjoin- 
ed pending preparation of adequate impact 
statement (DC Minn) 2109 

New Jersey construction permits on minor 
stream encroachment projects, fees reduc- 
ed, Bardin 1958 

Nuclear power plants, see ATOMIC ENERGY 


Public housing project, appeals court decision 
that HUD Dept. satisfied NEPA in deter- 
mining that project will not significantly 
affect quality of human environment, 
Supreme Court review denied 1991 

Shopping center construction, Illinois 
municipalities’ suit to enjoin construction 
under Clean Air Act, lower court’s dis- 
missal of suit, Supreme Court review 
denied 1822 

Trans-Alaska oil pipeline, environmental 
problems resulting from construction 
detailed, GAO report 1883 

Urban renewal projects or neighborhood 
development programs, environmental 
review of financial settlements, regulations 
to delegate responsibility proposed, HUD 
Dept. 1806 

Waste treatment plant construction, 
SEWAGE TREATMENT 


see 


BUREAUS 


See other part of title and specific subject 
headings 


Cc 


CALIFORNIA 


Air pollution emergency plan, hearing to con- 
sider revisions scheduled, Air Resources 
Board 2124 

Air quality implementation plan, EPA ap- 
proves revision modifying gasoline transfer 
vapor control regulations 1906; revision 
providing for pollution emergency plan ap- 
proved, EPA 2120 

American Motors Corp. vehicle pollution test 
data, Air Resources Board decides firm did 
not intentionally file false data 1952 

Coastal lands, proposals for public agencies’ 
acquisition submitted to governor and 
legislature, areas divided into four priority 
groups, Coastal Zone Conservation Com- 
mission 2033 


Coastal plan, Planning and Conservation 
League report finds plan will protect en- 
vironment without sacrificing economic 
considerations, Rooney 2001 

Death Valley National Monument, suit seeks 
to halt Interior Dept. open-pit and strip 
mining within boundaries 1874 

Gas rationing, EPA’s authority upheld, EPA 
may take whatever measures necessary to 
ensure attainment of air standards (CA 9) 
2169 

Gasoline vapor recovery systems at service 
stations, certification regulations ap- 
proved, Air Resources Board 2033 

Light-duty truck emissions and test 
procedures for measuring evaporative 
emissions, revised regulations adopted, Air 
Resources Board 2159 


Los Angeles Harbor proposed petroleum 
storage terminal, construction approval 
denied for failure to meet new source 
review requirements, modifications 
suggested, EPA Region IX 1790 


Motor vehicles emission standards, hearing 
scheduled to consider proposals for 1978 
vehicles, Air Resources Board 2124 


Municipal waste discharges, proposed water 
quality control policy for bacteriological 
standards, Air Resources Board hearing 
scheduled 1837 

Petaluma restrictions on growth, ordinance 
limiting new housing units upheld by 
appeals court, Supreme Court review 
denied 1822 

Sacramento Regional Wastewater Manage- 
ment Program, evaluation study finds near- 
ly $300 million being spent to treat ‘‘ex- 
tremely clean’’ water, major issues iden- 
tified, National Science Foundation 1867 

San Francisco Bay, proposed coastal zone 
management program, hearing scheduled 


2 

| Southern California Air Pollution Control 
District’s failure to enforce storage tank 
regulations against oil firms, Air Resources 
Board assumes enforcement authority 2183 

Stationary source emissions, proposed new 
source review rules would decrease 
development and reduce regulatory flex- 
ibility of local control districts, Stanford 
Research Institute report 1796 

Sulfates, ambient standard including ‘‘signifi- 
cant harm level’’ adopted by Air Resources 
Board, Western Oil and Gas Assn. files suit 
to block standard 1900; standard based on 
data generated by pollution control districts 
and EPA’s Community Health and En- 
vironmental Surveillance System 1997 

Truck certification, regulations governing 
1978 and subsequent model light-duty 
trucks and heavy-duty engines, revisions to 
be considered, Air Resources Board hear- 
ing scheduled 1915 


CHEMICALS AND CHEMICAL INDUSTRY 


See also NITROGEN AND NITROGEN 
OXIDES; PESTICIDES; SULFUR AND 
SULFUR OXIDES 

Carcinogens 

—Environmental Defense Fund requests EPA 
to establish point source monitoring 
vc to protect public water supplies 
141 


—EPA environmental program, officials con- 
duct briefing for Environmental Health Ad- 
Mei Committee, summary of comments 

—Trade association meeting to consider 
problems, use of ‘‘unsound’’ definitions by 
EPA in pesticides hearings cited, 
Fogleman, other speakers 1954 

Chloroform in drinking water and pesticides, 
EPA announces program to reduce en- 
vironmental exposure, Train 2025 
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CHEMICAL AND CHEMICAL 
—Contd. 


INDUSTRY 


Drinking water, EPA special monitoring 
study for organic chemicals, 112 public 
water systems designated for inclusion, list 
1765; EPA revising strategy of dealing with 
organic, alternative approaches for regula- 
tion outlined, draft advance notice of 
proposed rulemaking, text 2174, 2193 

Environmental contamination from 
chemicals identified as most serious 
problem facing EPA, toxic substances con- 
trol legislation supported, Train 2147 

Fluorocarbons 

—Ozone depletion, compounds other than 
fluorocarbons do not constitute threat to 
stratosphere, interagency task force report 
2026 

—Propellants, Johnson Wax Co. switch to 
aerosol sprays propelled by other com- 
pounds, booklet published 1839 

Kepone poisoning incident at Virginia 
chemical plant, weaknesses in environmen- 
tal and occupational health laws blamed, 
Samuels, House hearings 1769; firms 
charged with violation of state water pollu- 
tion laws, Water Control Board suit seeks 
$3.5 million in penalties 1991 

Lead contamination, ecosystem analysis, 
report available from NTIS 2037 

Lead regulation, EPA ordered to take initial 
steps toward establishing national ambient 
air standards (DC NY) 1899; substance 
listed by EPA as air pollutant for which 
criteria and ambient standards must be 
developed 2108 

Manufacturing Chemists Assn., four percent 
reduction in energy consumption during 
1975 reported by members 2159 

Nitrosamines, EPA study finds no real danger 
of atmospheric formation, results reported, 
Hanst 2129 

Organic chemicals industry, see EFFLUENT 
LIMITATION GUIDELINES 

Polychlorinated biphenyls (PCBs) 

—Electrical equipment containing PCBs, 
replacement of equipment or fluids not 
feasible or desirable, National Assn. of 
Electric Companies task force 2158 

—General Electric Co. discharges into Hud- 
son River, N.Y. Environmental Conserva- 
tion Dept. order requiring zero discharge 
reversed by Governor Carey 1735; state 
conservation hearing officer rules dis- 
charge violates pollution control laws 1767; 
firm offers to pay state $2 million to settle 
case, state rejects offer 2179 

—House Merchant Marine Subcommittee 
hearings, EPA scored for not using control 
authority under existing laws, Ottinger 
(D-NY), other testimonies 1737 

—Indiana governor approves legislation to 
control manufacture, sale, or use 2005 

—Industrial wastes containing PCBs, 
guidance for disposal issued, EPA 2074 

—Michigan governor approves legislation 
prohibiting manufacture, sale, and use for 
all purposes other than electric 
transformers and capacitors 2154 

R. H. Bogle Chemical Co., Va., firm ordered 
to build filtering system to prevent 
chemicals from washing into river, Water 
Control Board 1885 

Toxic substances 

—See also EFFLUENT LIMITATION 
GUIDELINES; LEGISLATION, 
FEDERAL, HR 7664, HR 10318, HR 12336, 
S 776, S 3149 

—Fiscal 1977 budget, EPA’s proposal for 10 
percent reduction scored, inadequate con- 
trol efforts charged, Paulson 2080 

—Legislation, passage of pending bill during 
current session of Congress urged, quick 
resolution of major differences needed to 
give EPA authority to deal with chemical 
pollution, Train 1879 

—Ocean dumping of substances, prohibition 
urged to curb pollution, Kamlet 2080 


—Virginia General Assembly approves four 
bills aimed at controlling toxic and hazar- 
dous substances, kepone problems seen as 
major impetus in action, summary of bills 
2032 

Vinyl chloride 

—Aquatic ecosystems, accumulation of sub- 
stance unlikely, research to support EPA’s 
actions summarized, report 2148 

—EPA proposed emissions standards criticiz- 
ed by industry, cost-benefit analysis 
suggested, Harding, other testimonies, 
EPA hearing 1736 


CITIZENS’ SUITS 


Atlanta, Ga., rapid transit system construc- 
tion through historic area, Transportation 
Dept. approval did not violate NEPA or 
other laws (DC Ga) 1991 

Bank’s destruction of old house to make way 
for new bank site, court lacks jurisdiction 
under NEPA to enjoin action due to absence 
of federal funding or assistance (CA 7) 2171 

Careinogens and toxic chemicals, EPA re- 
quested to establish point source monitor- 
ing program to protect public water 
supplies, Environmental Defense Fund re- 
quest under citizen suit provision of Federal 
Water Act 2141 

Coal prospecting permits on public lands, 
Interior Dept. moratorium on permits, 
applicants acquired no right or interest in 
permits to extent their applications were 
not rejected (CA 10) 1761 

Concorde supersonic transport, Transporta- 
tion Secretary’s decision allowing trial 
period of flights into U.S., Environmental 
Defense Fund petition for judicial review, 
29 members of Congress join suit 1772 

Corporate expenditures, suit seeking data on 
firms’ pollution control spending, data sub- 
mitted to Commerce Dept. ruled exempt 
from disclosure under Freedom of Informa- 
tion Act (DC Ill) 2137 

Corps of Engineers actions involving proposed 
power plants, consent decrees requiring 
preparation of impact statements, en- 
vironmental group seeks contempt ruling 
for failure to comply with order 1874 

Death Valley National Monument, suit seeks 
to halt Interior Dept. open-pit and strip 
mining within boundaries 1874 

Food and Drug Admn. required by NEPA to 
consider environmental factors even if 
statutes administered by FDA do not man- 
date consideration (DC DC) 2068 

Georgia sulfur dioxide emission limitations, 
EPA’s decision to grant state “‘stack height 
EaTNE does not violate Clean Air Act (CA 
5D) 2108 

Heptachlor and chlordane, EPA order allow- 
ing use of pesticides in 1976 growing 
season, Environmental Defense Fund seeks 
stay of order pending court review 1727 

Highway construction through habitat of en- 
dangered Mississippi sandhill crane, lower 
court ordered to enjoin activities pending 
determination of highway’s effect on crane 
(CA 5) 2023 

Housing project, HUD Dept. environmental 
review did not violate NEPA, lower court 
ruling upheld (CA 1) 1728 

Iron and steel plants, EPA adoption of interim 
final effluent guidelines providing exemp- 
tion of Ohio’s Mahoning Valley plants, 
Sierra Club files 60-day notice of intent to 
file suit challenging decision 2067 

Lead regulation, EPA ordered to take initial 
steps toward establishing national ambient 
air standards (DC DC) 1899; substance 
listed by EPA as air pollutant for which 
criteria and ambient standards must be 
developed 2108 

Meramec Park Lake Dam, Corps of 
Engineers’ proposed construction upheld, 
no violations of federal statutes found (CA 
8) 2171 


Mt. Hood National Forest, U.S. Forest Ser- 
vice acted illegally in permitting logging 
operations and recreational activities in 
Bull Run Reserve area (DC Ore) 1991 

New York City transportation control plan, 
citizen groups file suit to enforce controls, 
Court directs that immediate action be 
taken to implement strategies (CA 2) 2169 

Nuclear power plants 

—Lake Michigan shore, Atomic Energy Com- 
mission order granting construction permit 
in densely populated area ruled valid, deci- 
ee remand from Supreme Court (CA 7) 

—Nuclear Regulatory Commission did not err 
in granting utility license to build plant on 
site above geological fault (CA DC) 1899 

—Suit to enjoin construction, state not 
preempted from considering claims that 
proposed plant will present nonradiological 
hazards (Mich CtApp) 1761 

Power plant construction, Nebraska En- 
vironmental Control Dept. decision to issue 
construction permit for proposed plant up- 
held, preconstruction review held 
reasonable (DC Neb) 1760 

Power transmission line construction, 
suit seeking preliminary injunction due to 
alleged NEPA violations rejected (DC 
Wash) 2109 

San Francisco Bay diking activities, Corps of 
Engineers’ jurisdiction up to ‘‘mean higher 
high water”’ line upheld (DC Calif) 1943 

Toxic pollutants, EPA to establish effluent 
limitations and guidelines for producing in- 
dustries, proposed agreement to resolve 
separate suits (DC DC) 2067 

United States Agency for International 
Development pest management, impact 
statement to be prepared and NEPA 
regulations to be published, stipulation with 
Environmental Defense Fund approved 
(DC DC) 1727 


CLEAN AIR ACT 
See AIR QUALITY STANDARDS 


COAL 


See also LEGISLATION, FEDERAL, HR 
9725; STRIP MINING 

Conversion of power plants 

—See also LEGISLATION, FEDERAL, S 
3209 


—Synthetic gasoline and other distillate fuels, 
research contracts to be negotiated with 
three firms, ERDA 1916 

Electric power generation, Edison Electric 
Institute and National Coal Assn. call for 
federal action to make more coal available, 
joint policy statement to Congress 1962 

Leasing 

—Federally owned coal, Interior Dept. final 
draft regulations provide for application of 
state reclamation laws or regulations as 
stringent as federal law, definition of 
“‘maximum extent practicable’ perfor- 
mance standards revised 1723; GAO study 
criticizes Interior’s ability to administer 
program, weaknesses cited, Hughes, other 
testimonies, Senate hearings 1801; lifting 
of leasing moratorium, environment 
remains concern in responding to energy 
needs, major elements of leasing policy 
detailed, Kleppe 1912; Interior Sec. Kleppe 
approves regulations similar to final draft, 
major provisions outlined, EPA to appeal 
decision to White House 2139 

—Identification of suitable areas, procedures 
to encourage public, industry, and 
governmental participation and to con- 
solidate actions into areawide environmen- 
tal reviews proposed, Bureau of Land 
Management 1951 

Northern Great Plains coal development, 
Supreme Court to decide on applicability of 
NEPA, oral arguments scheduled 2109 
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Production and demand increase expected for 
third quarter of 1976, increase already 
begun, Bagge 2159 

Prospecting permits on public lands, Interior 
Dept. moratorium on permits, applicants 
acquired no right or interest in permits to 
extent their applications were not rejected 
(CA 10) 1761 

West Coast states, industry officials continue 
plans for coal use despite cancellation of 
controversial Utah power plant, comments 
and reactions 2185 


COAST GUARD 


Deepwater ports, site evaluation and 
preconstruction testing at potential 
offshore port locations and related onshore 
terminals, regulations adopted 2181 

Marine sanitation devices, regulations im- 
plementing EPA standards amended 2122 

Oil and hazardous substance discharges, 
regulations on notification, control, and 
penalties adopted 2031 

Vessels carrying oil in foreign trade, proposed 
regulations governing design, equipment, 
and operations to be published, Siler, 
Senate hearings 1915 


COASTAL ZONES 


See also CONTINENTAL SHELF; LEGISLA- 
TION, FEDERAL, HR 3981 

California 

—Coastal plan, Planning and Conservation 
League report finds plan will protect en- 
vironment without sacrificing economic 
considerations, Rooney 2001 

—Public agencies’ acquisition of coastal 
lands, proposals submitted to governor and 
legislature, areas divided into four priority 
groups, Coastal Zone Conservation Com- 
mission 2033 

—San Francisco Bay proposed management 
program, hearing scheduled 2009 


COLORADO 


Air quality regulations, hearing to consider 
various amendments scheduled, Air Pollu- 
tion Control Commission 2034 

Water quality standards for salinity, EPA 
grants state’s request to delay issuance of 
standards and control plan for Colorado 
River system 2028 

Wigwam wood waste burners, hearing 
scheduled on amending emission control 
regulations, Air Pollution Control Commis- 
sion 1837; hearing scheduled on proposed 
amendment, Health Dept. 1915 


COMMERCE DEPARTMENT 


Electric power industry, draft report on 
energy consumption of environmental con- 
trols, adverse comments by EPA prompts 
Dept. to seek extension of study 2176 

Iron and steel industry energy consumption, 
10 percent used to comply with pollution 
control laws, effects of revised standards 
estimated, Office of Environmental Affairs 
report 2006 

Pollution control expenditures by govern- 
ment, consumers, and business totaled $23 
billion in 1973, spending breakdown, 
Bureau of Economic Analysis 1879; survey 
shows 18 percent spending increase 1915 


‘Energy use, 


CONFERENCES AND MEETINGS 


(Includes seminars, workshops, etc. ) 
See also ADVISORY COMMITTEES; JOUR- 
NAL 


Air Pollution Control Assn., Government Af- 
fairs Seminar, proposed Clean Air Act 
amendments approved by House panel seen 
balancing environmental, energy, and 
social demands, criticism that proposal 
would impose ‘‘no-growth”’ policy rejected, 
Rogers (D-Fla), other speakers 2072; es- 
tablishment of national commission to 
study and review air quality urged, Galler, 
other speakers 2117 

American Bar Assn. Bicentennial Institute, 
oversight activities by executive agencies 
creating conflicts and obstacles for EPA by 
“crippling’’ efforts to solve problems, 
Quarles 1999 

American Geophysical Union meeting, small 
pollutant-bearing particles of fly ash escap- 
ing into atmosphere from coal-fed power 
plants, Pueschel 2112 

American Iron and Steel Institute recycling 
seminar, future scrap supplies seen depen- 
dent on recycling, Ferrigan 2078 


American Society of Civil Engineers meeting, 
EPA striving to award $9 billion in 
available sewage treatment construction 
grants before Sept. 1977 cut-off date, Rhett 
2073 

Catalyst sulfate research, General Motors 
Corp.-EPA symposium, E}PA drops plans to 
set sulfate standard for 1979 vehicles, 
Murphy, other speakers 2107 


Chemical carcinogens, trade association 
meeting to consider problems, use of ‘‘un- 
sound” definitions by EPA in pesticides 
hearings cited, Fogleman, other speakers 
1954 

Conference Board seminar, speeches by 
National Water Quality Comm. members 
Gee and Moore provide indication of 
probable recommendations commission 
will make to Congress on amending Federal 
Water Act, summary 1754; environmental 
protection meeting, environmental record 
of U.S. Steep Corp. denounced by Quarles, 
comments rebutted by industry and Ad- 
ministration officials 1759 


conference on health, en- 
vironmental effects, and control 
technology, conventional flue gas scrubbers 
ineffective in controlling fine particles, 
EPA seeking to develop more energy-ef- 
ficient systems, Abbott, other speakers 
1763; EPA begins program to identify en- 
vironmental impacts expected from evolv- 
ing industrual energy conservation 
processes, Skovronek, other speakers 1772 


Federal Water Quality Assn. marine pollution 
conference, prohibition on ocean dumping 
of toxic chemical substances urged to curb 
pollution, Kamlet, other speakers 2080 


National Academy of Sciences-National 
Academy of Engineering meeting on 
materials and development of nations, 
problems of recovering and disposing waste 
plastics from junked automobiles cited, 
Harwood, other speakers 2184 


National Assn. of Manufacturers meeting, 
proposed legislation to amend Clean Air Act 
(HR 10498) criticized as ‘‘impractically 
rigid,’ Satterfield (D-Va) other comments 
1949 

National Assn. of Recycling Industries annual 
convention, short-term cyclical increases in 
recycling inadequate, responsive federal 
economic and materials policies to en- 
courage recycling urged, Mighdoll 1962 


National Center for Resource Recovery sym- 
posium, EPA views recovery as one of best 
alternatives to solid waste disposal, 
problems with demonstration projects 
cited, Meyers, other speakers 1998 


National Environmental Development Assn. 
conference on energy, environment, and 
economy, FEA Deputy Administrator Hill 
urges balance be struck on economic con- 
siderations in attaining environmental 
goals and energy independence, other 


speakers 1833 

National Governor’s Conference, EPA 
testimony on viability of flue gas 
desulfurization technology, Federal Power 
Commission charges ‘‘misleading’’ 
testimony on reliability of systems, 
utilities’ commitment, and sludge disposal 
problems 1795; resolutions adopted on solid 
waste management and wastewater treat- 
ment construction grants program 1829 

National Press Club, EPA Administrator 
Train urges passage of pending toxic sub- 
stances control legislation to give EPA 
authority to deal effectively with chemical 
pollution 1879 

Resource conservation and recovery, con- 
gressional symposium held to assist House 
Commerce Subcommittee in drafting 
legislation, new solid waste law needed to 
make federal air and water laws effective, 
Rooney (D-Pa), other speakers 2079; elec- 
tric utilities studying use of municipal solid 
wastes as possible fuel, Young, other 
speakers 2160 

Statistics and Environment Symposium, need 
for scientific data as basis for regulatory 
action stressed, Daddario, other speakers 
1885; regulations aimed at controlling sul- 
fur dioxide seen inadequate for failing to 
consider pollutant’s interaction with other 
agents, Dinman 1957 

Sulfur scrubbers, EPA symposium, progress 
by electric utilities in solving technology 
problems noted, technical papers 
presented, summary 1902; preliminary 
research by Tennessee Valley Authority in- 
dicates markets available for some sulfuric 
acid byproducts, Bucy paper 1959 

Water and Wastewater Equipment Manufac- 
turers Assn. meeting, EPA’s proposal for 
reducing fiscal 1977 toxic substances 
budget scored, inadequate control efforts 
charged, Paulson 2080 


CONGRESS 


(For hearings on legislation with assigned 
numbers, see LEGISLATION, FEDERAL) 

House 

—“Dirty Dozen,’ 1976 list of anti-environ- 
ment congressmen targeted for defeat in 
elections issued, Environmental Action 
2004; designated congressmen criticize lob- 
by group and selection methods, comments 


—Federal Water Pollution Control Act, House 
passage of amendments projected, action 
on National Water Quality Comm. 
recommendations doubtful, Sullivan 1870 

—Public Works and Transportation Com- 
mittee, Jones (D-Ala) announcement that 
he will not seek re-election opens way for 
Wright (D-Tex) to assume Shai tinstip. 
Wright’s attitudes toward water pollution 
control outlined 1757 

—Reclamation Bureau water resource pro- 
jects, process for adjusting or indexing 
authorized costs ceilings examined, abuses 
detailed, Government Operations Com- 
mittee report 2128 

House hearings 

—Clean Air Act amendments, proposals to 
ease environmental restrictions on coal 
converting plants and to require steps to 
protect stratospheric ozone layer accepted 
by Interstate and Foreign Commerce Com- 
mittee, Rogers (D-Fla) offers amendments 
to relax subcommittee proposal for protec- 
ting clean-air areas and strengthen state 
authority in administering nondegradation 
policy, summary of actions 1787; 
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—Clean Air Act amendments,—Contd. 
amendments governing industrial expan- 
sion in clean-air areas adopted by com- 
mittee, amendments putting control over 
growth in state hands incorporated, action 
on other amendments, summary of 
provisions 1817; committee adopts 
measure ican transportation control 
deadlines on case-by-case basis to 1985 for 
heavily polluted cities, text 1866, 1892; in- 
dustrial expansion in dirty-air areas, com- 
mittee follows Senate’s lead in relaxing 
pollution control rules, draft language of 
Rogers (D-Fla) amendment, text 1869; 
automotive emissions, committee adopts 
compromise proposal offered by Brodhead 
(D-Mich) to freeze 1977 standards through 
1979, five-year freeze defeated, waiver to 
handle sulfuric acid problem included, table 
of various schedules for standards 1897; 
complaints from New York officials 
prompt Scheuer (D-NY) to withdraw sup- 
port for five-year freeze on automotive 
standards 1904; committee nears comple- 
tion of package despite efforts to slow revi- 
sion and block bill, interstate pollution rules 
added, summary 1939; proposed auto emis- 
sion standards, floor fight expected over 
issue of tougher emission rules 1944; 
proposals criticized as ‘“‘impractically 
rigid,’ Satterfield (D-Va) comments 1949 


—Council on Environmental Quality, fiscal 
1977 budget request defended, substantial 
portion of resources to be spent on acquir- 
ing environmental information, Peterson, 
Appropriations Subcommittee 1909 


wast Administration proposals, Wirth 

(D-Colo) charges program ignores possible 
environmental effects from intense 
development, water shortages seen as con- 
straining factor in attaining goals, other 
testimonies, Science and Technology sub- 
committee 1759 


—EPA budget request for fiscal 1977 defend- 
ed by Administrator Train, financial 
assistance in strengthening state and local 
agencies projected, Appropriations Sub- 
committee 1910; Public Works Committee 
recommends addition of $3.2 billion to Ad- 
ministration’s budget request, increase for 
water pollution control programs urged 
1992 

—Federal Water Pollution Control Act, over- 
sight hearings scheduled by Public Works 
and Transportation Subcommittee, EPA 
administration of construction grants 

rogram and discharge permit program to 

e considered 1732; Wright (D-Tex) 
ene EPA ability to meet 1977 

eadlines for obligating sewage treatment 
construction grants and having point source 
dischargers under permit, Train response, 
testimonies, Public Works Subcommittee 
1820 


—Kepone poisoning incident at Va. chemical 
plant, weaknesses in environmental and oc- 
cupational health laws blamed, Samuels, 
Education Subcommittee 1769 


—Nuclear waste disposal, Government 
witnesses testify to inadequacy of site 
selection criteria and radiation emission 
standards at landfills, McCloskey (R-Calif) 
sees lack of effective disposal policy 
hampering power program, testimonies, 
Government Operations Subcommittee 
1838 

—Ocean dumping, joint hearings held by two 
subcommittees, EPA restrictions imposed 
against Philadelphia, reassessment urged, 
Guarino, other testimonies 1742; ocean dis- 
posal of dredged material seen preferable 
in some cases to land disposal, adverse 
effects on marine environment small, 
McIntyre, other testimonies, Merchant 
Marine Subcommittees 1876 


—Outer Continental Shelf Management Act of 
1976, House Ad Hoc Select Committee 
opens hearings on new revision, Interior 
Secretary Kleppe voices objections 1840 

—Pesticides enforcement, three EPA at- 
torneys resign, agency charged with failure 
to take effective action to regulate toxic 
chemicals, testimonies, Government 
Operations Subcommittee 1762; EPA 
program conduct criticized, inadequate 
response to charges in GAO report cited, 
Moorhead (D-Pa) 1904 

—Polychlorinated biphenyls (PCBs), EPA 
scored for not using control authority under 
existing laws, Ottinger (D-NY), other 
testimonies, Merchant Marine Subcom- 
mittee 1737 

—Radioactive waste disposal, radiation found 
at Ky. site resulted from surface water 
runoff rather than lateral migration, Neel, 
other testimonies, Government Operations 
Subcommittee 2027 

—Regulatory reform, executive branch 
review of EPA’s proposed regulations sup- 
ported, EPA seen bowing to pressure by 
restraining activities, Moss (D-Calif), other 
testimonies, Commerce Subcommittee 
2069; motor vehicle engines found violating 
emission standards, Moss publishes names 
of engines EPA considered for recall, list 
2175 

—Solid waste, Commerce Subcommittee’s 
omnibus bill, American Paper Institute 
criticizes source reduction and enforce- 
ment provisions, other groups comment 

803 

—Solid waste, oversight hearings on EPA 
programs, Drinan (D-Mass) calls for 
research and development and demonstra- 
tion of new resource recovery technology, 
other testimonies, Government Operations 
Subcommittee 2008; federal program to 
convert waste to energy recommended by 
ERDA, Heller, other testimonies 2030; 
symposium on resource conservation and 
recovery held to assist subcommittee in 
drafting legislation, new solid waste law 
needed to make federal air and water laws 
effective, Rooney (D-Pa), other speakers 
2079 

—Sulfur oxides and sulfates, dispute over 
EPA research policy to be investigated by 
Interstate and Foreign Commerce Subcom- 
mittee, hearings scheduled to obtain ad- 
ditional data, Rogers (D-Fla) 2019; 
charges denied by former and present of- 
ficials, strategy seen based on sound data, 
Train, other testimonies 2125 


Joint hearings 


—Nuclear power, three General Electric Co. 
nuclear engineers resign over safety con- 
cerns, Joint Atomic Energy Committee 
schedules hearings 1739 

Senate 


—Air quality, establishment of commission 
patterned after National Water Quality 
Comm. proposed by Public Works Com- 
mittee, proposed duties and responsibilities 
outlined 1761 

—Budget for fiscal 1977, resolution passed by 
Senate recommending $18 billion for 
natural resources, environment and safety 
programs 2115 

—Energy facility siting in coastal areas, 
adverse impacts of rapid expansion pro- 
jected, report for Senate National Ocean 
Policy Study released, Hollings (D-SC) 1731 

—Iron and steel industry effluent guidelines, 
Public Works Subcommittee seeks EPA ex- 
planation on controversial exemption of 
Mahoning River Valley Plants, deficient in- 
formation cited, Muskie (D-Me) 2110 

—Outer Continental Shelf oil and gas develop- 
ment, changes in laws and procedures 
recommended to reduce risks of en- 
vironmental damage and settle 
state-federal disputes, Office of Technology 
Assessment interim report prepared for 
National Ocean Policy Study 2002 


—Sulfur oxides and sulfates, dispute over 
EPA research policies, EPA requested to 
comment on adequacy and objectivity of 
programs, Randolph (D-WVa) 2019 


Senate hearings 


— Clean Air Act amendments, Public Works 
Committee adopts rules for industrial ex- 
pansion in dirty-air areas, tough conditions 
imposed, other actions 1721; motor vehicle 
emission controls, specific aspects in 
current proposals criticized by General 
Motors Corp., Magill 1733; committee 
reports package of amendments to Senate, 
measure would extend automobile emission 
deadlines, restrict industrial expansion in 
clean-air areas, require continuous controls 
of power plant emissions, and extend com- 
pliance deadlines for industries, draft sum- 
mary of amendments text 1753, 1776; 
transportation control deadlines, proposal 
to authorize extensions up to 1987 adopted 
by committee, conditions specified 1756; 
Packwood (R-Ore) to offer amendments on 
Senate floor to ban aerosol products con- 
taining halocarbons 1759; establishment of 
air quality commission patterned after 
National Water Quality Comm. included in 
amendments, proposed duties and respon- 
sibilities outlined 1761; Alaska En- 
vironmental Conservation Dept. charges 
‘‘inaccurate’’ EPA letter to committee kill- 
ed proposal to establish tertiary significant 
deterioration standard, Reinwand 1831; 
nondegradation amendment opposed by 
Fertilizer Institute, proposal seen making 
farmers dependent on foreign sources 1912; 
Alaska Governor Hammond urges support 
for amendments, weakening provisions op- 
posed, letter to other governors 2083 

—Coal leasing, GAO study criticizes Interior 
Dept’s ability to administer program, 
weaknesses cited, Hughes, other testi- 
monies, Interior and Insular Affairs Sub- 
committee 1801 

—EPA proposed fiscal 1976 budget authoriza- 
tions, Public Works Subcommittee sched- 
ules hearings, construction grants program 
to be examined 1732; fiscal 1977 budget, 
Congress urged to revise statutory de- 
finition of eligibility for municipal waste- 
water treatment construction grants before 
authorizing funding, Train, other testi- 
monies, Public Works Committee 1875 

—Ocean dumping oversight hearings, EPA 
considering using more sensitive marine 
organisms in tests to establish discharge 
rates, Breidenbach, other testimonies, 
Oceans and Atmosphere Subcommittee 2116 

—Oil-earrying vessels, Coast Guard to publish 
proposed regulations governing design, 
equipment, and operations of U.S. and 
foreign vessels, Siler, Commerce Com- 
mittee 1915 

—Pesticide registration, EPA taking steps 
to broaden scrutiny of test data, tougher 
regulations planned to require strict ac- 
countability for testing results, Train, 
other testimonies, Labor Subcommittee 2119 


CONNECTICUT 


Air quality implementation plan, preconstruc- 
tion review regulation expanded, EPA revi- 
sion approved 1803; additional clarifying 
amendments issued, EPA 2153 

Air quality index expanded to include infor- 
mation on photochemical oxidant levels, 
Environmental Protection Dept. 2157 

Air quality standards 

— Notices of violation, 536 issued in last half 
of 1975, Environmental Protection Dept. 
1952 

— State delegated authority for enforcing per- 
formance standards for new stationary 
sources and national emission standards for 
hazardous pollutants, EPA 2007 
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Oil or chemical discharges to state lands 
or waters, legislation requiring reim- 
bursement for cleanup costs signed by 
governor 2189 

Sulfur standards, relaxation opposed by En- 
vironmental Protection Dept., restrictions 
on burning of high-sulfur fuel by indus- 
trial and commercial businesses urged, 
report 2034 


CONSTRUCTION 
See BUILDING AND CONSTRUCTION 


CONTINENTAL SHELF 


See also LEGISLATION, FEDERAL, HR 
6218 


Petroleum development 

—Baltimore Canyon Trough, proposed leas- 
ing of tracts, hearings on Interior Dept. 
draft impact statement, New Jersey Gover- 
nor Byrne threatens to bar onshore 
facilities for offshore drilling due to inade- 
quate consultation with state or local of- 
ficials, other testimonies 1730 


—Delaware and New Jersey coastal areas, 


changes in laws and procedures governing 
development recommended to reduce risks 
of environmental damage and settle 
state-federal disputes, Office of Technology 
Assessment interim report prepared for 
Senate 2002 


—Energy facility siting in coastal areas, 


adverse impacts of rapid expansion pro- 
jected, report for Senate National Ocean 
Policy Study released, Hollings (D-SC) 1731 
—Gulf of Alaska 
——Drilling and producing operations, final 
orders issued, Interior Dept. 1918 
——Northern region, Interior Dept. to 
proceed with lease sales but will reduce 
available acreage by 40 percent, Kleppe 
1838; Bureau ot Land Management to 
accept leasing bids despite CEQ protests 
over environmental dangers 1960 
—Gulf of Mexico 
——Bureau of Land Management announces 
selection of 61 tracts for proposed lease 
sales 1839 
——Drilling and production operations, third 
party inspection requirements issued, 
Geological Survey 1743 
——Leasing nominations requested for areas 
offshore Texas and Louisiana, Bureau of 
Land Management. 1962 
—House ad hoc committee opens hearings on 
new revision of OCS Management Aci of 
1976, Interior Secretary Kleppe vaices ob- 
jections 1840 
—Lawsuit challenging Government’s deci- 
sion to accelerate leasing program 
transferred from California district court 
2138 
—South Atlantic area,over one million acres 
could be opened to lease sales in 1976, 
Kleppe 2192 


CONTRACTS 
See PROCUREMENT 


CORPS OF ENGINEERS 


Budget request for dam and canal projects 
criticized, environmental and economic 
damage from certain controversial pro- 
jects seen, Environmental Policy Center 
report 1959 

Diking activities in San Francisco Bay, Corps’ 
jurisdiction up to ‘‘mean higher high 
water’ line upheld (DC Calif) 1943 


Dredge and fill activities, EPA subcommittee 
meets, agency officials discuss current 
program and possible revisions to 
guidelines and regulations, comments 1963 

Florida’s Marco Island, firm’s proposed 
dredge and fill of mangrove wetland, Corps 
of Engineers denies two permits and ap- 
proves one, background on application and 
reasons for decision summarized, com- 
ments and reactions 2141 

Meramec Park Lake Dam, proposed con- 
struction upheld, no violation of federal 
statutes found (CA 8) 2171 

Permit actions involving proposed power 
plants, consent decrees requiring prepara- 
tion of impact statements, environmental 
group seeks contempt ruling for failure to 
comply with court order 1874 

Rivers and Harbors Act, Corps has authority 
to regulate development occurring 
shoreward of mean high tide line if there is 
effect upon navigable water (CA 5) 1874 

Water supplies in northeastern U.S., increase 
recommended through use of system im- 
provements, surface water, ground water, 
nastenptey and salt water, interim study 
1956 


COUNCIL ON ENVIRONMENTAL QUALITY 


Annual report, improvements in air and water 
quality cited, greater control over car- 
cinogenic substances urged, summary 1875 

Appropriations, see BUDGET, U:S.; 
LEGISLATION, FEDERAL, HR 11619 

Employment losses and gains attributable to 
pollution control programs, available infor- 
mation compiled, summary 1963 

Environmental impact statements 

—Elimination of unnecessary data and atten- 
tion on ‘‘meaningful analyses’’ urged, 
Peterson memo to federal agencies 1952 

—Federal agencies not required under NEPA 
to issue final statements before publishing 
proposed rules, CEQ views clarified, Wid- 
man 2112 

Oil and hazardous substance discharges, 
amendments adopted to improve coordina- 
tion of agencies involved in onscene spill 
response activities 2031 


COURTS 


See following heads: 

—CITIZENS’ SUITS 

—LITIGATION (In General) 

—SUPREME COURT OF THE UNITED 
STATES 


D 


DEEPWATER PORTS 
See SHIPS AND BOATS 


DEFENSE DEPARTMENT 


Beverage containers, EPA proposed 
guidelines for federal facilities, Dept. es- 
timates compliance costs at $30 million in 
first year, other costs and profit losses pro- 
jected, implementation paper 1771 


DELAWARE 


Air quality implementation plan, EPA ap- 
proves revision to various definitions and 
sections in state’s regulations 2007 


DEPARTMENTS 


See other parts of title and specific subject 
headings 


DISCHARGE PERMIT PROGRAM 
See WATER QUALITY STANDARDS 


DREDGING 


See also LEGISLATION, FEDERAL, HR 
9560 

EPA subcommittee on dredge and fill ac- 
tivities meets, Corps of Engineers and EPA 
officials discuss current program and possi- 
ble revisions to guidelines and regulations, 
comments 1963 

Florida’s Marco Island, firm’s proposed 
development of mangrove wetland, Corps 
of Engineers denies two permits and ap- 
proves one, background on application and 
reasons for decision summarized, com- 
ments and reactions 2141 

Ocean disposal of dredged material seen 
preferable in some cases to land disposal, 
adverse effects on marine environment 
small, McIntyre, House hearings 1876 

Rivers and Harbors Act, Corps of Engineers 
has authority to regulate development oc- 
curring shoreward of mean high tide line if 
there is effect upon navigable water (CA 5) 
1874 

Upper Allegheny River, phase out of dredging 
activities within five years required, 
regulations adopted, Pa. Environmental 
Resources Dept. 2037 


DRINKING WATER 
See WATER RESOURCES AND SUPPLIES 


ECONOMIC POLICY 


See also BUDGET, U.S. 

Cost effectiveness analysis guidelines, EPA 
administrator will not revise and republish 
guidelines at present 2160 

Employment losses and gains attributable to 
pollution control programs, available infor- 
mation compiled, CEQ summary 1963 


Environmental projects, joint municipal ven- 
tures would be discouraged by proposed 
IRS regulations governing interest upon 
obligations of states and territories, Hager, 
other comments 2081 

EPA’s ‘“‘unscientific’’ approach to pollution 
control seen adding to materials shortages 
and continued unemployment, formation of 
ill-suited and unrealistic regulations charged, 
Fannin (R-Ariz) 2117 

Pollution control expenditures 

—Automobile emission control strategies, 
costs and benefits examined, retention of 
current standards could cause $10 billion 
annual loss, National Science Foundation 
report, Singer 2140 

—Corporate expenditures, suit seeking data 
on pollution control spending, information 
submitted to Commerce Dept. ruled ex- 
empt from disclosure under Freedom of In- 
formation Act (DC IIl) 2137 

—Fiscal 1974, $7 billion spent for environmen- 
tal quality control by federal, state, and 
local governments, Census Bureau report 
2183 

—Government, consumer, and business spen- 
ding totaled $23 billion in 1973, Commerce 
Dept. 1879; survey shows 18 percent spen- 
ding increase 1915 

—Industrial plant closings and curtailments 
due to environmental requirements sum- 
marized, EPA report to Labor Dept. 2156 

—Inland Steel Co., $34.9 million spent for new 
control facilities in 1975, annual report 2078 

—International Paper Co., $275 million spent 
or appropriated for control projects, annual 
report 2078 


ECONOMIC POLICY—Contd. 
Pollution control expenditures—Contd. 


—Iron and steel industry, effect of federal 
regulations to be studied by Council on 
Wage and Price Stability, EPA air and 
water rules to be considered, Moskow 2182 

—Steel industry, $6.9 billion in control costs 
projected through 1983, impacts of en- 
een rules cited, draft EPA study 
1948 


EFFLUENT LIMITATION GUIDLINES 


EPA authority to promulgate limits upheld, 
limitations ruled only ‘‘presumptively 
applicable”’ to individual permit applicants 
and can be rebutted and modified, limits for 
various subcategories remanded to EPA 
(CA 4) 1938 

Explosives manufacturing, interim final 
guidelines and standards issued by EPA, 
performance and pretreatment standards 
for new and existing sources proposed, text 
1907, 1924 

Fruits and vegetables point source category, 
final guidelines and standards issued for 
three subcategories, EPA 2151 

Iron and steel industry, Phase II interim final 
guidelines adopted by EPA, exemption 
provided for plants in Ohio’s Mahoning 
River Valley, draft EPA memorandum out- 
lines options for treating exempted plants, 
text 1937, 1968; American Iron and Steel 
Institute files petition for review 1937; ex- 
emption of Mahoning Valley plants does not 
open door for numerous similar exemp- 
tions, EPA general counsel’s legal opinion, 
text 1986, 2012; final guidelines exempting 
plants published by EPA, guidelines requir- 
ing application of best available technology 
to existing sources and performance and 
pretreatment standard for new and ex- 
isting sources proposed, text 2022, 2046; 
Sierra Club to file suit challenging exemp- 
tion, 60-day notice filed with EPA 2067; 
Senate Public Works Subcommittee seeks 
EPA explanation on controversial exemp- 
tion, deficient information cited, Muskie 
(D-Me) 2110 

Organic chemicals industry, limitations and 
guidelines revoked by EPA as part of court- 
approved stipulation 2072 

Petroleum refining, suit challenging EPA 
limitations dismissed for lack of jurisdic- 
tion (DC Calif) 2067 

Pulp, paper, and paperboard industry, interim 
final guidelines and standards for 17 sub- 
categories issued by EPA, regulations 
proposed for use of best available 
technology, text 1829, 1841 

Steam electric power category, EPA 
proposes amendments to guidelines and 
standards, text 2031, 2039 

Supreme Court to consider relationship 
between limitations and guidelines and 
determine whether federal district or 
appeals courts should have initial jurisdic- 
tion to review EPA regulations, review 
granted 2137 

Toxic pollutants, EPA to establish limitations 
and guidelines for producing industries, 
proposed agreement to resolve lawsuits by 
four environmental groups (DC DC) 2067 


ELECTRIC POWER 


See also EFFLUENT LIMITATION 
GUIDELINES, subhead: Steam electric 
power; UTILITIES 

Bowline Point and Roseton proposed power 
plants, Corps of Engineers required to 
prepare impact statements under terms of 
consent decree, environmental group seeks 
contempt ruling for failure to comply with 
order 1874 


INDEX—SUMMARY — REPORTS 41 through 53 


Coal use in electric power generation, Edison 
Electric Institute and National Coal Assn. 
call for federal action to make more coal 
available, joint policy statement to 
Congress 1962 


Cooling towers, power plants’ use ordered un- 
der Sec. 316(b) of Federal Water Act, 
Goldwater (R-Calif) letter raises questions 
on EPA policy, EPA having difficulty in 
answering inquiry, earlier memo outlines 
agency position 2113; EPA response in- 
dicates policy supported by langauge of 
Federal Water Act, Zenner 2175 

Environmental controls in electric generating 
industry, draft report on energy consump- 
tion, adverse comments by EPA prompts 
Commerce Dept. to seek extension of study 
2176 


Federal Energy Admn. orders prohibiting 
plants from burning natural gas or 
petroleum products, provisions allowing 
EPA to temporarily relax air pollution re- 
quirements, ‘“‘significant risk’? to public 
health seen minor, EPA staff analysis 1941 


Gerald Gentleman power plant, Nebraska En- 
vironmental Control Dept. decision to issue 
construction permit for proposed plant up- 
held, preconstruction review held 
reasonable (DC Neb) 1760 


Kaiparowitz proposed power plant in Utah, 
Interior Secretary Kleppe rejects requests 
from environmental groups to delay deci- 
sion on granting permit 2000; pollutants 
from proposed plant will adversely affect 
national parks and recreation areas nearby, 
report analyzes impact on air quality, fish 
and wildlife, scenic quality, tourism, and 
recreation use, National Park Service 2076; 
utilities remove project from financial and 
resource planning schedules, Interior Dept. 
consideration of permits discontinued, 
Kleppe 2116; coal industry officials con- 
tinue plans for coal use in West Coast states 
depite cancellation of plant, comments 2185 

New Hampshire power plant’s compliance 
with air pollution requirements, EPA 
proposes to issue extension under 
energy-related authority rules, text 1905, 
1929; proposed compliance date extension 
for two sources, public hearing scheduled, 
EPA 2032 

New York 

—Petroleum products or natural gas, power 
plant prohibited from use as primary 
energy source, EPA proposes compliance 
date extension under energy-related 
authority, text 2027, 2042 

—Power plants requiring NPDES permits, 
regulations governing applications adopted, 
Public Service Commission 2127 

Pleasant Prairie Power Plant, Wis. Natural 
Resources Dept. requests study on possible 
effects proposed plant will have on ozone 
levels in southeastern region of state 1877 

Pollution abatement equipment loans, see 
LEGISLATION, FEDERAL, S 3209 

Transmission line construction, suit seeking 
preliminary injunction due to alleged 
NEPA violations rejected (DC Wash) 2109 


EMPLOYMENT 


See also LEGISLATION, FEDERAL, HR 
5247 

Environmental protection, EPA and CEQ 
seen overestimating employment-related 
benefits from pollution control, Miki 1830; 
charges denied by CEQ, ‘‘positive impact”’ 
on employment noted 1910 

Pollution control programs, available infor- 
mation on job losses and gains compiled, 
CEQ summary 1963 
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ENERGY (In General) 


See also specific resources; ENERGY 
RESEARCH AND DEVELOPMENT AD- 
MINISTRATION; FEDERAL ENERGY 
ADMINISTRATION; LEGISLATION, 
FEDERAL. HR 11792 

Administration energy proposals, Wirth (D- 
Colo) charges program ignores possible en- 
vironmental effects of intense develop- 
ment, water shortages seen as constraining 
ow in attaining goals, House hearings 

759 

Conference on health, environmental effects, 
and control technology of energy use, con- 
ventional flue gas scrubbers ineffective in 
controlling fine particles, EPA seeking to 
develop more energy-efficient systems, Ab- 
bott, other speakers 1763 

Economic considerations, balance with en- 
vironmental goals and energy independence 
urged, Hill, other speakers, National En- 
Ve onan) Development Assn. conference 
1833 

Electric power industry, draft report on 
energy consumption of environmental con- 
trols, adverse comments by EPA prompts 
Commerce Dept. to seek extension of study 
2176 

Environmental Protection Agency’s 
energy-related authority, semiannual 
report on impacts and implementation 
issued 1837 

Industrial energy conservation technologies, 
EPA begins program to identify en- 
vironmental impacts from evolving 
processes, Skovronek 1772 

Interior Dept. energy-related decisions, Calif. 
Governor Brown criticizes Dept. for con- 
sistently disregarding state views and state 
agency rulings 2192 

Iron and steel industry energy consumption, 
10 percent used to comply with pollution 
control laws, effects of revised standards 
estimated, Commerce Dept. report 2006 

Manufacturing Chemists Assn., four percent 
reduction in energy consumption during 
1975 reported 2159 

President’s authority under Energy Policy 
and Conservation Act delegated to agen- 
cies, Executive Order 11912... 2184 

Synthetic fuels, proposed federal program to 
initiate commercial production, draft en- 
vironmental statement projects widespread 
impacts, ERDA-Interior Dept. report 1738 


ENERGY RESEARCH AND DEVELOPMENT 
ADMINISTRATION 


Contracts, see PROCUREMENT, subhead: 
ERDA 

Water resources studies, ERDA to fund 
energy-related studies by Water Resources 
Council, joint agreement signed 2008 


ENVIRONMENTAL IMPACT STATEMENTS 


Airport and Airway Development Act 
Amendments (S 3015), Senate Commerce 
Committee approves bill without statutory 
changes in environmental review re- 
quirements for airport development 1916 

Atlanta, Ga., rapid transit system construc- 
tion through historic area, Transportation 
Dept. approval did not violate NEPA or 
other laws (DC Ga) 1991 

Bank’s destruction of old house to make way 
for new bank site, court lacks jurisdiction 
under NEPA to enjoin action due to absence 
of federal funding or assistance (CA 7) 2171 

Blackbird roosts, Fish and Wildlife Service 
recommends use of chemical PA-14 as con- 
trol method, draft impact statement 2188 

CEQ memo calls for elimination of un- 
necessary data in statements and attention 
on “meaningful analyses,’ Peterson 1952 

Coal development in Northern Great Plains, 
Supreme Court to decide on applicability of 
NEPA, oral arguments scheduled 2109 
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ENVIRONMENTAL IMPACT STATEMENTS 


—Contd. 


Corps of Engineers permit actions involving 
proposed power plants, consent decrees 
requiring preparation of statements, en- 
vironmental group seeks contempt ruling 
for failure to comply with court order 1874 

Federal agencies ‘ 

—Inadequate statements requiring modifica- 
tion, list 1732, 1886, 1908, 2002, 2153 

—Statements submitted, list 1732, 1768, 1797, 
1835, 1886, 1908, 1955, 2002, 2035, 2077, 
2123, 2153, 2181 

Federal Energy Admn., procedures for 
preparing statements adopted 1739 

Federal Housing Admn. housing projects, 
HUD Dept. considering revision of en- 
vironmental review regulations despite 
strong disagreement from CEQ, officials 
exploring possible changes to regulations on 
threshold levels for impact statements, 
Hills and Peterson letters 1834 

Food and Drug Admn. required by NEPA to 
take environmental considerations into ac- 
count even if statutes administered by FDA 
do not mandate consideration (DC DC) 
2068 

General Services Admn. proposed land 
transfer, prior decision requiring prepara- 
tion of impact statement, court invites par- 
ties to submit memoranda on issue of order- 
ing statement (DC RI) 2170 

Housing project, HUD Dept. environmental 
review did not violate NEPA, lower court 
ruling upheld (CA 1) 1728 

Hydroelectric dam project on New River, 
FPC did not violate NEPA in granting con- 
struction permit (CA DC) 2022 

Industrial energy conservation technologies, 
EPA begins program to identify impacts 
from evolving processes, Skovronek 1772 

Interstate land sales, Supreme Court to 
decide whether approval of filings is sub- 
ject to NEPA, oral arguments scheduled 
2109 

Montana Environmental Policy Act, im- 
plementation regulations adopted by state, 
preparation of preliminary environmental 
review required for certain projects 2129 

New Communities Program under HUD 
Dept., work on Minneapolis project enjoin- 
ed pending preparation of adequate state- 
ment (DC Minn) 2109 

New River, N.C., Interior Dept. designation 
under National Wild and Scenic Rivers 
System and construction of hydroelectric 
project, impacts projected, final statement 
released 2004 

New York Environmental Quality Review Act 
of 1975 requiring detailed statements for 
certain construction projects, Gov. Carey 
urges phased implementation, message to 
state legislature 1878; implementation 
regulations adopted, Environmental 
Conservation Dept. 2154 

Nuclear power plants, modification to ex- 
pedite statements suggested, Rockefeller 
1772 


Outer Continental Shelf oil drilling, proposed 
leasing of tracts in Baltimore Canyon 
Trough, hearings on Interior Dept. draft 
statement, New Jersey Governor Byrne 
threatens to bar onshore facilities for drill- 
ing due to inadequate consultation with 
state or local officials, other testimonies 

730 


Power transmission line construction, suit 
seeking preliminary injunction due to alleg- 
ed NEPA violations rejected (DC Wash) 
2109 

Predator control, lower court decision exemp- 
ting EPA from preparing statement prior 
to cancelling registrations of chemical tox- 
icants Supreme Court review sought 1873 

Public housing project, appeals court decision 
that HUD Dept. satisfied NEPA in deter- 
mining that project will not significantly 
affect quality of human environment, 
Supreme Court review denied 1991 


Regulatory activity, federal agencies not re- 
quired under NEPA to issue final 
statements before publishing proposed 
rules, CEQ’s views clarified, Widman 2112 

Sewage sludge dumping in New York Bight 
area, draft statement recommends con- 
tinuing use of present site while adequate 
land-based alternatives are developed, ad- 
vantages of present site outlined, hearings 
on statement held, comments 2028 

Supreme Court to decide what constitutes 
“major federal action’ for which state- 
ment is required, oral arguments in two 
NEPA cases scheduled 21438; oral 
arguments heard, summary 2173 

Synthetic fuels, proposed federal program to 
initiate commercial production, draft state- 
ment projects widespread impact, ER- 
DA-Interior Dept. report 1738 

United States Agency for International 
Development pest management program, 
statement to be prepared and NEPA 
regulations to be published, stipulation with 
Environmental Defense Fund approved 
(DC DC) 1727 

Urban renewal projects or neighborhood 
development programs, environmental 
review of financial settlements, regulations 
to delegate responsibility proposed, HUD 
Dept. 1806 


ENVIRONMENTAL PROTECTION AGENCY 


See also ADVISORY COMMITTEES; specific 
subject headings ; 

Appointments, see APPOINTMENTS, PER- 
SONNEL CHANGES 

Appropriations, see BUDGET, U.S.; 
LEGISLATION, FEDERAL HR 12704 

Assistant Administrator Alm cited for 
“outstanding and meritorious’ Govern- 
ment work, award presented by District of 
Columbia Jaycees 1953 

Contracts, see PROCUREMENT 

Energy-related authority, semiannual report 
on impacts and implementation issued 1837 

Environmental carcinogens program, EPA 
officials’ conduct briefing for Environmen- 
tal Health Advisory Committee, summary 
of comments 1799 

Grants, see FINANCING, FEDERAL 

Memoranda 

—Areawide wastewater treatment manage- 
ment, study team’s review urges focus on 
nonpoint source pollution and broad state 
role, recommendations and findings outlin- 
ed, memo and policy statement, text 2145, 
2162 

—Contracts, guidance for developing ‘“‘mis- 
sion approach” sent to regions, Mathis 
memorandum 1881 

—Iron and steel industry, final effluent 
guidelines exempt plants in Ohio’s Mahon- 
ing River Valley, draft memo outlines op- 
tions for treating exempted plants, text 
1937, 1968; exemption does not open door 
for numerous similar exemptions, general 
counsel’s legal opinion, text 1986, 2012; 
final guidelines published, regulations for 
new and existing sources proposed, text 
2022, 2046 

—Motor vehicles, over 60 percent of 1975 
vehicles exceed standards for hydrocar- 
bons, carbon monoxide, or nitrogen oxides, 
Stork memo 1906 

—Secondary sewage treatment, size 
categorization for municipal facilities’ use 
of stabilization ponds and lagoons can be 
justified by Federal Water Act, Zener 
memo 1992 

—Sewage treatment construction grants 
program 

——Discrimination prevention in awarding 

grants to minority areas, procedures out- 
lined, Alm and Breidenbach memo 1905 


——Land purchases for sludge disposal eligi- 
ble for construction grant assistance, 
program guidance memo, Rhett 2111 
——Miscellaneous costs, guidance for deter- 
mining allowable or eligible costs outlin- 
ed, program guidance memo 1794 
——User charge systems, memo stresses 
need for grantees to submit detailed 
plans and schedules for implementation, 
Rhett 2025 
—State air quality plans, regional actions for 
assessing adequacy of plans outlined, essen- 
tial items in revisions listed, Strelow memo 
2125 

—Sulfur oxides and sulfate control, policies 
criticized in published reports, EPA to 
reevaluate data and further examine con- 
nection between sulfates and health effects, 
Talley memo 2018 

—Sulfuric acid emission standard for 1979 
model autos impossible, EPA status report 
on control technology summarized, Stork 
1946 

—Water quality rie et planning under 
Sec. 208 of Federal Water Act, agencies 
formulating plans will be expected to use 
and incorporate Sec. 201 facility plans, 
program guidance memo 1791 

Oil discharges from onshore and offshore non- 
transportation-related facilities, control 
regulations amended 2031 

Oversight activities by executive agencies 
creating conflicts and obstacles for EPA by 
“crippling’’ efforts to solve problems, 
Quarles 1999 

Regional activity 

—Auto emission control tampering, three 
dealers fined for violating Clean Air Act 
prohibitions 1951 

—Discharge permit program, decision of 
regional office to deny adjudicatory hearing 
ruled not reviewable except in extraor- 
dinary cases, Train 1828 

—Enforcement actions 1735, 1767, 1884, 1951, 
2077, 2118 

—Fiscal 1977 operating guidance paper, 
regions urged to give state and local agen- 
cies primary responsiblity for meeting 
pollution control objectives, priorities 
listed, Quarles 1832 


—Los Angeles Harbor proposed petroleum 
storage terminal, construction approval 
denied for failure to meet new source 
review requirements, modifications 
suggested, Region IX 1790 


—Mayo removal as Region V Administrator 
raises public and political questions, Nelson 
(D-Wis) letter, Train response 1881 


—New England region, survey indicates 
water pollution control and preservation of 
wetlands and wilderness areas as major en- 
vironmental concerns 1773 


—Sewage treatment construction grants, 
regulations providing that affected parties 
may protest contract awards made by EPA 
grantees, 1976 administrative decisions 
reviewed, summary 2150 

—Unleaded fuel regulations, $30,000 in fines 
levied against 16 violators, Region II 2118 

Regulatory activities, executive branch 
review supported by Moss (D-Calif), EPA 
seen bowing to pressure by restraining ac- 
tivities, testimonies, House hearings on 
regulatory reform 2069; motor vehicle 
engines found violating emission standards, 
Moss publishes names of engines EPA con- 
sidered for recall, list 2175 

Research and development program to give 
high priority during next five years to 
health and ecological effects research and 
monitoring and to technical support 
programs, Office of Research and Develop- 
ment draft report 1724; EPA seen lacking 
credibility and leadership to determine 
research goals and priorities and to produce 
timely assessments of national en- 
vironmental issues, Office of Technology 
Assessment 1831 
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ENVIRONMENTAL PROTECTION AGENCY 
—Contd. 


Water pollution control, task force report ex- 
amines delegation of responsibilities, 
benefits of giving states additional authori- 
ty noted, lack of commitment toward 

ecentralization scored, recommendations 
issued 1824 

Water quality program, annual strategy 
paper, fiscal 1977 program priorities outlin- 
ed, draft paper 1945 


EXPLOSIVES MANUFACTURING 
See EFFLUENT LIMITATION GUIDELINES 


F 


FEDERAL AGENCIES 
See specific agencies and departments 


FEDERAL AID 
See FINANCING, FEDERAL 


FEDERAL ENERGY ADMINISTRATION 


See also APPOINTMENTS, PERSONNEL 
CHANGES 

Environmental impact statements, prepara- 
tion procedures adopted 1739 

Environmental programs, proposal to cen- 
tralize programs in Office of Energy 
Resource Development under considera- 
tion, proposal made in decision memoran- 
dum, Woodcock rebuttal 2118 

Power plants prohibited from burning natural 
gas or petroleum products, provisions 
allowing EPA to temporarily relax air 
pollution requirements, “‘significant risk”’ 
to public health seen minor, EPA staff 
analysis 1941 


FEDERAL HOUSING ADMINISTRATION 


Housing projects, HUD Dept. considering 
revision of environmental review 
regulations despite strong disagreement 
from CEQ, Hills and Peterson letters 1834 


FEDERAL POWER COMMISSION 


Clean Air Act primary ambient air standards, 
substantial adverse health effects projected 
from failure to attain standards, premature 
deaths and respiratory disorders estimated, 
task force report 1729 

Flue gas desulfurization technology, EPA 
testimony before National Governor’s 
Conference, FPC charges ‘misleading”’ 
testimony on reliability of systems, 
utilities’ commitment, and sludge disposal 
problem 1795 _ ; ; 

Hydroelectric project on New River, FPC did 
not violate NEPA or Wild and Scenic Rivers 
Act in granting construction permit (CA 
DC) 2022 


FEDERAL REGULATIONS 

See status chart on p. 91:0061 in Federal 
Regulations binder; specific subject 
headings 


FEDERAL WATER POLLUTION CONTROL 
ACT 


See WATER QUALITY STANDARDS 


FINANCING, FEDERAL 


See also LEGISLATION, FEDERAL, S 3209 

Environmental Protection Agency 

—Drinking water, state programs un- 
der Safe Drinking Water Act, $7.5 million 
allocated to states, text 1765, 1779 

—Drinking water supply programs, Vermont 
becomes first state to receive grant under 
Safe Drinking Water Act 1950 


—Grants to state and local jurisdictions, $542 
million awarded during December, majori- 
ty of awards made for sewage treatment 
construction 1958; grants totalling $164 
million awarded in January 2112, 2192 

—Sewage treatment 

——See also LEGISLATION, FEDERAL, HR 

5247, HR 9560, S 3037, S 3038, S 3201 


——1977 deadlines for obligating construction 
grants, Wright (D-Tex) questions EPA 
ability to meet deadlines and have point 
source dischargers under permit, Train 
response, testimonies, House hearings 
1820 

——Alabama Water Improvement Comm. 
adopts regulations for administering 
federal construction grants 1911 


——Amendments revising bid specifications, 
grantee’s failure to notify prospective 
Subcontractors did not invalidate 
procurement process, Region VII ad- 
ministrative decision, other decisions in 
procurement cases 2150 


——Authorizations for construction grants 
program, Administration seen losing in- 
itiative to Congress unless specific 
proposals for new funds are made, 
restoration of reimbursement funding 
urged, Train letter to OMB 2114 


——Awards since enactment of Federal 
Water Act reported, EPA striving to 
commit remaining $9 billion in available 
grants before Sept. 1977 cut-off date, 
Rhett 2073 

——Budget for fiscal 1977, House Public 
Works Committee recommends ad- 
ditional $2.6 billion for construction 
grants, other increases for water pollu- 
tion control programs urged 1992; grant 
programs threatened in 19 states unless 
budget contains additional funds, national 
survey by Assn. of State and Interstate 
Water Pollution Control Administrators 
2186 

——Delayed or insufficient funding of 
municipal construction projects does not 
absolve municipalities from complying 
with 1977 deadline for achieving secon- 
dary treatment, suit seeking relief from 
requirement denied (DC Va) 1789; Va. 
plans to appeal decision, Evans 1991 


——Discrimination prevention in awarding 
grants to minority areas, procedures out- 
lined, Alm and Breidenbach memoran- 
dum 1905 

——KEligibility for municipal construction 
grants, Congress urged to revise statu- 
tory definition before authorizing fiscal 
1977 funding, Train, Senate hearings 

875 


——Grant awards to state and local jurisdic- 
tions, $542 million awarded during 
December 1958; grants totalling $155 
million awarded in January 2112, 2192 

——House Public Works and Transportation 
Subcommittee schedules oversight 
hearings on Federal Water Act, ad- 
ministration of construction grants 
program to be considered 1732 

——lIndustrial dischargers using municipal 
treatment works, regulations requiring 
users to pay portion of construction costs, 
guidelines adopted 1871 

——Land purchases for ultimate sludge dis- 
posal eligible for construction grant 
assistance, program guidance memoran- 
dum, Rhett 2111 
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——Miscellaneous costs for construction of 
treatment works, guidance for deter- 
mining allowable or eligible costs sent to 
regional administrators, program 
guidance memorandum 1794 

——National Governors’ Conference approves 
resolution calling for Congress to 
authorize additional funds for fiscal 1977 
program 1829 

——New Hampshire becomes first state to 
gain approval of procedures for procur- 
ing engineering services 1952 

——Power consumption, grant bidder’s 
failure to provide figures constituted 
material defect in submission and held 
sufficient grounds to reject bid as non- 
responsive, EPA administrative deci- 
sion 2177 

——Procurement of architectural and 
engineering services, appendices detail- 
ing required contract clauses added to 
Subagreement regulations 1903 

——Relocation assistance, Comptroller 
General agrees with EPA on retroactive 
aid for persons displaced by grant 
applicants 2127 

——State participation in construction grants 
program, Cleveland-Wright bill (HR 
9560) authorizing greater state respon- 
sibility, EPA readies regulations to be 
proposed if bill passes 1994 

——User charge systems, memo stresses 
need for grantees to submit detailed 
plans and schedules for implementation, 
Rhett 2025 

——Vermont Environmental Conservation 
Agency files lost in building fire, state 
may miss deadline for obligating grants, 
LaRosa 2036 

—State and interstate agencies, regulations 

adopted to assist agencies in administering 
pollution control programs and in allocating 
federal grant assistance 2180 


Housing and Urban Development Dept. 

—Community development block grants, 
amendment of eligibility rules proposed to 
delete exclusion of sewage treatment works 
1878 

—Urban renewal projects or neighborhood 
development programs, environmental 
review of financial settlements, regulations 
to delegate responsibility proposed 1806 


Interior Dept. 

—Land and Water Conservation Fund, 
Congress appropriates $308 million for 
financing outdoor recreation programs in 
fiscal 1976, funding breakdown 1740 


FISH AND WILDLIFE 


Blackbird roosts, Fish and Wildlife Service 
recommends use of chemical PA-14 as con- 
trol method, draft impact statement 2188 


Endangered flora and fauna, President Ford 
orders establishment of two federal 
authorities to oversee conservation ef- 
forts, executive order 2186 

Fish and Wildlife Service contracts, see 
PROCUREMENT 


Hewchem, Inc., Miss., sodium naphthenate 
discharge into bayou causing fish kill, 
fine imposed 1834 


Lake Superior trout, toxic levels of mercury, 
DDT, and PCBs found, Great Lakes En- 
vironmental Contaminants Survey 1909 

Mississippi sandhill crane, proposed high- 
way construction through habitat of crane, 
lower court ordered to enjoin activities 
pending determination of effect (CA 5) 
2023 

Nuclear power plant shutdown, power com- 
pany not liable for fish kill from discharge 
of cold water rather than normal heated 
water (NJ SupCt) 1790 
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FISH AND WILDLIFE—Contd. 


Predator control 

—Chemical toxicants, lower court decision 
exempting EPA from preparing impact 
statement prior to. cancelling registra- 
tions, Supreme Court review sought 1873 

—M-44 control devices, EPA proposes to 
modify antidote protection requirements 
for applicators 2007 

Tuck Industries, N:Y., discharge of pollu- 
tants into creek causing fish kill, fine 
imposed 1835 


FLORIDA 


Air pollution control regulations, hearing to 
consider revisions scheduled, Environ- 
mental Regulation Dept. 2182 

Air quality implementation plan, EPA pro- 
poses revision to remove prohibition on 
burning of clean dry wood and adding 
restrictions and conditions on open burn- 
ing, text 1906, 1919; EPA approves revi- 
sion increasing limits for sulfur dioxide 
emissions from steam generators 2153 

Marco Island mangrove wetlands, firm’s pro- 
posed dredge and fill activities, Corps of 
Engineers denies two permits and ap- 
proves one, background of application and 
reasons for decision summarized, com- 
ments and reactions 2141 

Perdido-Escambia River Basin, hearings 
scheduled on water quality management 
plan, Environmental Regulation Dept. 
2009 

Silvex Corp. violations of air pollution 
regulations, fine imposed 1885 

Water quality planning process revision, 
Environmental Regulation Dept. sched- 
ules hearing 2009 


FOOD AND DRUG ADMINISTRATION 


National Environmental Policy Act com- 
pliance, environmental considerations 
must be taken into account even if statutes 
administered by FDA do not mandate con- 
sideration (DC DC) 2068 


FOREIGN AFFAIRS 
See INTERNATIONAL AFFAIRS 


FORESTS 


Mt. Hood National Forest, U.S. Forest Serv- 
ice acted illegally in permitting logging 
operations and recreational activities in 
Bull Run Reserve area (DC Ore) 1991 

Water pollution from silvicultural activities, 
EPA proposes control regulations under 
discharge permit program, sources de- 
fined, text 1793, 1810 


FRUITS AND VEGETABLES 
See EFFLUENT LIMITATION GUIDELINES 


G 


GASOLINE 
See MOTOR VEHICLES 


GENERAL ACCOUNTING OFFICE 


Discharge permit program, report see EPA 
faced with major administrative and pro- 
gram problems, encouraging state ad- 
ministration of program recommended, 
problem areas identified, summary 1823 

Interior Dept. coal leasing program, study 
criticizes Interior’s ability to administer 
program, weaknesses cited, Hughes, 
Senate hearings 1801 
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Trans-Alaska oil pipeline, environmental 
problems resulting from consideration 
detailed, report to Congress 1883 


GENERAL SERVICES ADMINISTRATION 


Consent agreement with EPA on plant’s 
air emissions, action not subject to judicial 
review under Sec. 307 of Clean Air Act 
(CA DC) 2108 

Land transfer, prior decision requiring pre- 
paration of impact statement, court invites 
parties to submit memoranda on issue of 
ordering statement (DC RI) 2170 


GEOLOGICAL SURVEY 


Outer Continental Shelf development, oil 
drilling and production operations in Gulf 
of Mexico area, third party inspection 
requirements issued 1743 

Powder River Basin, groundwater study of 
Madison Limestone aquifer to be conduct- 
ed, background reports available 1772 

Radioactive waste disposal, expanded pro- 
gram announced to study waste leakage 
problems and _ establish hydrogeologic 
criteria for safe burial sites 2127 

Rio Grande region water supply, further 
development of groundwater could great- 
ly increase available supply, report 2161 


GEORGIA 


Air quality implementation plan, EPA’s 
decision to grant ‘‘stack height credit’’ 
in reviewing sulfur dioxide emission 
limitations does not violate Clean Air 
Act (CA 5) 2108 

American Cyanamid Co. fined by hearing 
officer for toxic waste dumping into 
Savannah River 2119 

Atlanta rapid transit system construction 
through historic area, Transportation 
Dept. approval did not violate NEPA or 
other laws (DC Ga) 1991 


GRANTS 
See FINANCING, FEDERAL 


HIGHWAYS 


See also LEGISLATION, FEDERAL, HR 
8235 

Mississippi highway construction through 
habitat of endangered sandhill crane, 
lower court ordered to enjoin activities 
pending determination of highway’s effect 
on crane (CA 5) 2023 


HOUSING AND URBAN DEVELOPMENT 
DEPARTMENT 


Federal Housing Admn. housing projects, 
Dept. considering revision of environ- 
mental review regulations despite strong 
disagreement from CEQ, officials explor- 
ing possible changes to rules on threshold 
levels for impact statements, Hills and 
Peterson letters 1834 

Grants, see FINANCING, FEDERAL 

New Communities Program, work on Min- 
neapolis project enjoined pending pre- 
paration of adequate impact statement 
(DC Minn) 2109 

Public housing project, appeals court de- 
cision that Dept. satisfied NEPA in deter- 
mining that project will not significantly 
affect quality of human _ environment, 
Supreme Court review denied 1991 


Single housing project, environmental re- 
view did not violate NEPA, lower court 
ruling upheld (CA 1) 1728 

Urban renewal projects or neighborhood 
development programs, environmental 
review of financial settlements, regula- 
tions to delegate responsibility proposed 
1806 


IDAHO 


Water pollution complaint filed against firm 
for allowing overflow of wastewater, 
Health and Welfare Dept. 2119 


ILLINOIS 


Air and water pollution control program, 
hearings on preliminary plans scheduled, 
state EPA 2034 

Air pollution episodes, regulations revised 
by Pollution Control Board, levels at 
which actions are taken to reduce ad- 
verse effects of ozone pollution changed 
2130 

Chicago transportation control plan, pollu- 
tion controls on vehicles and parking 
ban in Chicago Loop found reducing carbon 
monoxide emissions, state EPA 2076 

Granite City Steel Co. smoke and particulate 
emissions from coke oven and oxygen fur- 
naces, firm and state EPA agree on 
control program 1834 

Strip mining firm’s violations of pollution 
control laws, attorney general wins 
$373,000 default judgment from firm’s fail- 
ure to appear in court to answer com- 
plaints 2003 


IMPACT STATEMENTS 
See ENVIRONMENTAL IMPACT STATE- 
MENTS 


INDIANA 


Polychlorinated biphenyls (PCBs), 
governor approves legislation to control 
manufacture, sale, or use 2005 


INDUSTRY (In General) 


See also specific industry headings 

Accelerators Inc., Tex., new method for dis- 
infecting drinking water and sewage with 
grant developed with R. P. Industries Inc. 

00 

American Cyanamid Co. 

—Georgia plant fined by hearing officer for 
toxic waste discharges into Savannah 
River 2119 

—New Jersey plant, construction of tertiary 
wastewater treatment plant begun 1774 

Effluent limitation idelines, see EF- 
FLUENT LIMITATION GUIDELINES 

General Electric Co. 

—Calif. Nuclear Energy Div., three nuclear 
power engineers resign over safety con- 
cerns, Joint Atomic Energy Committee 
schedules hearings 1739 

—New York plant’s polychlorinated biphenyl 
discharges into Hudson River, state agency 
order requiring zero discharge level re- 
versed by Governor Carey 1735; state con- 
servation hearing officer rules discharge 
violates pollution control laws 1767; firm’s 
offer to pay state $2 million to settle 
charges rejected 2179 

H. C. Hemingway and Co., N.Y., wastewater 
treatment facility construction, state’s 
refusal to grant extension forces closing 
of canning plant, environmental regu- 
lations blamed 2078 
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INDUSTRY (in General)—Contd. 


Harper Foundry and Machine Works, Miss., 
firm fined for violating state air quality 
regulations, installation of control equip- 
ment ordered, state Air and Water Pollu- 
tion Control Commission 1736 

Hewchem, Inc., Miss., sodium naphthenate 
discharge into bayou causing fish kill, 
fine imposed 1834 

Johnson Wax Co. aerosol sprays, booklet 
published detailing firm’s switch to 
sprays propelled by compounds other than 
fluorocarbons 1839 

Marjol Battery and Equipment Co., Pa., air 
pollution abatement order issued requiring 
reduction in particulate emissions, state 
Environmental Resources Dept. 1736 


National Assn. of Electric Companies, task 
force on polychlorinated biphenyls finds 
replacement of PCBs in existing electrical 
equipment not feasible or desirable 2158 


Plant closings and curtailments due to en- 
vironmental control requirements sum- 
marized, EPA report to Labor Dept. 2156 

Pollution control expenditures by business, 
government, and consumers totaled $23 
billion in 1973, spending breakdown, 
Commerce Dept. 1879; survey shows 18 
percent spending increase 1915 


PPG Industries, Inc., Univ. of Pittsburgh 
awarded $12,000 grant for research sup- 
port on fiberglass as catalyst support in 
pollution control systems 1739 

R. P. Industries, Inc., Mass., new method 
of disinfecting drinking water and sewage 
with ozone developed with Accelerators 
Inc. 2000 

Reynolds Aluminum Recycling Co., record 
86 million pounds of aluminum scrap col- 
lected from public during 1975 .. . 1839 

Silvex Corp., Fla., violations of air pollution 
regulations, fine imposed 1885 

Steuart Transportation Co., firm fined for oil 
barge spill in Chesapeake Bay, Coast 
Guard to bill company for cleanup costs 


2179 

Tuck Industries, N.Y., discharge of pollu- 
tants into creek causing fish kill, fine 
imposed 1835 

Union Carbide Corp. 

—Health, safety, and environmental affairs 
department formed 2078 

—Ozone technology license rights and assets of 
W. R. Grace Company’s pollution control 
systems unit acquired 1839 

W. R. Grace Co., ozone technology license 
rights and assets of pollution control 
systems unit acquired by Union Carbide 
Co. 1839 

Weyerhauser Co., Wash., boiler constructed 
to meet state emission requirements, 
Ecology Dept. acted properly in denying 
full tax credit, facility held not operating 
for primary purpose of pollution control 
(Wash SupCt) 1789 , 

Whirlpool Corp., study to determine feasi- 
bility of recycling steel from major home 
appliances, copper components identified 
as prime deterrents to recycling 1912 


INFORMATION 
See also PUBLICATIONS AND REPORTS 
Corporate expenditures, citizen’s group 


seeking data on pollution control spending, 
data submitted to Commerce Dept. ruled 
exempt from disclosure under Freedom of 
Information Act (DC Ill) 2137 

Gasoline lead additive regulations, proce- 
dure for challenging EPA information re- 
quests concerning compliance promul- 
gated, EPA amended regulations 1908 

Privacy Act of 1974, Water Resources Coun- 
cil adopts amendment to implementation 
regulations 1886 


INTERIOR DEPARTMENT 
See also internal bureaus and agencies 


Coal leasing on federally owned land, final 


draft regulations provide for application of 
state reclamation laws or regulations as 
stringent as federal rules, definition of 
“maximum extent practicable’ perfor- 
mance standards revised 1723; GAO study 
criticizes Interior’s ability to administer 
program, weaknesses cited, Hughes, other 
testimonies, Senate hearings 1801; lifting 
of federal leasing moratorium, environ- 
ment remains concern in responding to 
energy needs, major elements of leasing 
policy detailed, Kleppe 1912; Sec. Kleppe 
approves regulations similar to final draft, 
major provisions outlined, EPA to appeal 
decision to White House 2139 

Contracts, see PROCUREMENT 

Energy-related decisions, Calif. Governor 
Brown criticizes Dept. for consistently dis- 
regarding state views and state agency 
rulings 2192 

Grants, see FINANCING, FEDERAL 

Kaiparowitz proposed power plant in Utah, 
Secretary Kleppe rejects requests from en- 
vironmental groups to delay decision on 
granting permit 2000; pollutants from 
proposed plant will adversely affect 
national parks and recreation areas nearby, 
report analyzes impacts on air quality, fish 
and wildlife, scenic quality, tourism, and 
recreation use, National Park Service 2076; 
utilities remove project from financial and 
resource planning schedules, Kleppe to dis- 
continue consideration of permits 2116; 
coal industry officials continue plans for 
coal use in West Coast states despite 
cancellation of plant, comments 2185 

Land and Water Conservation Fund, Congress 
appropriates $308 million for financing out- 
door recreation programs in fiscal 1976, 
funding breakdown 1740 

National Wild and Scenic Rivers System, 
Secretary Kleppe to designate portion of 
New River 1951; environmental impacts of 
designation and construction of hydroelec- 
tric project outlined, final impact state- 
ment released 2004 

Outer Continental Shelf oil and gas develop- 
ment, Dept. to proceed with lease sales in 
northern Gulf of Alaska but will reduce 
available acreage by 40 percent, Kleppe 
1838; final orders for drilling and producing 
operations issued 1918 

Saline Water Conversion Program, priorities 
include continued research on membrane 
technology for desalination and interagency 
water research coordination, report 1773 


INTERNAL REVENUE SERVICE 


Environmental projects, joint municipal ven- 
tures would be discouraged by proposed 
regulations governing interest upon 
obligations of states and territories, Hager, 
other comments 2081 


INTERNATIONAL AFFAIRS 


See also UNITED STATES AGENCY FOR 
INTERNATIONAL DEVELOPMENT 

Concorde supersonic transport, Transporta- 
tion Secretary Coleman approves limited 
British and French commercial flights into 
JFK and Dulles Airports for 16-months trial 
period, conditions specified 1731; En- 
vironmental Defense Fund petition seeking 
review of decision, 29 members of Congress 
join suit 1772; suit seeking to enjoin lan- 
dings until issuance of noise regulations dis- 
missed (DC DC) 1943 

Great Lakes system, water quality improve- 
ment efforts seen taking more than decade, 
Joint International Commission annual 
report 1958 
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Japanese industry officials outline successes 
with use of sulfur scrubbers, Ando, other 
testimonies, FPC meeting 1953 


INTERSTATE COMMERCE COMMISSION 


Railroad freight rates 

ee also LEGISLATION, FEDERAL, S 
2718 

—Scrap iron and steel, ICC proposed seven 
percent increase in rates, ISIS opposes in- 
crease of ferrous scrap rates, Cutler 1803; 
increase temporarily postponed at request 
of railroads 1955; ISIS files statement re- 
questing consistent policy on scrap hold- 
downs in ex parte proceedings 2160 


1OWA 


Air quality implementation plan, EPA revi- 
sion proposed, regulation providing sulfur 
dioxide emission standards for fuel burning 
sources included 1827 

Sulfur dioxide emissions, relaxation of 
regulations will not prohibit achievement of 
ambient air standards, Environmental 
Quality Dept. study 1913; emissions from 
coal-burning plants, limitations relaxed, 
Air Quality Commission 2187 


IRON AND STEEL INDUSTRY 


See EFFLUENT LIMITATION GUIDE- 
LINES; STEEL INDUSTRY 


JOURNAL 


Congress 1749, 1781, 1813, 1861, 1893, 1933, 
1981, 2012, 2061, 2101, 2133, 2165, 2206 
Executive branch 1750, 1782, 1814, 1862, 
1894, 1934, 1981, 2013, 2062, 2102, 2134, 
2165, 2206 

Local government 1750, 1814, 1862, 
2102, 2166, 2206 

Meetings scheduled 1750, 1814, 1862, 
2014, 2102, 2166, 2206 

State government 1750, 1814, 1862, 1894, 
eas 1982, 2013, 2062, 2102, 2134, 2166, 

06 


2014, 
1982, 


LAKES AND RIVERS 


(Includes other bodies of water, e.g. bays) 

See also RIVER BASINS 

Chesapeake Bay, oil barge owner fined for 
spill, cleanup costs to be billed to company 
2179 


Colorado River, state salinity standards and 
control plan, state’s request for deadline 
extension granted, EPA 2028 

EPA clean lakes program, nonpoint source 
control and completion of in-lake 
restorative projects to be given priority, 
letter to regional administrators 1995 

Great Lakes Basin, improvements on sewage 
treatment facilities underway in 203 com- 
munities by end of 1975, EPA analysis 1918 

Great Lakes system, water quality improve- 
ment efforts seek taking more than decade, 
Joint International Commission annual 
report 1958 

Hudson River, N.Y., General Electric Co. dis- 
charge of polychlorinated biphenyls, state 
agency order requiring zero discharge level 
reversed by Governor Carey 1735; state 
conservation hearing officer rules dis- 
charge violates pollution control laws 1767; 
firm’s offer to pay state $2 million to settle 
case rejected 2179 
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LAKES AND RIVERS—Contd. 


James River, Va., hearing scheduled to com- 
pare economic costs and benefits of various 
wastewater discharge treatment methods, 
Water Control Board 2034 

Lake Erie, natural gas drilling, N.Y. General 
Assembly subcommittees schedule joint 
hearings on environmental dangers and 
economic benefits 2034 

Lake Michigan, Inland Steel Co., fined $1.9 
million for polluting lake, firm agrees in 
settlement to install recycling and filtration 
system (Ill CirCt) 1728 

Lake Superior 

—Mining firm’s taconite discharges, firm rul- 
ed liable for interim costs of furnishing 
safe drinking water to communities which 
rely on lake as water source (DC Minn) 
1873 

—Trout taken from western portion of lake, 
toxic levels of mercury, DDT, and PCBs 
found, Great Lakes Environmental Con- 
taminants Survey 1909 

New River, N.C. 

—Hydroelectric dam project, FPC did not 
violate NEPA or Wild and Scenic Rivers 
Act in granting construction permit (CA 
DC) 2022 

—Interior Secretary Kleppe to designate por- 
tion under National Wild and Scenic Rivers 
System 1951; environmental impacts of 
designation and construction of hydroelec- 
tric project outlined, final impact state- 
ment released 2004 

San Francisco Bay diking activities, Corp of 
Engineers’ jurisdiction up to ‘‘mean higher 
high water”’ line upheld (DC Calif) 1943 

Savannah River, Ga., firm’s toxic waste dis- 
charges, fine imposed by hearing officer 
2119 

Upper Allegheny River, regulations requiring 
five-year phase out of dredging activities 
adopted, Pa. Environmental Resources 
Dept. 2037 


LAND MANAGEMENT, BUREAU OF 


California proposed nuclear power plant, 
Bureau proposes withdrawing area from 
public lands for proposed land exchange 
with utility for plant site 1960 

Coal leasing, procedures proposed to en- 
courage public, industry and governmental 
participation in identifying areas and to 
consolidate actions into areawide en- 
vironmental reviews 1951 

Outer Continental Shelf oil leasing 

—Gulf of Mexico, selection of 61 tracts for 
proposed lease sales announced 1839; leas- 
ing nominations requested for areas 
offshore Texas and Louisiana 1962 

—Northern Gulf of Alaska, leasing bids to be 
accepted despite CEQ protests over en- 
vironmental dangers 1960 


LAND USE 


General Services Admn. proposed land 
transfer, prior decision requiring prepara- 
tion of impact statement, court invites par- 
ties to submit memoranda on issue of order- 
ing statement (DC RI) 2170 

Interstate land sales, Supreme Court to 
decide whether approval of filings is sub- 
ject to NEPA, oral arguments scheduled 
2109 

Sludge disposal, land purchases eligible for 
sewage treatment construction grant 
assistance, EPA program guidance 
memorandum, Rhett 2111 

Water pollution control programs seen 
providing opportunities to shape land use 
policy, joint statement issued by EPA and 
Bureau of Outdoor Recreation 2181 


ENVIRONMENT REPORTER — Feb. 6—April 30, 1976 


LEGISLATION, FEDERAL 
See also CONGRESS 


HJRes 


857, Appropriations 

—National Water Quality Commission and 
other agencies, funding for fiscal 1976 and 
transition period, passed by Senate and sent 
to President 2026 


HR 


3981, Coastal Zone Management Act, amend- 
ment 

—Approved by House Merchant Marine Com- 
mittee, assistance provided to coastal 
states for planning and controlling onshore 
impacts of offshore development, funding 
and other provisions 1729;,EPA opposes 
measure due to budgetary constraints and 
substantive concerns, Train letter 1775; 
passed by House and sent to conference 
1947 

5247, Public works jobs 

—President’s veto overriden by House, $1.4 
billion provided in additional funds for 
municipal sewage treatment facility con- 
struction grants 1794; Senate fails to 
override veto by three votes, sponsors seek 
another vehicle for reviving formula for 
revising sewage treatment allocations 1826 

6218, Outer Continental Shelf lands 

—Bill to place additional environmental 
restrictions on sale of leases, approved by 
House Select Committee, summary of 
provisions 2115 

7664, Toxic substances 

—See HR 12336 

8235, Highways ; 

—Construction bill authorizing $17.6 billion, 
passed by Congress and sent to President 
2129 

9560, Federal Water Pollution Control Act, 
amendments 

—House Public Works Committee to report 
bill within two months, amendments to be 
adopted by committee predicted, Sullivan 
1870; proposal authorizing EPA to delegate 
more authority to states in construction 
grants program, EPA readies regulations 
to be proposed if bill passes 1994; com- 
mittee markup sessions scheduled, 
provisions outlined, possible amendments 
projected 2018; Jones (D-Ala) request for 
EPA position on amendments, Train 
response reviewed and rewritten by OMB 
2082; bill reported by committee to full 
House, additional funds for construction 
grants program and revised formula for 
allocating grants to states included, sum- 
mary of provisions 2082; bill approved by 
committee, restriction on jurisdiction of 
EPA and Corps of Engineers over dredge 
and fill activities adopted, actions on other 
amendments, summary 2105; Sec. 404 
amendments to Act opposed by Train and 
environmental groups, further delays and 
inconsistencies in statutory scheme pro- 
jected 2172 

9725, Surface Mining and Reclamation Con- 
trol Act of 1975 

—Amended bill approved by House Interior 
Committee, summary of amendments 
1823; Houses Rules Committee votes to 
table bill, action may have killed efforts to 
revive twice-vetoed legislation 1990 

10318, Toxic substances 

—Hartke (D-Ind) proposes substitution of 
House bill for measure pending before 
Senate Commerce Committee (S 776) 1735; 
House Commerce Committee action 
delayed due to priority of funding measures 


1950 

10498, Clean Air Act, amendment 

—House Interstate and Foreign Commerce 
Committee markup sessions, amendment 
to permit use of intermittent control 
strategies rather than continuous controls 


defeated, action on other amendments 
1758; committee nears completion on com- 
prehensive package despite efforts to slow 
revision and block bill, interstate pollution 
rules added, summary 1939; complex and 
lengthy amendments approved by com- 
mittee despite opposition, varied sections 
added to bill, summary 1987; Rogers 
(D-Fla) sees bill balancing environmental, 
energy, and social demands, criticism that 
proposal would impose ‘‘no-growth”’ policy 
rejected 2072; Alaska Governor Hammond 
urges support for amendments, weakening 
provisions opposed, letter to other gover- 
nors 2083; significant deterioration 
provisions could preclude surface mining 
operations in certain western control 
regions, FEA study 2145; Dingell (D-Mich) 
to introduce EPA amendments for relaxing 
auto emissions, stiff opposition on House 
floor projected, interagency analysis on 
pending proposals cited as support 2146; 
environmental groups campaigning for 
tough clean air standards, campaign aimed 
at scheduled floor action 2176 

11505, Marine Protection, Research, and 
Sanctuaries Act, appropriations 

—Fiscal 1977 funding of ocean dumping and 
other provisions, approved by House 
Merchant Marine Subcommittees 2026 

11559, Saline Water Conversion Act, appro- 
priations 

—Passed by House and sent to Senate, $9.7 
million authorized to carry out provisions 
of Act in fiscal 1977 .. . 2118 

11616, Solid Waste Disposal Act, amendment 

—Mollohan (D-WVa) bill to prohibit pro- 
mulgation of EPA proposed beverage con- 
tainer guidelines for federal facilities, 
referred to House Interstate and Foreign 
Commerce Committee 1771 

11619, Appropriations 

—Council on Environmental Quality budget, 
bill to increase authorization for fiscal 
1977 and 1978, passed by House and sent 
to Senate 2001 

11792, Federal Energy Development Assist- 
ance Act of 1976 

—Interior Dept. draft bill provides compensa- 
tion to states for social and economic costs 
from development of federal energy re- 
sources, introduced 1768 

12336, Toxic substances 

—McCollister (R-Neb) bill (formerly HR 
7664), Administration amendments _in- 
corporated 1950 

12380, Solid waste 

—Research and development bill to authorize 
funds for demonstration projects and loan 
guarantees, Government role in expanding 
and evaluating new management tech- 
nology urged, Meyers, other testimonies, 
House Science Subcommittee 2120 

12566, Appropriations 

—National Science Foundation, bill authoriz- 
ing $810 million for fiscal 1977, passed by 
House 2032 

12704, Appropriations 

—EPA Research & Development Office 
budget, House Science and Technology 
Committee recommends $256.6 million 
for fiscal 1977, Administration’s requests 
exceeded, funding breakdown 2149 

12972, Public works jobs 

—Reported by House Public Works Com- 
mittee, House action expected 2111 


HRes 
1032, Soil Conservation Service appropria- 
tions 
—Presidential resolution to defer $18 million 
in funds allocated for emergency repair 
work in watershed and flood prevention 
operation, rejected by House 2187 


Ss 


776, Toxic Substances 
—See also S 3149 
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LEGISLATION, FEDERAL—Contd. 


s—Contd. 
776, Toxic Substances—Contd. 


—Hartke (D-Ind) proposes substitution of 
for measure 
pending before Senate Commerce Com- 
mittee 1735; amended bill approved by 
Commerce Committee, action on amend- 


House bill (HR 10318) 


ments 1791; bill renumbered S 3149, 
committee’s favorable report filed 1950 


2718, Rail Services Act 

—Bill requiring Interstate Commerce Comm. 
to investigate rate structure for trans- 
portation of recycled materials, signed 
by President 1771 


3015, Airport and Airway Development Act, 
amendments 

—Senate Commerce Committee approves bill 
without statutory changes in environ- 
mental review requirements for airport 
development 1916 


3037, Federal Water Pollution Control Act, 
amendment 

—Muskie (D-Me) bill to extend authoriza- 
tions through fiscal 1977 for sewage 
treatment construction grants program, 
introduced 1877 

3038, Federal Water Pollution Control Act, 
amendment 

—Administration bill to change percentage 
of federal share in costs of sewage treat- 
ment construction grants program, in- 
troduced 1877 


3149, Toxic substances 

—Reported out favorably by Senate Com- 
merce Committee 1950; passed by Senate, 
EPA testing of chemical substances would 
be authorized, action on amendments, 
summary 2017 


3201, Public work jobs 

—Passed by Senate, bill similar to measure 
vetoed by President (HR 5247), $1.4 
billion authorized for additional sewage 
construction grants 2111 


3209, Coal Substitution Incentives Act of 
1 


6 
—Bill to provide loan guarantees and loans 
for power plants to install pollution abate- 
ment equipment for coal conversion, in- 
troduced 2032 


3219, Clean Air Act, amendments 

—Senate Public Works Committee amend- 
ments criticized by OMB for increasing 
stringency of Act without adequate justi- 
fication, significant economic and energy 
costs projected from _ proposed rules, 
staff analysis 2020; committee report sub- 
mitted to Senate, authority of states and 
localities to implement pollution control 
programs emphasized, provisions detailed 
2023: committee members file statements 
generally supporting proposed amend- 
ments, Hart (D-Colo) files single 
minority statement opposing recom- 
mendations, summary 2069; Moss (D- 
Utah) introduces legislation to delay 
proposed nondegradation rules pending 
study of economic and energy effects, 
provisions detailed 2109; significant 
deterioration provisions could preclude 
surface mining operations in certain 
western control regions, FEA study 2145; 
rules governing auto emissions and _ in- 
dustrial growth in clean and dirty-air 
areas among targets of proposed amend- 
ments, summary of introduced amend- 
ments 2148; impacts of nondegradation 
proposal projected in EPA summary 
2171; environmental groups campaigning 
for tough clean air standards, campaign 
aimed at scheduled floor action 2176; 
increase in electric rates from nonde- 
gradation proposal predicted, electric 
utility industry study 2178 


LITIGATION (In General) 
See also CITIZENS’ 


SUITS; SUPREME 
COURT OF THE UNITED STATES 
Bethlehem Steel Corp. violations of Pa. 


air pollution laws, Environmental Re- 
sources Dept. suit seeks civil penalties 
1884 

Beverage containers, county ordinance out- 
lawing sale of nonreturnable containers 
struck down (Va CirCt) 1875 

California sulfate standard, Air Resources 
Board adoption of “‘significant harm level’’ 
ambient standard, Western Oil and Gas 
Assn. files suit to block standard 1900 

Chrysler Corp. motor vehicles, Justice Dept. 
files suit against firm after inspection of 
1974 model cars reveals improper emis- 
sion-related parts 1727 

Concorde supersonic transport, suit seek- 
ing to enjoin operation at JFK and Dulles 
Airports until issuance of noise regula- 
tions dismissed (DC DC) 1943 

Discharge permit issued by EPA to housing 
developer, challenging petition dismissed 
for failure to file within 90 days of permit’s 
issuance (CA 2) 2068 

Effluent limitations, EPA has authority 
under Federal Water Act to promulgate 
rules, limitations ruled only ‘‘pre- 
sumptively applicable’ to individual 
permit applicants and can be rebutted and 
modified, limits for various subcategories 
remanded to EPA (CA 4) 1938 

Gas rationing, EPA’s authority to take 
measures necessary to ensure attainment 
of air standards upheld (CA 9) 2169 

Gasoline lead additives control, EPA reg- 
ulatory authority under Clean Air Act 
upheld (CA DC) 1985 

General Services Admn. 

—Land transfer proposal, prior decision re- 
quiring preparation of impact statement, 
court invites parties to submit memoranda 
on issue of ordering statement (DC RI) 
2170 

—Plant’s air emissions, consent agreement 
with EPA on emissions not subject to 
judicial review under Sec. 307 of Clean 
Air Act (CA DC) 2108 

Hydroelectric project on New River, FPC 
did not violate NEPA or Wild and Scenic 
Rivers Act in granting construction 
permit (CA DC) 2022 

Illinois strip mining firm’s violations of 
state law, attorney general wins $373,000 
default judgment when firm fails to ap- 
pear in court to answer complaints 2003 

Inland Steel Co. fined $1.9 million for pol- 
luting Lake Michigan, firm agrees in 
settlement to install recycling and filtra- 
tion system (Ill CirCt) 1728 

Iron and steel plants, EPA adoption of in- 
terim final effluent guidelines, American 
Iron and Steel Institute files petition 
for review 1937 

Kepone production, Va. chemical firms 
charged with violations of state water 
pollution laws, Water Control Board suit 
seeks $3.5 million in penalties 1991 

Marina constructed as part of development 
project ruled navigable waterway subject 
to Corps of Engineers regulation (DC 
Hawaii) 1822 

Mercury-containing pesticides, EPA ban on 
most uses challenged by manufacturers, 
Administrator Train stays ban to allow 
time for judicial review 1903 

Minnesota Pollution Control Agency’s suit 
against steel firm for violations of air and 
water standards, administrative remedies 
need not be sought before bringing suit, 
trial court’s ruling reversed (Minn SupCt) 
2023 

New Communities Program under HUD 
Dept., work on Minneapolis project enjoin- 
ed pending preparation of adequate impact 
statement (DC Minn) 2109 


(ER) a) 


New Jersey county sewerage agency and 
engineering firm charged with failure to ex- 
ercise regional responsibility, attorney 
general and Environmental Protection 
ad file $1.1 million civil fraud action 

New Mexico coal-burning sources, En- 
vironmental Improvement Board lacks 
authority to require reduction of sulfur 
dioxide emissions (NM CtApp) 2137 

Noise emission regulations, professional bus 
and truck drivers’ group that brought suit to 
compel EPA issuance of rules awarded at- 
torneys’ fees (DC DC) 2023 

Nuclear power plant shutdown to check reac- 
tor leakages, power company held not liable 
for fish kill from discharge of cold water 
rather than normal heated water (NJ 
SupCt) 1790 

Oil spill reporting requirements of Federal 
Water Act, corporation can be ‘‘person in 
charge’ within meaning of Act, conviction 
of firm for failure to report spill upheld (CA 
8) 1943 

Organic chemicals industry, effluent 
limitations and guidelines revoked by EPA 
as part of stipulated settlement (CA 4) 2072 

Outer Continental Shelf oil and gas leasing, 
challenging lawsuits transferred from 
California district court 2138 

Pennsylvania municipality’s discharge of raw 
Sewage, Environmental Resources Dept. 
acted reasonably in requiring construction 
of treatment facilities despite lack of ade- 
quate funds (Pa SupCt) 1900. 

Petroleum refining point source category, 
suit challenging EPA effluent limitations 
dismissed for lack of jurisdiction (DC 
Calif) 2067 

Reserve Mining Co. taconite discharges into 
Lake Superior, firm ruled liable for interim 
costs of furnishing safe drinking water to 
communities which rely on lake as water 
source (DC Minn) 1873 

Rivers and Harbors Act, Corps of Engineers 
has authority to regulate development oc- 
curring shoreward of mean high tide if 
there is effect upon navigable water (CA 5) 
1874 

Sewage treatment construction projects, in- 
sufficient or delayed federal funding does 
not absolve municipalities from complying 
with 1977 deadline for achieving secondary 
treatment (DC Va) 1789; Va. plans to 
appeal decision, Evans 1991 

Weyerhauser Co. boiler constructed to meet 
Wash. emission rules, state Ecology Dept. 
acted properly in denying full tax credit, 
facility held not operating for primary pur- 
pose of pollution control (Wash SupCt) 1789 


M 


MAINE 


Air quality control regions, state law amend- 
ed by legislature to establish Portland 
region 2186 

Air quality implementation plan, EPA 
proposes revision providing for state 
review of air quality impact of indirect 
sources 2120 

Solid waste management, legislature enacts 
series of amendments to state law 2186 


MANAGEMENT AND BUDGET, OFFICE OF 


Clean Air Act, amendments endorsed by 
Senate Public Works Committee criticized 
for increasing stringency of Act without 
adequate justification, significant 
economic and energy costs projected from 
proposed rules, staff analysis 2020 
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MARINE AFFAIRS 


See CONTINENTAL SHELF; OCEANS; 
SHIPS AND BOATS 


MARYLAND 


Air quality implementation plan, EPA ap- 
proves revision increasing allowable sulfur 
content in fuel used in three air quality con- 
trol regions 1884 

Nuclear energy for electricity generation 
seen environmentally safer than 
coal-generated power, preliminary report 
prepared for Governor Mandel, Natural 
Resources Dept. schedules hearings 1738 

Service station charged with dumping 
petroleum product into city storm drain, 
first citation under new water pollution con- 
trol rules issued, Natural Resources Police 
2004 


MASSACHUSETTS 


Air pollution control regulations governing 
pollution episodes and emergencies, 
hearings on proposed revisions scheduled, 
Environmental Quality Engineering Dept. 
2183 

Transportation control plan for metropolitan 
Boston area, EPA reinstating regulations 
following removal of court suspension 1905 


MEETINGS 
See CONFERENCES AND MEETINGS 


MICHIGAN 


Lake Superior trout, toxic levels of mercury, 
DDT, and PCBs found, Great Lakes En- 
vironmental Contaminants Survey 1909 

Nuclear power plant, suit to enjoin construc- 
tion, state not preempted from considering 
claims that proposed plant will present non- 
radiological hazards (Mich CtApp) 1761 

Polychlorinated biphenyls, governor approves 
legislation prohibiting manufacture, sale, 
and use for all purposes other than electric 
transformers and capacitors 2154 


MINING 


See also COAL; STRIP MINING 

Reserve Mining Co. taconite discharges into 
Lake Superior, firm ruled liable for interim 
costs of furnishing safe drinking water to 
communities which rely on lake as water 
source (DC Minn) 1873 

Rushton Mining Co., Pa., wastewater dis- 
charges into state waters charged, En- 
vironmental Hearing Board assesses 
$11,000 fine 2004 


MINNESOTA 


Pesticides registration to meet special local 
needs, request for interim certification ap- 
proved, EPA 1741 

Steel firm’s violations of air and water stan- 
dards, Pollution Control Agency need not 
seek administrative remedies before bring- 
ing suit to compel compliance, trial court’s 
ruling reversed (Minn SupCt) 2023 


MISSISSIPPI 


Harper Foundry and Machine Works fined for 
violating state air quality regulations, in- 
stallation of control equipment ordered, Air 
and Water Pollution Control Commission 
1736 

Hewchem, Inc., sodium naphtenate discharge 
into bayou causing fish kill, fine imposed, 
Air and Water Pollution Control Commis- 
sion 1834 
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Pesticides registration to meet special local 
needs, request for interim certification ap- 
proved, EPA 1741 


MISSOURI 


Air quality implementation plan, hearing 
scheduled to consider submitted com- 
pliance schedules, Air Conservation Com- 
mission 2183 


MONTANA 


Environmental Policy Act, implementation 
regulations adopted by Health and En- 
vironmental Sciences Dept., preparation of 
preliminary environmental review required 
for certain projects 2129 ~ 

Strip mining and reclamation law violations, 
penalty collections reported, State Lands 
Dept. 2157 


MOTOR VEHICLES 


California 

—American Motors Corp. pollution test data, 
Air Resources Board decides firm did not 
intentionally file false data 1952 

—Emission standards for 1978 vehicles, 
hearing to consider proposals scheduled, 
Air Resources Board 2124 

—Gasoline vapor recovery systems at service 
stations, certification regulations ap- 
proved, Air Resources Board 2033 

—Light-duty truck emissions and test 
procedures for measuring evaporative 
emissions, revised regulations adopted, Air 
Resources Board 2159 

—Truck certification, regulations governing 
1978 and subsequent model light-duty 
trucks and heavy-duty engines, revisions to 
be considered, Air Resources Board hear- 
ing scheduled 1915 

Catalytic converters, General Motors 
Corp.—EPA test on dispersion of sulfates, 
tentative results show first estimates of 
potential sulfate buildup at ground levels 
too high, Estes 1885 : 

Chrysler Corp. vehicles, Justice Dept. files 
suit against firm after inspection of 1974 
model cars reveals improper emission- 
related parts 1727 

Emission standards 

—1975 vehicles, over 60 percent exceed stan- 
dards for hydrocarbons, carbon monoxide, 
or nitrogen oxides, Stork memorandum 
1906 

—1976 model vehicles and engines, certifica- 
tion test results issued, EPA 1910 

—Administration options on pending emission 
rules described, draft paper discussed by 
Energy Resources Council, Presidential 
veto strategy suggested 2138 

—Carbon monoxide, decrease in adverse 
health effects possible if 9 grams per mile 
standard would be adopted, interagency 
task force report 2191 

—Costs and benefits of control strategies ex- 
amined, retention of current standards 
could cause $10 billion annual loss, National 
Science Foundation report, Singer 2140 

—EPA proposals for relaxing emission rules 
to be offered on House floor by Dingell (D- 
Mich), amendment to Clean Air Act legisla- 
tion (HR 10498) expected to face stiff op- 
position, interagency analysis on pending 
proposals cited as support2146 

—Fuel economy impact of stricter standards 
estimated, effects on consumer costs and 
air quality assessed, EPA-F EA staff paper, 
text 1824, 1859; FEA Administrator Hill 
clarifies potential impacts, letter to Dingell 
(D-Mich) 1966 

—High altitudes, testing of 1977 models, 
regulations requiring certification of com- 
pliance with standards clarified, EPA 1907 


—House Interstate and Foreign Commerce 
Committee adopts compromise proposal 
offered by Brodhead (D-Mich) to freeze 
1977 standards through 1979, five-year 
freeze defeated, waiver to handle sulfuric 
acid problem included, table of various 
schedules for standards 1897; complaints 
from New York officials prompt Scheuer 
(D-NY) to withdraw support for five-year 
freeze on standards 1904; floor fight ex- 
pected over proposed emission rules when 
House takes up amendments 1944 
—Light duty trucks, EPA proposes 
amendments to tighten standards for 1978 
and later model vehicles, text 1796, 1807; 
EPA seen lacking adequate data to 
promulgate final rules, consideration of 
economic efficiency impacts urged, Council 
on Wage and Price Stability 1996; proposal 
would impose ‘“‘major’’ new costs on con- 
sumers, EPA urged to consider other 
cost-effective alternatives, Council on 
Wage and Price Stability 2126 
—Senate Public Works Subcommittee’s 
proposals for Clean Air Act amendments, 
General Motors Corp. criticizes seven 
specific aspects of vehicle emission con- 
trols, Magill 1733; committee reports 
package of amendments to Senate that 
would extend automobile emission 
deadlines, draft summary of amendments, 
text 1753, 1776 
—Sulfuric acid emissions, 1979 standard can- 
not be set due to time factor, memorandum 
summarizes EPA status report on control 
technology, Stork 1946; sulfate standard for 
1979 vehicles considered unlikely by EPA 
officials, comments 1997; 
—EPA decides not to set 1979 standard, 
future controls may be considered, Murphy 
2107 
Engine families found by EPA to violate 
emission standards, Moss (D-Calif) 
publishes names of engines EPA considered 
for recall, list 2175 
Gasoline 
—California vapor recovery systems at ser- 
vice stations, certification regulations ap- 
proved, Air Resources Board 2033 
—Fuel economy 
——Energy Policy and Conservation Act goals 
may delay emission control systems 
development, slowdown in development 
of control technology found, EPA report 
2122 

——Impact of stricter emission standards es- 
timated, effects on consumer costs and 
air quality assessed, EPA-FEA staff 
paper, text 1824, 1859; FEA Ad- 
ministrator Hill clarifies potential im- 
pacts, letter to Dingell (D-Mich) 1966 

——Labeling regulations for 1976 model year 
vehicles adopted, EPA 1997 

—Lead additives 

——EPA authority under Clean Air Act to 
regulate additives upheld, split decision 
(CA DC) 1985 

——Procedure for challenging EPA informa- 
tion requests concerning compliance 
promulgated, EPA amended regulations 
1908 


——Regulations requiring gradual reduction 
of additives will not be enforced until 
Supreme Court decides whether to 
review regulations, EPA 2073 
—Rationing, EPA’s authority in certain areas 
of Calif. upheld, EPA may take whatever 
measures necessary to ensure attainment 
of air standards (CA 9) 2169 

—Upleaded fuel regulations, $30,000 in fines 
levied against 16 violators, EPA Region II 
2118 


General Motors Corp., Potter elected vice 
chairman of environmental activities staff 
2000 

Junked automobiles, recovery and disposal of 
waste plastics may become significant 
problem, Harwood 2184 


—— 


INDEX—SUMMARY — REPORTS 41 through 53 


(ER) 17 
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New Jersey emission standards, final date ex- 
tended for light-duty vehicles to achieve 
state’s most stringent standard for carbon 
monoxide and hydrocarbon emissions, En- 
vironmental Protection Dept. 1838 

New York emission standards for 
automobiles and light-duty trucks relaxed, 
Standards established for heavy-duty 
pucks, Environmental Conservation Dept. 

Noise emission regulation, bus and truck 
drivers’ suit to compel EPA issuance of 
rules, group awarded attorneys’ fees (DC 
DC) 2023 

State inspection and maintenance programs 
seen as best single control strategy for 
hydrocarbon and carbon monoxide 
emissions, EPA activities in controlling 
mobile source emissions analyzed, Stork 
paper 2124 

Tampering with emission control equipment, 
three dealers fined by EPA for violating 
Clean Air Act prohibitions 1951 

Toyota initiating recall of 1972 and 1973 
models to investigate reports of choke 
system failures, EPA 2187 

Transportation control plans, see AIR 
QUALITY STANDARDS; specific states 

Trucks, noise emission limits for new medium 
and heavy-duty vehicles adopted, EPA 2160 

Volkswagen of America to voluntarily recall 
Rabbits and Sciroccos to improve emission 
control systems, EPA 2075 


N 


NATIONAL ACADEMY OF SCIENCES 


Drinking water, study of contaminants will be 
confined to review of existing literature, 
maximum contaminant levels will not be 
recommended, EDF critical of proposed 
study plan, EPA response, Kimm 2021 


NATIONAL BUREAU OF STANDARDS 


Annual report, environmental quality ac- 
tivities during fiscal 1975 reviewed, 
development of measurement and monitor- 
ing methods reported 1741 


NATIONAL COMMISSION ON WATER 
QUALITY 


Appropriations, see LEGISLATION, 
FEDERAL, HJRes 857 

Report on Federal Water Act, National 
Research Council review urges commission 
to consider recommendations that go 
beyond ‘‘mid-course corrections,’ text 
1722, 1747; commission moving into final 
report phase, input of 15 commissioners an- 
ticipated, recommendations to Congress 
drafted, officials make no firm decision on 
means of seeking additional funds 1734; Ex- 
ecutive Director Clarke outlines procedure 
for completing final report and contingency 
plans for additional funds, memo to com- 
mission members 1745; recent speeches by 
commission members Gee and Moore 
provide indication of probable recommen- 
dations to Congress, summary 1754; 
National Research Council review finds 
draft shows no direct relationship between 
pollutant levels in raw water supplies and 
adverse health effects, other inadequacies 
cited, summary 1764; draft recommen- 
dations by key commission officials 
propose extending 1983 compliance 
deadline up to 10 years, summary of 
recommendations, text 1785, 1812; EPA 


comments indicate report underestimates 
benefits of requiring use of best available 
control technology by 1983 and 
overestimates costs, other agencies com- 
ment 1792; draft recommendations revised 
to specify proposed requirements for 
waiver, deferral , or modification of Act’s 
1977 requirements, other revisions 1820; 
final recommendations include sweeping 
changes in Act, Muskie (D-Me) opposes 
recommendations, other Comm. members 
comment, text of recommendations 1865, 
1890; House action on recommendations 
doubtful for current session, Sullivan 1870: 
Muskie (D-Me) and Baker (R-Tenn) ex- 
press strong reservations over recommen- 
dations, statements attached to final report 
1947; commission members Randolph 
(D-WVa) and Buckley (Cons-R-NY) dissent 
from recommendations, other members 
generally support proposals, comments 
1988; EPA Deputy Administrator Quarles 
criticizes recommendations, postponement 
of 1983 objectives seen undermining pollu- 
tion control efforts, NCWQ officials Moore 
and Smith criticize proposals in part, com- 
ments 2065 


NATIONAL ENVIRONMENTAL POLICY ACT 


See ENVIRONMENTAL IMPACT STATE- 
MENTS 


NATIONAL OCEANIC AND ATMOSPHERIC 
ADMINISTRATION 


Contracts, see PROCUREMENT 


NATIONAL PARK SERVICE 


Kaiparowitz proposed power plant in Utah, 
pollutants will adversely affect national 
parks and recreation areas nearby, report 
analyzes impacts on air quality, fish and 
wildlife, scenic quality, tourism, and 
recreation use 2076 


NATIONAL POLLUTANT DISCHARGE 
ELIMINATION SYSTEM 


See WATER QUALITY STANDARDS, sub- 
head: Discharge permit program 


NATIONAL RESEARCH COUNCIL 


Environmental pollutants study, committee 
seeks public comments on best study 
method, issues to be considered outlined 
1963 

National Water Quality Commission’s report 
on Federal Water Act, Council review urges 
recommendations that go beyond ‘‘mid- 
course corrections,’’ text 1722, 1747; draft 
review shows no direct relationship 
between pollutant levels in raw water 
supplies and adverse health effeuts, other 
inadequacies cited, summary 1764 

Pest control, development of alternatives to 
chemical control recommended, agencies 
charged with developing control 
technologies urged to expand present ef- 
forts, report 1735 


NATIONAL SCIENCE FOUNDATION 


Annual report for fiscal 1975 issued, en- 
vironmental research to emphasize 
resource management and evaluation of 
natural and manmade risks, summary 2130 

Appropriations, see LEGISLATION, 
FEDERAL, HR 12566 


Sacramento, Calif., Regional Wastewater 
Management Program, evaluation study 
finds nearly $300 million being spent to 
treat ‘‘extremely clean’’ water, major 
issues identified 1867 

Contracts, see PROCUREMENT 

Automobile emission control strategies, costs 
and benefits examined, retention of current 
standards could cause $10 billion annual 
loss, Singer report 2140 


NATURAL GAS 
See OIL AND GAS 


NEBRASKA 


Air quality implementation plan, EPA revi- 
sion proposed, changes under proposal 
listed 1828 


NEVADA 


Fossil fuel-fired steam generating facilities, 
hearing to review emission standards 
scheduled, Environmental Commission 
2124 


NEW HAMPSHIRE 


Air quality implementation plan, additional 
clarifying amendments issued, EPA 2153 
Power plant’s compliance with air pollution 
requirements, EPA proposes to issue exten- 
sion under energy-related authority rules, 
text 1905, 1929; proposed compliance date 
extension for two sources, public hearing 
scheduled, EPA 2032 

Sewage treatment construction program, 
procurement of engineering services for 
EPA-funded projects, state becomes first 
to gain approval of procedures 1952 


NEW JERSEY 


Air quality implementation plan, EPA 
proposes revision to provide open burning 
regulation for herbaceous plant life and 
orchard prunings 1828; revision including 
alternative compliance schedules ap- 
proved, EPA 2120; open burning revision 
approved by EPA, revision proposed to 
amend state’s regulations for control of 
hydrocarbon emissions, text 2180, 2199 

Camden County sewerage agency and 
engineering firm charged with failure to ex- 
ercise regional responsibility, attorney 
general and Environmental Protection 
Dept. file $1.1 million civil fraud action 
2003 

Construction permits on minor stream en- 
croachment projects, fees reduced, Bardin 
1958 


Landfill closing ordered due to operators’ 
failure to cover matter adequately, install 
vents to monitor methane gas, and control 
leachate, Hackensack Meadowlands 
Development Comm. 1885 

Motor vehicle emission standards, final date 
extended for light-duty vehicles to achieve 
state’s most stringent standard for carbon 
monoxide and hydrocarbon emissions, En- 
vironmental Protection Dept. 1838 

Offshore oil drilling, proposed leasing of 
tracts in Baltimore Canyon Trough, 
hearings on Interior Dept. draft impact 
statement, Governor Byrne threatens to 
bar offshore facilities for drilling due to in- 
adequate consultation with state or local of- 
ficials, other testimonies 1730 
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Sulfur dioxide emissions limits to be relaxed 
by Governor Byrne for certain South Jersey 
industries, state and EPA to conduct air 
quality studies, environmental groups ob- 
ject 1836; environmental agency authorizes 
use of higher-sulfur fuel for industrial and 
generating plants in two counties, relaxed 
rules to help ease economic pressures on in- 
dustry and decrease rates for consumers, 
Bardin 2006; interim use of higher-sulfur 
fuel authorized for 12 industrial facilities in 
Cumberland County, hearing scheduled on 
interim relaxed standards for three coun- 
ties, Bardin 2075 

Waste dumping, state’s authority to ban dum- 
ping of out-of-state wastes within state up- 
held, Philadelphia and municipal landfill 
owners seek Supreme Court review 1822; 
review granted 2067 

Water monitoring programs expanded by En- 
vironmental Protection Dept. to chart 
progress towards achieving clean water 
goals, Ricci 1909 


NEW MEXICO 


Air quality implementation plan, EPA ap- 
proves revision providing more stringent 
regulation for controlling sulfur oxide 
emissions from coal burning equipment 
1827 

Southwestern closed basins water quality 
management plan, Water Quality Control 
Commission schedules hearing 1837 

Sulfur dioxide emissions from coal-burning 
sources, Environmental Improvement 
Board lacks authority to require reduction 
(NM CtApp) 2137 


NEW YORK 


Automobiles and light-duty trucks, emission 
standards relaxed, standard established for 
heavy-duty trucks, Environmental Conser- 
vation Dept. 1740 

Discharge permit program, power plants re- 
quiring permits, regulations governing 
applications adopted, Public Service Com- 
mission 2127 

Environmental Quality Review Act of 1975 
requiring detailed impact statements for 
certain construction projects, Gov. Carey 
urges phased implementation of law, 
message to state legislature 1878; im- 
plementation regulations adopted, En- 
vironmental Conservation Dept. 2154 

General Electric Co. discharges of 
polychlorinated biphenyls into Hudson 
River, Environmental Conservation Dept. 
order requiring zero discharge level over- 
turned by Governor Carey 1735; state con- 
servation hearing officer rules discharge 
violates pollution control laws 1767; firm’s 
offer to pay state $2 million to settle case 
rejected 2179 

Marine waste facilities, state petitions EPA 
for certification 2007 

Natural gas drilling in Lake Erie, General 
Assembly subcommittees schedule joint 
hearings on environmental dangers and 
economic benefits 2034 

Power plants’ fuel oil burning, use of high-- 
sulfur oil approved and denied in two coun- 
ties, Environmental Conservation Dept. 
1952 

Transportation control plan for New York Ci- 
ty, citizen groups file suit to enforce con- 
trols, Court directs that immediate action 
be taken to implement strategies (CA 2) 
2169 

Tuck Industries’ discharge of pollutants into 
creek causing fish kill, fine imposed 1835 


NITROGEN AND NITROGEN OXIDES 


Control technology and cost summarized, 
report available from NTIS 1964 

Fertilizers containing nitrogen, use unlikely 
to cause large ozone reductions in at- 
mosphere, Crutzen 2156 

Measurement, new principle and calibration 
procedure proposed by EPA, text 1950, 
1973; new reference and equivalent 
methods proposed by EPA, text 1950, 1978 


NOISE 


Bus and truck drivers’ suit to compel EPA 
issuance of emission regulations, group 
awarded attorneys’ fees (DC DC) 2023 

Concorde supersonic transport, suit seeking to 
enjoin operation at JFK and Dulles Airports 
until issuance of noise regulations dismiss- 
ed (DC DC) 1943 

Trucks, noise emission limits for new medium 
and heavy-duty vehicles adopted, EPA 2160 


NORTH CAROLINA 


Air quality regulations governing hazardous 
pollutants, new source performance stan- 
dards, and contaminants monitoring and 
reporting, hearing to consider amendments 
scheduled, Natural and Economic 
Resources Dept. 2009 

Pesticides registration to meet special local 
needs, request for interim certification ap- 
proved, EPA 1741 

Visible emissions requirement for air pollu- 
tion sources, hearing scheduled to consider 
extension proposal, Natural and Economic 
Resources Dept. 2124, 2183 


NUCLEAR POWER 
See ATOMIC ENERGY 


O 
OCEANS 
Dumping 
—Appropriations, see LEGISLATION, 


FEDERAL, HR 11505 

—Discharge rates, EPA considering using 
more sensitive marine organisms in tests to 
establish rates, Breidenbach, Senate 
hearings 2116 

—House hearings on dumping problems, 
restrictions imposed against Philadelphia, 
reassessment urged, Guarino, other 
testimonies 1742; ocean disposal of dredged 
material seen preferable in some cases to 
land disposal, adverse effects on marine en- 
vironment small, McIntyre, other 
testimonies 1876 

—Municipal sludge dumping, EPA schedules 
public hearing on proposal to extend per- 
mits in New York metropolitan area 2188 

—Sewage sludge dumping in New York bight 
area, draft impact statement recommends 
continuing use of present site while ade- 
quate land-based alternatives are 
developed, advantages of present site out- 
lined, hearings on statement held, com- 
ments 2028 

—Toxic chemical substances, dumping 
prohibition urged to curb pollution, Kamlet, 
other speakers, Federal Water Quality 
Assn. conference 2080 


OFFICES 


See other part of title and specific subject 
headings 


OHIO 


Air pollution sources, regulation adopted ex- 
empting certain minor sources from permit 
or variance procedures, state EPA 2156 

Environmental education strategies to be 
developed for state, Academy of Science 
schedules regional meetings 2190 


OIL AND GAS 


See also EFFLUENT LIMITATION 
GUIDELINES, subhead: Petroleum refin- 


ing 

California storage tank regulations, Southern 
California Air Pollution Control District’s 
failure to enforce rules against oil com- 
panies, Air Resources Board assumes en- 
forcement authority 2183 

Gasoline, see MOTOR VEHICLES 

Los Angeles Harbor proposed petroleum 
storage terminal, construction approval 
denied for failure to meet new source 
review requirements, modifications 
suggested, EPA Region IX 1790 

Natural gas drilling in Lake Erie, N.Y. 
General Assembly subcommittees schedule 
joint hearings on environmental dangers 
and economic benefits 2034 

New York power plants’ burning of fuel oil, 
use of high-sulfur oil approved and denied in 
two counties, Environmental Conservation 
Dept. 1952 

Offshore development, see CONTINENTAL 
SHELF 


Oil spills 

—Chesapeake Bay spill, barge owner fined by 
Coast Guard, cleanup costs to be billed to 
company 2179 

—Connecticut dischargers required to reim- 
burse state for cleanup costs, legislation 
signed by governor 2189 

—Discharges of oil and hazardous substances, 
control regulations adopted by CEQ, EPA, 
and Coast Guard 2031 

—Reporting requirements of Federal Water 
Act, corporation can be ‘‘person in charge”’ 
within meaning of Act, conviction of firm 
for failure to report spill upheld (CA 8) 1943 

Synthetic fuels, proposed federal program to 
initiate commercial production, draft en- 
vironmental statement projects widespread 
impacts, ERDA-Interior Dept. report 1738 

Trans-Alaska oil pipeline, environmental 
problems resulting from construction 
detailed, GAO report 1883 

Vessels carrying oil in foreign trade, Coast 
Guard to publish proposed regulations 
governing design, equipment, and 
operations, Siler, Senate hearings 1915 


OKLAHOMA 


Water pollution control program, hearing 
scheduled on fiscal 1977 plan and revisions 
to municipal project priority list for sewage 
treatment works, Pollution Control Dept. 
2034 


OREGON 


Air quality implementation plan, preconstruc- 
tion review of new or modified indirect 
sources, EPA revision approved 1828 

Indirect source facilities, hearings on propos- 
ed revisions to state regulations scheduled, 
Environmental Quality Commission 2183 

Open burning regulations, hearing on propos- 
ed amendments scheduled, Environmental 
Quality Commission 2124 

Stationary sources of air pollution, state 
delegated authority for enforcing perfor- 
mance standards for new sources and 
national emission standards for hazardous 
pollutants, EPA 1828 
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ORGANIC CHEMICALS INDUSTRY 
See EFFLUENT LIMITATION GUIDELINES 


OUTER CONTINENTAL SHELF 
See CONTINENTAL SHELF 


OXIDANTS 


See AIR POLLUTION (In General), subhead: 
Photochemical oxidants 


P 


PAPER 


See also EFFLUENT LIMITATION 
GUIDELINES, subhead: Pulp, paper, and 
paperboard industry 

International Paper Co., $275 million spent or 
appropriated for environmental control 
projects, annual report 2078 

Recycling of waste paper, 14 percent increase 
in last quarter of 1975 reported, American 
Paper Institute 1774 

Solid waste, House Commerce Subcom- 
mittee’s omnibus bill, American Paper 
Institute criticizes source reduction and en- 
Se provisions, comments submitted 


PARTICULATE MATTER 


Arkansas air quality plan, EPA proposes revi- 
sion to amend particulate matter control 
strategy and regulations, text 2120, 2131 

Coal-fed power plants, small pollutant- 
bearing particles of fly ash escaping into 
atmosphere, Pueschel 2112 

Sampling devices being developed by EPA 
researchers to assist work on health-related 
particulates, dichotomous sampler describ- 
ed, Stevens 1880 

State air quality plans, serious particulate and 
oxidant levels seen requiring changes in 
many plans, Rhoads 1957 


PENNSYLVANIA 


Air quality implementation plan, regulations 
on fuel usage and emergency variances, 
proposed amendment withdrawn, EPA 
2083 

Air quality regulations, hearings on proposed 
revisions scheduled, Environmental Quali- 
ty Board 2183 

Bethlehem Steel Corp. violations of air pollu- 
tion laws, Environmental Resources Dept. 
suit seeks civil penalties 1884 

Dredging activities in Upper Allegheny River, 
regulations adopted to phase out dredging 
within five years, Environmental 
Resources Dept. 2037 

Latrobe Steel Co. issued air pollution abate- 
ment order, reduction in particulate 
emissions required, Environmental 
Resources Dept. 2119 

Marjol Battery and Equipment Co. issued air 
pollution abatement order requiring reduc- 
tion in particulate emissions, Environmen- 
tal Resources Dept. 1736 

Municipality’s raw sewage discharges, En- 
vironmental Resources Dept. acted 
reasonably in requiring construction of 
treatment facilities despite lack of ade- 
quate funds (Pa SupCt) 1900 

Ocean dumping, EPA restrictions imposed 
against Philadelphia, reassessment urged, 
Guarino, House hearings 1742 

Resource recovery demonstration di ag 
regulations governing loans and grants 
adopted, Environmental Resources Dept. 
1742 


Rushton Mining Company’s wastewater dis- 
charges into state waters, Environmental 
Hearing Board assesses $11,000 fine 2004 

Solid waste disposal landfill issued pollution 
abatement order, Environmental 
Resources Dept. 1768 

Sulfur oxide emissions, bill to relax 
regulations opposed by Environmental 
Resources Dept., serious public health 
hazards and violation of federal statutes 
projected, Goddard, state House committee 
hearing 1837 


PESTICIDES 


Blackbird roosts, Fish and Wildlife Service 
recommends use of chemical PA-14 as con- 
trol method, draft impact statement 2188 

Chemical control of pests, development of 
alternatives recommended, agencies 
charged with developing control tech- 
nologies urged to expand present ef- 
forts, National Research Council report 
1735 


Chemical toxicants used in predator control, 
lower court decision exempting EPA from 
preparing impact statement prior to 
cancelling registrations, Supreme Court 
review sought 1873 

Chloroform in pesticides and drinking water, 
EPA announces program to reduce en- 
vironmental exposure, Train 2025 

Environmental Protection Agency, three 
pesticides attorneys resign, agency charged 
with failure to take effective action to 
regulate toxic chemicals, testimonies, 
House hearings 1762; conduct of pesticide 
programs criticized, inadequate response 
to charges in GAO report cited, Moorhead 
(D-Pa), House hearings 1904 

Heptachlor and chlordane, EPA order allow- 
ing use on corn pests in 1976 growing 
season, Environmental Defense Fund seeks 
stay of order pending appeals court review 
1727; EPA principles used in suspension 
hearings criticized, series of ‘‘unsound’’ 
definitions cited, Fogleman 1954 

Kepone 

—Notice of rebuttable presumption for 
products contained Kepone issued, fact fin- 
ding process could lead to cancellation of 
registration, EPA 2004 

—Poisoning incident at Va. chemical plant, 
weaknesses in environmental and oc- 
cupational health laws blamed, Samuels, 
House hearings 1769; firms charged with 
violation of state water pollution laws, 
Water Control Board suit seeks $3.5 million 
in penalties 1991 

M-44 predator control devices, EPA proposes 
to modify antidote protection requirements 
for applicators 2007 

Mercury-containing pesticides, most uses 
banned by EPA Administrator Train, ad- 
ministrative law judge’s decision partially 
reversed, manufacturers comment 1826; 
firms file petition for review, Train stays 
ban to allow time for judicial review 1903; 
motion to reconsider cancellation decision 
granted, Train 2027 

Minnesota registration of pesticides to meet 
special local needs, state request for in- 
terim certification approved, EPA 1741 

Mississippi registration of pesticides to meet 
special local needs, state request for in- 
terim certification approved, EPA 1741 

North Carolina registration of pesticides to 
meet special local needs, state request for 
interim certification approved, EPA 1741 

Re-registration of pesticides under Federal 
Insecticide, Fungicide, and Rodenticide 
Act, supporting data requested by EPA, 
“call-in” schedule established 1798; EPA 
identifies 100 pesticides requiring thorough 
evaluation prior to re-registration, list 
1872; enforcement policies to be followed 
by EPA during program outlined 2158 


Registration test data, EPA taking steps to 
broaden scrutiny, tougher regulations 
planned to require strict accountability for 
testing results, Train 2119 

State certification of farmers and commer- 
cial pesticide applicators, one-year exten- 
sion of deadline has not delayed progress in 
state programs, states in final stages of 
plan development listed, EPA 1743 

United States Agency for International 
Development pest management, impact 
statement to be prepared and NEPA 
regulations to be published, stipulation with 
Environmental Defense Fund approved 
(DC DC) 1727 


PHOTOCHEMICAL OXIDANTS 
See AIR POLLUTION (In General) 


POLYCHLORINATED BIPHENYLS 
See CHEMICALS AND CHEMICAL IN- 
DUSTRY 


POWER PLANTS 


See ATOMIC ENERGY; ELECTRIC 
POWER 


PRESIDENT OF THE UNITED STATES 


Endangered flora and fauna, President orders 
establishment of two federal authorities to 
oversee conservation efforts, executive 
order 2186 

Energy Policy and Conservation Act, certain 
responsibilities delegated to agencies, Ex- 
ecutive Order 11912... 2184 


PROCUREMENT 


EPA 

—Air and water pollutant emissions assess- 
ment from conventional combustion sys- 
tems, contractor sought 1836 

—Air pollutants, analytical and technical 
studies to gather health data on environ- 
mental impact, contractor sought 1774 

—Air pollution control training . materials, 
design, development, and preparation, 
awarded 1837 

—Aircraft measurements study in support 
of Midwest interstate sulfur transforma- 
tion and transport project, 
sought 1740 

—Ambient air standards, improved methods 
for identifying and evaluating localized 
violations, awarded 1916 

—Areawide waste treatment management 
planning, interim guidance to assist 
grantees in procurement sent to regions, 
text 2179, 2200 

—Breast cancer detection demonstration 
project, awarded 1889 

—Cancer control and rehabilitation, design 
task for surveys of patient attitudes and 
knowledge, awarded 1889 

—Carbon-14, control technology assessment, 
awarded 1889 

—Carbon monoxide and _ photochemical 
oxidants, air quality maintenance analysis, 
awarded 2123 

—Chemically active fluid bed demonstration, 
engineering support, awarded 1916 

—Drinking water, contractor sought to 
analyze 30 concentrates isolated from sup- 
plies of five cities 1774 

—Drinking water, sensitivity analysis to 
evaluate economic impact of interim 
primary regulations, awarded 1916 

—Engineering and technical services, non- 
personal, quick-reaction services encom- 
passing all engineering disciplines, con- 
tractor sought 1836 


contractor 
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—Fine particulates, testing and evaluation 
of novel devices or systems for high 
efficiency collection, contractor sought 


1774 
—Formaldehyde, analysis as preliminary and 
intensive environmental contaminant, 


awarded 1837 

—Fuel and equipment shortages, numerical 
analyses and impacts, contractor sought 
1774 


—Gasoline derived from coal and shale oil, 
emissions identification, awarded 2123 

—General analytical services involving en- 
vironmental, biological, and fuel samples, 
contractor sought 1774 

—Granular bed filter technology, detailed 
analysis to evaluate high temperature/ 
pressure applications, contractor sought 
1740 


—Great Lakes area organisms exposed to 
higher than average loading, contamina- 
tion assessment, contractor sought 1802 


—Hazardous and trace substance emission 
factors, development of expanded data 
base, contractor sought 1889 


—Hazardous substances regulations, evalua- 
tion of prevention and exposure expendi- 
ture by regulated industries, awarded 1916 

—Health effects research laboratory symposia 
program, planning and administrative 
management, contractor sought 1916 


—Industrial air pollution sources, preparation 
of technical and costs data for control 
equipment, contractor sought 1774 

—Industrial combustion equipment, field test- 
ing application of improved combustion 
technology, awarded 1775 


—Inorganic chemicals industry, study of 
alternatives to incineration and land dis- 
posal of hazardous wastes, contractor 
sought 1774 

—Ionizing radiation within U.S., statistical 
data on annual occupational exposure, 
awarded 1916 

—Lead and arsenic analysis on high volume 
filters, reference and audit materials for 
hivol and membrane analysis to prepare 
reference materials, contractor sought 
1916 

—Lead and tritium exposure, evaluation of 
possible behavioral and neurophysiological 
effects, contractor sought 1802 


—Light duty trucks, emissions 
awarded 1803 

—Low Btu gasification technology and petro- 
leum refining, environmental assessments, 
two contracts awarded 2123 


—Metals smelting and refining industries, 
study of alternatives to land disposal 
of hazardous wastes, contractor sought 
1774 

—Mission contracts, guidance for develop- 
ing capability sent to EPA regions, 
Mathis memorandum 1881 

—Motor vehicle emission standards, assess- 
ment of preliminary certification resources 
for determining compliance, contractor 
sought 1836 

—Motor vehicles, study of emissions from 
light-duty vehicles for fiscal 1975, award- 
ed 1889 

—Motorcycles, development of environmental 
impact statement reports, awarded 1889 

—New Mexico air quality maintenance pro- 
gram, review, collection, and updating 
of emission inventory, awarded 2123 


—New York Bight sludge dumping, reports 
on baseline survey cruise on alternate 
site, awarded 1837 

—New York City transportation control 
strategies, implementation of informa- 
tion/education program, contractor 
sought 1774 


study, 


—Oklahoma air quality maintenance plan, 
review, collection, and updating of emis- 
sion inventory, awarded 1740 

—Oxidant Transport Field Study, analysis of 
photochemical oxidant precursor and 
meteorological data, awarded 1916 

—Oxidant transport study beyond urban areas 
and fate of atmospheric nitrogen oxide, 
contractor sought 1889 

—Pesticide abstract bulletin, support serv- 
ices, contractor sought 1836 

—Pesticide measurements, biennial updating 
of analytical manuals, contractor sought 
1774 

—Phytoplankton samples, contract and sup- 
port of national eutrophication survey for 
identification and enumeration, awarded 
1916 

—Pneumatic and hydraulic powered tools, 
development of economic impact analysis 
reports, awarded 1889 

—Polynuclear aromatics, comparison of 
pulmonary carcinogenesis of platinum 
group metal compounds with lead metal 
compounds, awarded 1916 

—Public investment decisionmaking, natural 
sciences, recreation and open space plan- 
ning, air resource management, statistical 
analysis of data, and cost effectiveness 
analysis, awarded 1916 


—Quality assurance materials, laboratory 
analysis, contractors sought 1889 

—Quick response collection and analysis of 
general air and water pollutants, pesticide 
residues, polyhalogenated biphenyls and 
higher homologues, contractor sought 1740 

—Radioactive pollutants resulting from ex- 
panded energy programs, study of quality 
assurance aspects, awarded 1775 

—Regional planning agencies under Sec. 208 
of Federal Water Act, technical assistance, 
awarded 1837 

—Respiratory disease, study of how short- 
term, intermittent exposure to selected 
air pollutants affects incidence and severi- 
ty, contractor sought 1836 


—Sewage treatment construction grants 
program, procurement of architectural and 
engineering services, appendices detailing 
required contract clauses added to sub- 
agreement regulations 1903 


—Single source model, test and evaluation im- 
provements, awarded 1916 

—Sulfate and sulfur dioxide measurement in 
automotive exhaust, awarded 1740 


—Sulfur dioxide emissions study in vicinity of 
power stations metropolitan area, awarded 
1775 

—Sulfur dioxide measurement, document 
preparation on use fo flame photometric 
method, contractor sought 1740 


—Sulfur dioxide monitoring, development of 
continuous real time monitor for mobile 
sources, contractor sought 1740 

—Sulfur emissions, continuous monitoring of 
total reduced emissions, contractor sought 
to develop and test technique 1740 


—Technology Transfer Program, preparation 
and editing of technical and semi-technical 
publications, contractor sought 1836 


—Texas air quality maintenance program 
development, review and evaluation of con- 
trol strategies, awarded 1916 

—Thorium/Uranium-233 Nuclear Fuel Cycle, 
assessment of environmental impact and 
analysis of control technologies for radioac- 
tive materials, awarded 1916 

—Toxic substances, assessment of ecological 
impact of selected substances, awarded 
1837 

—Truck components, draft environmental im- 
pact studies, awarded 1889 

—Vehicular particulate emissions, develop- 
ment of advanced beta gauge for collection 
and mass determination, contractor sought 
1889 


—Waste reduction procedures and policies, 
analysis of environmental and economic 
impacts, contractor sought 1802 

—Wastewater treatment facilities, fiscal 1976 
survey of needs, awarded 1837 
ERDA 

—Coal conversion to synthetic gasoline and 
other distillate fuels, research contracts, 
negotiations 1916 

—Coal gasification technology, application to 
produce fuel substitute for natural gas or 
oil, contractors sought 1802 

—In situ gasification experiments, analytical 
chemical support, awarded 2123 

Fish and Wildlife Service 

—Lake Champlain, contractor sought to con- 
duct ecological field studies on selected 
areas 1775 

Interior Dept. 

—Marine environmental studies for South 
Atlantic/Georgia Embayment and Blake 
Plateau Outer Continental Shelf, contractor 
sought to prepare planning document 1775 

—Procurement by negotiation requirements 
of Clean Air Act and Federal Water Act, ad- 
ministrative amendments in general 
regulations adopted to conform with rules 
1773 


National Oceanic and Atmospheric Admn. 

—Inorganic elements of atmospheric and 
oceanic particles, manufacture of analyzing 
instruments, awarded 1889 

National Science Foundation 

—Urban technology, contractors sought to 
perform decision-related research in solid 
waste management, urban water 
resources, fire protection, urban recrea- 
tion, and financial management 1775 


PUBLIC WORKS 


See LEGISLATION, FEDERAL, HR 5247, 
HR 12972, S 3201 


PUBLICATIONS AND REPORTS 


Acid rainfall, utility industry urged to launch 
major research program, Edison Electric 
Institute draft paper, Baruch 1800 

Acid scrubbers, environmental evaluation 
report available from NTIS 1804 

Animal feedlots, EPA proposed discharge 
permit regulations, number of operations 
potentially covered by rules exceed earlier 
estimates, Agriculture Dept. report 1726 

Beverage containers 

—Federal facilities, EPA proposed 
guidelines, Defense Dept. estimates com- 
pliance costs at $30 million in first year, 
other costs and profit losses projected, im- 
plementation paper 1771 

—Legislation, position paper available, 
American Iron and Steel Institute 1912 

California 

—Coastal plan, Planning and Conservation 
League report finds plan will protect en- 
vironment without sacrificing economic 
considerations, Rooney 2001 

—New source review, proposed rules, 
decrease in development and reduction in 
regulatory flexibility of local air pollution 
control districts predicted, Stanford 
Research Institute report 1796 

Clean Air Act primary ambient air standards, 
substantial adverse health effects projected 
from failure to attain standards, premature 
deaths and respiratory disorders estimated, 
Federal Power Commission task force 
report 1729 

Connecticut sulfur standards, Environmental 
Protection Dept. opposes relaxation, 
restrictions urged on burning of high-sulfur 
fuel by industry, report 2034 
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Corps of Engineers dam and canal projects, 


President’s budget request criticized, en- 


vironmental and economic damage from 
certain controversial projects seen, En- 
vironmental Policy Center report 1959 

Council on Environmental Quality annual 
report, improvements in air and water 
quality cited, greater control urged over 
carcinogenic substances, summary 1875 

Discharge permit program, EPA faced with 
major administrative and program 
problems, encouraging state administra- 
tion of program recommended, problem 
areas summarized, GAO report 1823 

Drinking water, National Academy of 
Sciences study of contaminants will be con- 
fined to review of existing literature, max- 
imum contaminant levels will be 
recommended, EDF critical of proposed 
study plan, EPA response, Kimm 2021 

Electric power industry, draft report on 
energy consumption of environmental con- 
trols, adverse comments by EPA prompts 
eS Dept. to seek extension of study 

176 

Employment losses and gains attributable to 
pollution control programs, available infor- 
mation compiled, CEQ summary 1963 

Energy facility siting in coastal areas, 
adverse impacts of rapid expansion pro- 
jected, report for Senate National Ocean 
Policy Study released, Hollings (D-SC) 1731 

Environmental Protection Agency 

—Energy-related authority, semiannual 
report on impacts and implementation 
issued 1837 

—Research program, high priority during 
next five years to be given to health and 
ecological effects research and monitoring 
and to technical support programs, Office 
of Research and Development draft report 
1724; EPA seen lacking credibility and 
leadership to determine research goals and 
priorities and to produce timely 
assessments of national environmental 
issues, Office of Technology Assessment 
1831 

Environmental quality control expenditures, 
$7 billion spent by federal, state, and local 
governments in fiscal 1974, Census Bureau 
report 2183 

Food prospects diminishing due to en- 
vironmental trends Worldwatch Institute 
book, Eckholm 2188 

Great Lakes system, water quality improve- 
ment efforts seen taking more than decade, 
Joint International Commission annual 
report 1958 

Industrial plant closings and curtailments due 
to environmental control requirements 
summarized, EPA report to Labor Dept. 
2156 


Inland Steel Co., $34.9 million spent on new 
pollution control facilities in 1975, annual 
report 2078 

International Paper Co., $275 million spent or 
appropriated for environmental control 
projects, annual report 2078 


Iowa sulfur dioxide emissions, relaxation of 
regulations will not prohibit achievement of 
ambient air standards, Environmental 
Quality Dept. study 1913 , 

Iron and steel industry energy consumption, 
10 percent used to comply with pollution 
control laws, effects of revised standards 
estimated, Commerce Dept. report 2006 

Johnson Wax Co. aerosol sprays, booklet 
published detailing firm’s switch to sprays 
propelled by compounds other than 
fluorocarbons 1839 : 

Kaiparowitz proposed power plant in Utah, 
pollutants will adversely affect national 
parks and recreation areas nearby, report 
analyzes impacts on air quality, fish and 
wildlife, scenic quality, tourism, and 
recreation use, National Park Service 2076 


Lead contamination, ecosystem analysis, 
report available from NTIS 2037 

Motor vehicle emissions 

—Carbon monoxide, decrease in adverse 
health effects possible if 9 grams per mile 
standard would be adopted, interagency 
task force report 2191 

—Control systems, fuel economy goals in 
Energy Policy and Conservation Act may 
delay development, slowdown in developing 
technology found, EPA report 2122 

—Costs and benefits of control strategies ex- 
amined, retention of current standards 
could cause $10 billion annual loss, National 
Science Foundation report, Singer 2140 

—Hydrocarbons and carbon monoxide, state 
inspection and maintenance programs seen 
as best single control strategy, EPA ac- 
tivities in controlling mobile source 
emissions analyzed, Stork paper 2124 

—Standards, fuel economy impact of stricter 
rules estimated, effects on consumer costs 
and air quality assessed, EPA-FEA staff 
paper, text 1824, 1859; FEA Administrator 
Hill clarifies potential impacts, letter to 
Dingell (D-Mich) 1966 

Municipal wastewater disposal, report evalu- 
ating land treatment methods available, 
NTIS 1743 


National Bureau of Standards annual re- 
port, environmental quality activities 
during fiscal 1975 reviewed, development 
of measurement and monitoring methods 
reported 1741 


National Commission on Water Quality, re- 
port on Federal Water Act, National Re- 
search Council review urges recommenda- 
tions that go beyond ‘“‘mid-course correc- 
tions,’’ text 1722, 1747; commission moves 
into final report phase, input of 15 
commissioners anticipated, recommenda- 
tions to Congress drafted, officials make 
no firm decision on means of seeking ad- 
ditional funds 1734; Executive Director 
Clarke outlines procedures for complet- 
ing final report and contingency plans 
for additional funds, memo to commission 
members 1745; recent speeches by com- 
mission members Gee and Moore provide 
indication of probable recommendations to 
Congress, summary 1754; National Re- 
search Council review of staff draft 
finds no direct relationship between 
pollutant levels in raw water supplies 
and adverse health effects, other inade- 
quacies cited, summary 1764; draft recom- 
mendations by key commission officials 
propose extending 1983 compliance dead- 
line up to 10 years, summary of recom- 
comendations, text 1785, 1812; EPA com- 
ments indicate report © underestimates 
benefits of requiring use of best available 
contro] technology by 1983 and over- 
estimates costs, other agencies comment 
1792; draft recommendations revised to 
specify proposed requirements for waiver, 
deferral, or modification of Act’s 1977 
deadlines, other revisions 1820; final rec- 
ommendations include sweeping changes 
in Act, Muskie (D-Me) opposes recom- 
mendations, other Comm. members com- 
ment, text of recommendations 1865, 1890; 
House action on recommendations doubt- 
ful in current session, Sullivan 1870; 
Muskie (D-Me) and Baker (R-Tenn) 
express strong reservations over recom- 
mendations, statements attached to final 
report 1947; commission members Randolph 
(D-WVa) and Buckley (Cons-R-NY) 
dissent from recommendations, other 
members generally support proposals, 
comments 1988; EPA Deputy Administra- 
tor Quarles criticizes recommendations, 
postponement of 1983 objectives seen 
undermining pollution control efforts, 
NCWQ officials Moore and Smith criticize 
proposals in part, comments 2065 
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National Science Foundation annual report 
for fiscal 1975 issued, environmental re- 
search to emphasize resource management 
and evaluation of natural and manmade 
risks, summary 2130 


Nitrogen oxides, control technology and 
costs summarized, report available from 
NTIS 1964 

Nitrosamines, EPA study finds no real dan- 
ger of atmospheric formation, results re- 
ported, Hanst 2129 

Nondegradation of air quality 

—Electric utility industry analysis of Congres- 
sional proposals, pessimistic assumptions 
criticized for overestimating impact of 
proposals, Train 1736 

—Surface mining operations could be pre- 
cluded under provisions in proposed 
amendments (HR 10498, S 3219), 
FEA study 2145 


NTIS reports available, list 1743, 1804, 1887, 
1913, 1964, 2009, 2037, 2189 

Nuclear energy for electricity generation 
seen environmentally safer than coal- 
generated power, preliminary report pre- 
pared for Md. Governor Mandel, hearings 
scheduled 1738 


Outer Continental Shelf oil and gas devel- 
opment, changes in laws and procedures 
recommended to reduce risks of environ- 
mental damage and settle state-federal 
disputes, Office of Technology Assessment 
interim report prepared for Senate 2002 


Ozone depletion, compounds other than 
fluorocarbons not seen as immediate 
threat to stratosphere, interagency task 
force report 2026 


Particulate and sulfur oxide emission re- 
ductions achieved through industrial com- 
pliance with pollution control laws, EPA 
report 2155, 2190 


Pest control, development of alternatives 
to chemicals recommended, agencies 
charged with developing technologies 
urged to expand present efforts, National 
Research Council report 1735 

Powder River Basin, groundwater study of 
Madison Limestone aquifer to be conduct- 
ed by Geological Survey, background 
reports available 1772 


Reclamation Bureau water resource projects, 
process for adjusting or indexing author- 
ized costs ceilings examined, abuses de- 
tailed, House Government Operations 
Committee report 2128 

Rio Grande region water supply, further de- 
velopment of groundwater could greatly 
increase available supply, Geological 
Survey report 2161 


Sacramento, Calif., Regional Wastewater 
Management Program, evaluation study 
finds nearly $300 million being spent 
to treat ‘‘extremely clean’’ water, major 
issues identified, National Science Founda- 
tion 1867 

Saline Water Conversion Program, priori- 
ties outlined, Interior Dept. report 1773 


Solid waste management, updated guide to 
assist managers in municipal government 
published, EPA 1917 

State air quality implementation plans, EPA 
progress report, control regions likely to 
attain federal standards estimated, plan 
actions summarized 1839 


Stationary sources of air pollution, new or 
expanded sources could be constructed 
only if emissions would not interfere 
with progress toward attaining national 
ambient air standards, draft EPA guid- 
ance paper 1726 

Steel industry, $6.9 billion in pollution con- 
trol expenditures projected through 1983, 
draft EPA study 1948 

Sulfur oxide control technology, report avail- 
able from NTIS 1887 
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Sulfur oxides and sulfate control, published 
reports that EPA based strategy on ‘‘dis- 
torted’’ report of health effects research 
denied, EPA officials comment 1900; Na- 
tional Coal Assn. urges Congress to in- 
vestigate allegations that EPA tilted data 
to support arguments againt intermittent 
controls, Bagge 2000; EPA reevaluating 
criticized data and further examining con- 
nections between sulfates and health ef- 
fects, Talley memo 2018; dispute over EPA 
research to be investigated by Congress, 
House and Senate committees schedule 
hearings 2019; EPA continues campaign 
to counter criticism, Strelow labels al- 
legations ‘‘untrue,’’ other officials com- 
ment 2070; present and former agency of- 
ficials deny charges, EPA strategy seen 
based on sound data, Train, other testi- 
monies, House hearings 2125; EPA task 
force established to investigate charges 
finds no evidence to support allegations 
2155 

Sulfuric acid emissions from motor vehicles, 
1979 standard cannot be set due to time 
factor, EPA status report on control tech- 
nology 1946 

Susquehanna River Basin Commission, 1975 
annual report finds water quality in basin 
“generally good’’ despite pollution from 
acid mine drainage 1838 

Synthetic fuels, proposed federal program to 
initiate commercial production, draft en- 
vironmental statement projects wide- 
spread impact, ERDA-Interior Dept. re- 
port 1738 

Texas air quality plan, public availability of 
emission data, disapproval of regulations 
revoked, EPA 1828 

Trans-Alaska oil pipeline, environmental 
problems resulting from construction de- 
tailed, GAO report 1883 

Upper Missouri Basin, increased industrial 
need for water could ‘‘over-allocate’’ sup- 
plies and alter agricultural economy of 
region, Environmental Policy Center re- 
port 1961 

Uranium mill sites in western states, con- 
tamination from inactive mills found in 
surrounding areas, EPA report 1775 

Vinyl chloride in aquatic ecosystems, ac- 
cumulation of substance unlikely, re- 
search to support EPA’s actions sum- 
marized, report 2148 

Virginia Advisory Legislative Council report 
to governor and general assembly on en- 
vironmental management, consolidation 
under one cabinet secretary recommended 
for environmental protection, resource 
conservation, and agricultural and com- 
merce development programs, summary 
1960 

Water pollution control authority, lack of 
commitment toward decentralization 
noted, recommendations issued, EPA task 
force report 1824 

Water pollution control market facts, revised 
booklet published, Water Pollution Con- 
trol Federation 1839 

Water quality, EPA annual strategy paper, 
fiscal 1977 program priorities outlined, 
draft paper 1945 

Water supplies in northeastern U.S., in- 
crease recommended through use of sys- 
tem improvements, surface water, ground 
water, wastewater, and salt water, Corps 
of Engineers interim study 1956 


R 


RADIATION 


See also ATOMIC ENERGY 

Drinking water limits, regulatory dispute 
between EPA and ERDA before Office of 
Management and Budget 2174 


Nuclear power operations, EPA proposed 
standards for radiation protection criti- 
cized as unacceptable and costly overlay of 
Nuclear Regulatory Comm. programs, 
Mattson, other testimonies, EPA hearing 
1907 

Radioactive waste disposal sites, radiation 
found at Ky. site resulted from surface 
water runoff rather than lateral migra- 
tion, Neel, House hearings 2027 

Radioactive wastes, Geological Survey sup- 
ports underground disposal based on sound 
site selection, expanded program an- 
nounced to study leakage problems and es- 
tablish hydrogeologic criteria for safe 
burial sites 2127 

Uranium mill sites in western states, con- 
tamination from inactive mills found in sur- 
rounding areas, EPA report 1775 


RAILROADS 


See also LEGISLATION, FEDERAL, S 2718 

Freight rates, ICC proposed approval of seven 
percent increase, Institute of Scrap Iron 
and Steel opposes increase of ferrous scrap 
rates, Cutler 1803; increase temporarily 
postponed at request of railroads 1955; ISIS 
files statements requesting ICC to adopt 
consistent policy on scrap holddowns in ex 
parte proceedings 2160 


RECREATION 


Interior Dept. outdoor recreation programs, 
Congress appropriates $308 million for 
fiscal 1976 financing, funding breakdown 
1740 : 


RECYCLING 
See SOLID WASTE 


REGIONAL ACTIVITY 


See ENVIRONMENTAL PROTECTION 
AGENCY 


REGULATIONS 


See status chart on p. 91:0061 in Federal 
Regulations binder; specific subject 
headings 


REPORTS 
See PUBLICATIONS AND REPORTS 


RESEARCH AND DEVELOPMENT 


See also PROCUREMENT; specific subject 
headings 

Acid rainfall, utility industry urged to launch 
major research program, Edison Electric 
Institute draft paper, Baruch 1800 

Catalytic converters, General Motors 
Corp.-EPA test on dispersion of sulfates, 
tentative results show first estimates of 
potential buildup at ground levels too high, 
Estes 1885 

Environmental pollutants study, National 
Research Council committee seeks public 
comments on best study methods, issues to 
be considered outlined 1963 

Environmental Protection Agency research 
program to give high priority during next 
five years to health and ecological effects 
research and monitoring and technical sup- 
port programs, draft report 1724; EPA 
seen lacking credibility and leadership to 
determine research goals and priorities and 
to produce timely assessments of national 
environmental issues, Office of Technology 
Assessment 1831 


Fiberglass as catalyst support in pollution 
control systems, Univ. of Pittsburgh award- 
ed $12,000 grant for research support by 
PPG Industries, Inc. 1739 

National Science Foundation annual report 
for fiscal 1975 issued, environmental 
research to emphasize resource manage- 
ment and evaluation of natural and man- 
made risks, summary 2130 

NTIS reports available, list 1743, 1804, 1887, 
1913, 1964, 2009, 2037, 2189 

Particulates, EPA researchers developing 
sampling devices to assist work on 
health-related substances, dichotomous 
sampler described, Stevens 1880 

Pittsburgh, Pa., severe air pollution episode, 
EPA scientists link 14 deaths to incident 
2179 

Scientific data as basis for regulatory action 
stressed at Statistics and Environment 
Symposium, Daddario, other speakers 1885 

Sulfur dioxide removal from flue gas, Battelle 
Columbus Laboratories proposes plan to 
continue stack-gas study 1879 

Sulfur oxides and sulfate control, published 
reports that EPA based strategy on 
‘“‘distorted’’ report of health effects 
research denied, EPA officials comment 
1900; National Coal Assn. urges Congress 
to investigate allegations that EPA tilted 
data to support arguments against intermit- 
tent controls, Bagge 2000; EPA 
reevaluating criticized data and further ex- 
amining connections between sulfates and 
health effects, Talley memo 2018; dispute 
over EPA research to be investigated by 
Congress, House and Senate committees 
schedule hearings 2019; EPA continues 
campaign to counter criticism, Strelow 
labels allegations ‘‘untrue,’’ other officials 
comment 2070; present and former agency 
officials deny charges, EPA strategy seen 
based on sound data, Train, other 
testimonies, House hearings 2125; EPA 
task force established to investigate 
charges finds no evidence to support 
allegations 2155 

Sulfur scrubbers, Tennessee Valley Authority 
preliminary research indicates markets 
available for some sulfuric acid 
byproducts, Bucy 1959 

Vinyl chloride in aquatic ecosystems, ac- 
cumulation of substance unlikely, research 
to support EPA’s actions summarized, 
report 2148 


RHODE ISLAND 


Air quality implementation plan, additional 
clarifying amendments issued, EPA 2153 


RIVER BASINS 


Powder River Basin, groundwater study of 
Madison Limestone aquifer to be conducted 
by Geological Survey, background reports 
available 1772 

Perdido-Escambia River Basin, hearing on 
water quality management plan scheduled, 
Fla. Environmental Regulation Dept. 2009 

Susquehanna River Basin Commission, 1975 
annual report finds water quality in basin 
“generally good’’ despite pollution from 
acid mine drainage 1838 

Upper Missouri Basin, increased industrial 
need for water could ‘‘over-allocate’’ 
supplies and alter agricultural economy of 
region, Environmental Policy Center 
report 1961 

White River Basin, hearing scheduled on 
proposed plan, Ark. Pollution Control and 
Ecology Dept. 2182 


RIVERS 
See LAKES AND RIVERS 
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SALINE WATER 


See also LEGISLATION, FEDERAL, HR 
11559 

Colorado salinity standards, EPA grants 
State’s request to delay issuance of stan- 
dards and control plan for Colorado River 
system 2028 

Conversion program, priorities include con- 
tinued research on membrane technology 
for desalination and interagency water 
research coordination, Interior Dept. 
report 1773 


SEWAGE TREATMENT 


See also EFFLUENT LIMITATION 
GUIDELINES; WATER QUALITY STAN- 
DARDS 

Alabama 

—Dairy farm’s discharge of untreated animal 
wastes into creek, installation of treatment 
facilities ordered, Water Improvement 
Commission 1767 

—Fiscal 1977 municipal waste treatment 
facility priority list, hearing on proposed 
amendment scheduled, Water Improve- 
ment Commission 2009 

—Water Improvement Commission adopts 
regulations for administering federal con- 
struction grants 1911 

Alternative waste management techniques 
for best practicable treatment, EPA 
amends criteria to take into account in- 
terim primary drinking water standards, 
text 1771, 1780 

American Cyanamid Co., N.J., construction 
of tertiary wastewater treatment plant 
begun 1774 

Areawide waste treatment management plan- 
ning 

—EPA review urges focus on nonpoint source 
pollution and broad state role, study team’s 
recommendations and findings outlined, 
policy statement and memo, text 2145, 2162 

—Procurement of services, supplies, and 
equipment, interim guidance to assist 
grantees sent to EPA regions, text 2179, 
2200 

Arkansas management planning, proposed 
designation of Pollution Control and 
Ecology Dept. as state agency, hearing 
scheduled 2034 

California municipal waste discharges, 
proposed water quality control policy for 
bacteriological standards, Air Resources 
Board hearing scheduled 1837 

Community development block grants, HUD 
Dept. proposes to amend eligibility rules to 
delete exclusion of sewage treatment works 
1878 

Discharge permit program, see WATER 
QUALITY STANDARDS 

Grants, see FINANCING, FEDERAL 

Great Lakes Basin, improvements on treat- 
ment facilities underway in 203 com- 
munities by end of 1975, EPA analysis 1918 

H. C. Hemingway and Co., N.Y., wastewater 
treatment facility construction, state’s 
refusal to grant extension forces closing of 
canning plant, environmental regulations 
blamed 2078 

Industrial dischargers using municipal treat- 
ment works, regulations requiring users to 
pay portion of construction costs, EPA 
guidelines adopted 1871 

Land treatment of municipal wastewater, 
evaluation report available from NTIS 1743 

Marine sanitation devices 

—Performance standards adopted, EPA 1743 

—Regulations implementing EPA standards 
amended, Coast Guard 2122 


dum 1794 
New Jersey county sewerage agency and 
engineering firm charged with failure to ex- 


ercise regional responsibility, attorney 


general and Environmental Protection 
Dept. file $1.1 million civil fraud action 
2003 


New York marine waste facilities, state 
petitions EPA for certification 2007 

Ocean dumping of sewage sludge in New York 
Bight area, draft impact statement 
recommends continuing use of present site 
while adequate land-based alternatives are 
developed, advantages of present site out- 
lined, hearings on statement held, com- 
ments 2028; EPA schedules public hearing 
on proposal to extend permits in New York 
metropolitan area 2188 

Oklahoma municipal project priority list for 
treatment works, hearing on revisions 
scheduled, Pollution Control Dept. 2034 

Ozonation method of disinfecting sewage and 
drinking water developed by Accelerators 
Inc. and R. P. Industries Inc. 2000 

Pennsylvania 

—Mining firm’s wastewater discharges into 
state waters, Environmental Hearing 
Board assesses $11,000 fine 2004 

—Municipality’s discharge of raw sewage, 
Environmental Resources Dept. acted 
reasonably in requiring construction of 
treatment facilities despite lack of ade- 
quate funds (Pa SupCt) 1900 

Sacramento, Calif.,. Regional Wastewater 
Management Program, evaluation study 
finds nearly $300 million being spent to 
treat ‘‘extremely clean” water, major 
issues identified, National Science Founda- 
tion 1867 

Secondary treatment regulations 

—Fecal coliform bacteria, deletion from 
definition of treatment, EPA to adopt 
regulations 1941 

—Waste stabilization ponds, suspended solids 
limitations to be raised to permit use by 
smaller communities, EPA revision to be 
proposed 1941; size categorization in use of 
ponds and lagoons can be justified by 
Federal Water Act, EPA memorandum, 
Zener 1992 

Sewage sludge incinerators, performance 
standards for opacity evaluated and left un- 
changed, EPA 1802 


Sludge management, sections in draft EPA 
bulletin inadequate and fail to clearly in- 
dicate policy, Science Advisory Board 
review 2151 


Storm sewers, EPA proposed regulations on 
issuance of discharge permits criticized by 
Natural Resources Defense Council, Speth, 
other comments 1799; final regulations 
defining conditions for obtaining permits 
issued, EPA 1944; final regulations publish- 
ed 2007 

Virginia 

—James River wastewater discharges, hear- 
ing scheduled to compare economic costs 
and benefits of various treatment methods, 
Water Control Board 2034 

—Wastewater discharge permit violations by 
four firms and two municipalities, EPA to 
take over enforcement unless Water Con- 
trol Board acts by April 10 deadline 2004 


Water quality management plans, agencies 
formulating Sec. 208 plans under Federal 
Water Act will be expected to use and incor- 
porate Sec. 201 facility plans, EPA 
program guidance memorandum 1791 


Wisconsin marine sanitation, EPA certifies 
that adequate facilities are available to dis- 
pose of sewage from vessels using state 
waters 1959 


Miscellaneous costs for construction of treat- 
ment works, guidance for determining 
allowable costs sent to EPA regional ad- 
ministrators, program guidance memoran- 
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SHIPS AND BOATS 


Deepwater ports, site evaluation and 
preconstruction testing at potential 
offshore port locations and related onshore 
terminals, regulations adopted, Coast 
Guard 2181 

Marina constructed as part of development 
project ruled navigable waterway subject 
to Corps of Engineers regulation (DC 
Hawaii) 1822 

Marine sanitation devices 

—Performance standards adopted, EPA 1743 

—Regulations implementing EPA standards 
amended, Coast Guard 2122 

New York marine waste facilities, state 
petitions EPA for certification 2007 

Oil-carrying vessels, Coast Guard to publish 
proposed regulations governing design, 
equipment, and operations of U.S. and 
foreign vessels, Siler, Senate hearings 1915 

Wisconsin marine sanitation, EPA certifies 
that adequate facilities are available to dis- 
pose of sewage from vessels using state 
waters 1959 


SOIL CONSERVATION SERVICE 


Appropriations, see LEGISLATION, 
FEDERAL, HRes 1032 

Southwestern U.S. water supplies may be 
limited due to low snowmelt runoff, 
Supplies seen above average in other sec- 
tions of West 2188 


SOLID WASTE 


| See also LEGISLATION, FEDERAL, HR 
380 


12 

Beverage containers 

—See also LEGISLATION, FEDERAL, HR 
11616 

—County ordinance outlawing sale of non- 
returnable containers struck down (Va 
CirCt) 1875 

—Federal facilities, EPA proposed 
guidelines, Randolph (D-WVa) contends 
Congress did not intend to give EPA 
authority to issue guidelines, letter to EPA 
administrator 1731; Defense Dept. es- 
timates compliance costs at $30 million in 
first year, other costs and profit losses pro- 
jected, implementation paper 1771; EPA 
under ‘‘court mandate’ to issue guidelines, 
final promulgation projected, Train letter 
to Randolph (D-WVa) 1878 

—Legislation, position paper available from 
American Iron and Steel Institute 1912 

—Virginia legislation banning pull tabs on 
metal containers approved by governor 
2182 


Federal facilities, final source separation 
guidelines published, EPA 2178 

House oversight hearings on EPA programs, 
Drinan (D-Mass) calls for research and 
development and demonstrations of new 
recovery technology, other testimonies, 
Government Operations Subcommittee 
2008; federal program to convert waste to 
energy recommended by ERDA, Heller, 
other testimonies 2030 

Legislation, House Commerce Subcom- 
mittee’s omnibus bill, American Paper 
Institute criticizes source reduction and en- 
forcement provisions, other groups com- 
ment 1803 

Maine waste management law, legislature 
enacts series of amendments 2186 

Management by municipal governments, up- 
dated guide to assist managers published, 
EPA 1917 

National Governors’ Conference, resolution 
on waste management adopted 1829 
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SOLID WASTE—Contd. 


New Jersey 

—Ban on dumping out-of-state wastes within 
state upheld, Philadelphia and municipal 
landfill owners seek Supreme Court review 
1822; review granted 2067 

—Landfill closing ordered due to operators’ 
failure to cover matter adequately, install 
vents to monitor methane gas, and control 
leachate, Hackensack Meadowlands 
Development Comm. 1885 


Pennsylvania waste disposal landfill issued 


pollution abatement order, Environmental 
Resources Dept. 1768 


Polychlorinated biphenyls, guidance for 
disposal of industrial wastes containing 
PCBs issued, KPA 2074 

Recycling 

—Aluminum, record 86 million pounds of 
scrap collected during 1975 from public, 
Reynolds Aluminum Recycling Co. 1839 

—Congressional symposium on resource con- 
servation and recovery held to assist House 
Commerce Subcommittee in drafting 


legislation, new solid waste law needed to - 


make federal air and water laws effective, 
Rooney (D-Pa), other speakers 2079; elec- 
tric utilities studying use of municipal solid 
wastes to generate electricity, Young, 
other speakers 2160 

—Electric utilities studying use of municipal 
solid wastes to generate electricity, Young 
2160 

—Federal agencies, HPA proposed guidelines 
requiring resource recovery facilities call 
for utilization of unproven technology, 
Institute for Local Self-Reliance com- 
ments, other environmental groups and 
federal agencies submit comments, sum- 
mary 1882 

—Fertilizers and soil conditioners, Jeffords 
(R-Vt) and Richmond (D-NY) call for crea- 
tion of government programs to recycle ur- 
ban sewage sludge and solid waste 1953 

—Home appliances, Whirlpool Corp. study to 
determine feasibility of recycling steel 
identifies copper components as prime 
deterrents 1912 

—Junked automobiles, recovery and disposal 
of waste plastics may become significant 
problem, Harwood 2184 

—National Assn. of Recycling Industries an- 
nual convention, short-term cyclical in- 
creases in recycling inadequate, responsive 
federal economic and materials policies to 
encourage recycling urged, Mighdoll 1962 


—National Center for Resource Recovery 

——Symposium, EPA views resource 
recovery as one of best alternatives to 
solid waste disposal, problems with 
demonstration projects cited, Meyers, 
other speakers 1998 


——Testing and recovery facilities described, 
shortages of natural resources, energy, 
and landfill sites seen as recycling 
stimulant, Petrone 1769 
—Paper, 14 percent increase in recycling 
reported for last quarter of 1975, American 
Paper Institute 1774 

—Pennsylvania resource recovery 
demonstration projects, regulations gover- 
ning loans and grants adopted, En- 
vironmental Resources Dept. 1742 


—Railroad freight rates 

——See also LEGISLATION, FEDERAL, S 
2718 

——Interstate Commerce Commission 
proposed approval of seven percent in- 
crease, Institute of Scrap Iron and Steel 
Opposes increase of ferrous scrap rates, 
Cutler 1803; increase temporarily post- 
poned at request of railroads 1955; ISIS 
files statement requesting ICC to adopt 
consistent policy of ordering holddown on 
scrap iron in all ex parte proceedings 
2160 


—Resource Recovery Fellows Program spon- 
sored by NCRR, four city officials begin 
training period 1774 

—Scrap supplies, increased demand could be 
satisfied by recycling municipal ferrous 
scrap, Ferrigan, AISI seminar 2078 

Solid Waste Disposal Act, EPA urges 
amendments providing for hazardous waste 
management, land and water resources 
protection, resource recovery, and manage- 
ment grants, dominant management role 
for state and local governments 
recommended, Train letter to OMB 2073 

Storage and collection of residential, com- 
mercial, and institutional, waste, final 
guidelines published, EPA 1799 


SOUTH CAROLINA 


Air quality implementation plan, EPA ap- 
proves revision to amend state’s legal 
authority to carry out provisions and make 
public compliance status of pollution 
sources 1906 


SOUTH DAKOTA 


Air quality implementation plan, EPA 
proposes revision of regulations for control 
strategies, prevention of pollution emergen- 
cy episodes, and review of new sources and 
modifications, text 2153, 2165 

Air quality standards, state delegated authori- 
ty for enforcing performance standards for 
new Stationary sources, EPA 2180 


STATES (In General) 


See also specific states 

Air pollution control programs, increased 
authority of states and localities to imple- 
ment programs provided in Senate 
amendments to Clean Air Act (S 3219), 
Public Works Committee report, summary 
2023 

Air quality implementation plans, see AIR 
QUALITY STANDARDS; specific states 

Coal leasing on federally owned land, Interior 
Dept. final draft regulations provide for 
application of state reclamation laws or 
regulations as stringent as federal rules 
1723; GAO study criticizes, Interior’s abili- 
ty to administer program, weaknesses 
cited, Hughes, other testimonies, Senate 
hearings 1801 

Coastal zone management, see LEGISLA- 
TION, FEDERAL, HR 3981 

Drinking water 

—Programs under Safe Drinking Water Act, 
EPA allocates $7.5 million for establishing 
and administering programs, allocations 
listed, text 1765, 1779 

—Underground injection control programs, 
draft of EPA proposed regulations excludes 
pits, ponds, and lagoons from coverage, 
text 2071, 2084 

Enforcement actions 1735, 1767, 1834, 1884, 
1952, 2003, 2077, 2119, 2157, 2179 

Nondegradation of air quality, most states 
taking ‘‘wait-and-see’ attitude on ad- 
ministering own significant deterioration 
programs until Congress acts on proposed 
amendments, EPA staff analysis 1728 

Pesticide applicator certification, one-year 
extension of deadline has not delayed 
progress in state programs, states in final 
stages of plan development listed, EPA 
1743 

Sewage treatment construction grants 
program, Cleveland-Wright bill (HR 9560) 
authorizing greater state responsibility, 
EPA readies regulations to be proposed if 
bill passes 1994 


Solid waste management, EPA recommends 
state and local governments be given domi- 
nant role, amendments to Solid Waste 
Disposal Act urged, Train letter to OMB 
2073 


Water pollution control, benefits of giving 
states additional authority noted, lack of 
progress toward decentralization criticiz- 
ed, EPA task force report 1824 

Water quality management programs, draft 
guidelines for state and areawide program 
development issued, EPA 2075 


STEEL INDUSTRY 


See also EFFLUENT LIMITATION 
GUIDELINES, subhead: Iron and steel in- 
dustry 

American Iron and Steel Institute recycling 
seminar, future scrap supplies seen depen- 
dent on recycling, Ferrigan 2078 

Bethlehem Steel Corp., violations of Pa. air 
pollution laws at two mills, Environmental 
Hee Dept. suit seeks civil penalties 

Energy consumption, 10 percent used to com- 
ply with pollution control laws, effects of 
revised standards estimated, Commerce 
Dept. report 2006 

Federal regulations, Council on Wage and 
Price Stability to study effect on industry, 
EPA air and water rules to be considered, 
Moskow 2182 

Granite City Steel Co., Ill., smoke and par- 
ticulate emissions from coke oven and ox- 
ygen furnaces, firm and state EPA agree on 
control program 1834 

Inland Steel Co. 

—Illinois plant fined $1.9 million for polluting 
Lake Michigan, firm agrees in settlement 
to install recycling and filtration system 
(Ill CirCt) 1728 

—Pollution control expenditures, $34.9 
million spent for new facilities in 1975, an- 
nual report 2078 

Latrobe Steel Co., Pa., air pollution abate- 
ment order issued requiring reduction in 
particulate emissions, Environmental 
Resources Dept. 2119 

Pollution control expenditures, capital costs 
of $6.9 billion through 1983 projected, draft 
EPA study 1948 

Scrap iron and steel, ICC proposed approval of 
seven percent increase in freight rates, ISIS 
opposes increase of ferrous scrap rates, 
Cutler 1803; increase temporarily post- 
poned at request of railroads 1955; ISIS 
files statements requesting ICC to adopt 
consistent policy on scrap holddowns in ex 
parte proceeding 2160 

U.S. Steel Corp. 

—EPA Deputy Administrator Quarles 
denounces firm’s environmental record, ex- 
cessive violations and compliance problems 
cited, comments criticized by industry and 
Administration officials 1759 

—Minn. plant’s violations of state air and 
water standards, Pollution Control Agency 
need not seek administrative remedies 
before bringing suit to compel compliance 
(Minn SupCt) 2023 


STRIP MINING 
See also LEGISLATION, FEDERAL, HR 


9725 

Death Valley National Monument, suit seeks 
to halt Interior Dept. open-pit and strip 
mining within boundaries 1874 

Montana mining and reclamation law 
violations, penalty collections reported, 
State Lands Dept. 2157 

Significant deterioration provisions in propos- 
ed Clean Air Act amendments could 
preclude mining operations in certain 
western control regions, FEA study 2145 
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STRIP MINING—Contd. 


Western Mining Corp., Ill., complaints alleg- 
ing violations of mining regulations, state 
attorney general wins $373,000 default 
judgment from firm’s failure to appear in 
court 2003 


SULFUR AND SULFUR OXIDES 


Connecticut standards, Environmental 
Protection Dept. opposes relaxation, 
restrictions urged on burning of high-sulfur 
fuel by industry, report 2034 

Continuous monitoring of total reduced sulfur 
emissions, EPA seeks contractor to develop 
and test technique 1740 

Control technology, report available from 
NTIS 1887 

EPA control strategy for sulfur oxides and 
sulfates, published reports that strategy 
was based on ‘‘distorted’’ report of health 
effects research denied, EPA officials com- 
ment 1900; National Coal Assn. urges 
Congress to investigate allegations that 
EPA tilted data to support arguments 
against intermittent controls, Bagge 2000; 
EPA reevaluating criticized data and 
further examining connections between sul- 
fates and health effects, Talley memo 2018; 
dispute over research to be investigated by 
Congress, House and Senate committees 
schedule hearings 2019; EPA continues 
campaign to counter criticism, Strelow 
labels allegations “‘untrue,”’ other officials 
comment 2070; present and former agency 
officials deny charges, strategy seen based 
on sound data, Train, other testimonies, 
House hearings 2125; EPA task force es- 
tablished to investigate charges finds no 
evidence to support allegations 2155 

Florida air quality plan, EPA approves revi- 
sion increasing limits for sulfur dioxide 
emissions from steam generators 2153 

Georgia sulfur dioxide emission limitations, 
EPA’s decision to grant ‘stack height 
credit’’ does not violate Clean Air Act (CA 
5) 2108 

Iowa 

—Air quality plan, EPA proposes revision, 
regulation providing sulfur dioxide emis- 
sion standards for fuel burning sources in- 
cluded 1827 

—Coal-burning plants, sulfur dioxide 
emissions limitations relaxed, Air Quality 
Commission 2187 

—Sulfur dioxide emissions, relaxation of 
regulations will not prohibit achievement of 
ambient air standards, Environmental 
Quality Dept. study 1913 

Maryland air quality plan, EPA approves 
revision increasing allowable sulfur content 
in fuel used in three air quality control 
regions 1884 


Measurement of ambient sulfur dioxide con- 
centrations, new equivalent method 
designated, EPA 1880; reference and 
equivalent methods for measuring concen- 
trations designated, EPA 1886 


New Jersey sulfur dioxide emissions limits, 
Governor Byrne to relax limits for certain 
industries in South Jersey, environmental 
groups object 1836; environmental agency 
authorizes use of higher-sulfur fuel for in- 
dustrial and generating plants in two coun- 
ties, relaxed rules to help ease economic 
pressures on industry and decrease utility 
rates for consumers, Bardin 2006; interim 
use of higher-sulfur fuel authorized for 12 
industrial facilities in Cumberland County, 
hearing scheduled on interim relaxed stan- 
dards for three counties, Bardin 2075 

New Mexico at 

—Air quality plan, EPA approves revision 
providing more stringent regulation for 
controlling sulfur oxide emissions from 
coal burning equipment 1827 


—Coal-burning sources, Environmental Im- 
provement Board lacks authority to re- 
quire reduction of sulfur dioxide emissions 
(NM CtApp) 2137 

New York power plants’ burning of fuel oil, 
use of high-sulfur oil approved and denied in 
two counties, Environmental Conservation 
Dept. 1952 

Pennsylvania sulfur oxide emissions, bill to 
relax regulations opposed by Environmen- 
tal Resources Dept., public health hazard 
and violation of federal statutes projected, 
rate state House committee hearings 

3 

Regulations aimed at controlling sulfur diox- 
ide seen inadequate for failing to consider 
pollutant’s interaction with other agents, 
Dinman 1957 

Scrubbers 

—Acid scrubbers, environmental evaluation 
report available from NTIS 1804 

—Conventional flue gas scrubbers seen in- 
effective in controlling fine particles, EPA 
seeking to develop more energy-efficient 
systems, Abbott 1763 

—Electric utility industry, progress toward 
solving technology problems noted, 
technical papers presented at EPA sym- 
posium, summary 1902; Tennessee Valley 
Authority preliminary research indicates 
markets available for some scrubber 
waste, Bucy paper 1959 

—EPA testimony before National Governor’s 
Conference, Federal Power Commission 
charges ‘‘misleading’’ testimony on 
reliability of systems, utilities’ commit- 
ment, and sludge disposal problem 1795 

—Japanese industry officials outline coun- 
try’s successes with control systems, Ando, 
other comments, FPC meeting 1953 

—Sulfuric acid byproducts, Tennessee Valley 
Authority preliminary research indicates 
markets available for some waste, Bucy 
paper, EPA symposium 1959 

Stack-gas study, Battelle Columbus 
Laboratories proposes plan to continue 
study of removing sulfur dioxide from flue 
gas 1879 

Sulfates 

—California Air Resources Board adopts am- 
bient standard including ‘‘significant harm 
level,’’ Western Oil and Gas Assn. files suit 
to block standard 1900; standard based on 
data generated by pollution control districts 
and EPA’s Community Health and En- 
vironmental Surveillance System 1997 

—Catalytic converters, General Motors 
Corp.-EPA test on dispersion of sulfates, 
tentative results shown first estimates of 
potential buildup at ground levels too high, 
Estes 1885 

—EPA failure to begin procedures to es- 
tablish ambient air standards, Sierra Club 
charges Clean Air Act violation, Brecher 
letter 1793 


SUPREME COURT OF THE UNITED STATES 


Review sought 

—Chemical toxicants used in predator con- 
trol, lower court decision exempting 
EPA from preparing impact statement 
prior to cancelling registrations 1873 

—New Jersey ban on dumping out-of-state 
wastes within state, decision upholding ban, 
Philadelphia and municipal landfill owners 
file petition 1822; review granted 2067 

—Transportation control plans, decisions up- 

- holding EPA authority to require states to 
enact and enforce controls, additional 
petitions for review filed 1728 

Review granted ‘ 

—Coa]l development in Northern Great Plain, 
applicability of NEPA, oral arguments 
scheduled 2109 
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—Effluent standards, Court to consider 


relationship between limitations and 
guidelines and determine whether federal 
district or appeals courts should have initial 
jurisdiction to review EPA regulations 2137 


—Federal facilities’ compliance with pollu- 


tion control requirements, arguments com- 
pleted in two cases, ruling expected 2109 


—Interstate land sales, court to decide 


whether approval of filings is subject to 
NEPA, oral arguments scheduled 2109 


—National Environmental Policy Act, Court 


to decide what constitutes ‘“‘major federal 
action”’ for which impact statement is re- 
quired, oral arguments scheduled in two 
cases 2143; oral arguments heard, sum- 
mary 2173 

—New Jersey ban on dumping out-of-state 
wastes within state, decision upholding ban 
2067 


Review denied 

—California city’s growth restrictions, 
appeals court decision upholding ordinance 
that limits new housing units 1822 

—Emission control strategies, lower court 
decisions upholding EPA requirement for 
continuous rather than intermittent con- 
trols 2137 

—Public housing project, appeals court deci- 
sion that HUD Dept. satisfied NEPA in 
determining that project will not 
significantly affect quality of human en- 
vironment 1991 

—Shopping center construction, Illinois 
municipalities’ suit to enjoin construction 
under Clean Air Act, appeals court decision 
affirming lower court’s dismissal of suit 
1822 


T 


TAXES 


Environmental projects, joint municipal ven- 
tures would be discouraged by proposed 
IRS regulations governing interest upon 
obligations of states and territories, Hager, 
other comments 2081 

Weyerhauser Co. boiler constructed to meet 
Wash. emission rules, state Ecology Dept. 
acted properly in denying full tax credit, 
facility held not operating for primary pur- 
pose of pollution control (Wash SupCt) 1789 


TENNESSEE 


Water Quality Control Div., enforcement ac- 
tions, summary 2119 


TENNESSEE VALLEY AUTHORITY 


Sulfur scrubber systems, preliminary 
research indicates markets available for 
some sulfuric acid byproducts, Bucy 1959 


TEXAS 


Air quality implementation plan, public 
availability of emission data, disapproval of 
regulations revoked, EPA 1828; EPA ap- 
proves revision extending date by which 
storage vessel filling operations must in- 
stall emission control equipment 1906; Air 
Control Board schedules hearing to con- 
sider proposed revisions 1915 

Wastewater discharge permits, Water Quality 
Board schedules hearing to consider three 
permit applications 2009 


TOXIC SUBSTANCES 


See CHEMICALS AND CHEMICAL IN- 
DUSTRY; EFFLUENT LIMITATION 
GUIDELINES; LEGISLATION, 
FEDERAL, HR 7664, HR 10318, HR 12336, 
S 776, S 3149 
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TRANSPORTATION CONTROL LAWS 


See AIR QUALITY STANDARDS; specific 
states 


U 


UNITED STATES AGENCY FOR _ INTER- 


NATIONAL DEVELOPMENT 


Pest management program, impact state- 
ment to be prepared and NEPA regulations 
to be published, stipulation with En- 
vironmental Defense Fund approval (DC 
DC) 1727 


UTAH 


Air quality implementation plan, construction 
or modification of indirect and stationary 
sources, 30-day public comment period 
provided, EPA revision approved 1828 


UTILITIES 


Edison Electric Institute, draft paper on acid 
rainfall problem urges utility industry to 
launch major research program, Baruch 
1800 

Electric utilities 

—Municipal solid wastes, 49 utilities studying 
use as possible fuel, Young 2160 

—Nondegradation of air quality, industry 
analysis of Congressional proposals, 
pessimistic assumptions criticized for 
overestimating impact of proposals, Train 
1736; industry study projects increase in 
electric rates from passage of proposal 
2178 

—Sulfur scrubbers, progress toward solving 
technology problems noted, technical 
papers presented at EPA symposium, sum- 
mary 1902; preliminary research by 
Tennessee Valley Authority indicates 
markets available for some scrubber 
waste, Bucy paper 1959 

San Diego Gas and Electric Co., Calif., 
proposed nuclear power plant, Bureau of 
Land Management proposes land exchange 
with utility for plant site 1960 

Virginia Electric and Power Co., proposed 
nuclear power plant on site above 
geological fault, Nuclear Regulatory 
Comm. did not err in granting license (CA 
DC) 1899 


VEGETABLES 


See EFFLUENT LIMITATION GUIDELINES, 
subhead: Fruits and vegetables 


VERMONT 


Air quality implementation plan, EPA ap- 
proves revision amending state’s in- 
cinerator regulations 2008; additional 
clarifying amendments issued, EPA 2153 

Drinking water supply program, state 
becomes first to receive EPA grant under 
Safe Drinking Water Act 1950 

Environmental Conservation Agency, 
building destroyed by fire, agency records 
and sewage treatment files lost, state may 
miss deadline for obligating construction 
grants, LaRosa 2036 


VIRGINIA 


Advisory Legislative Council recommends 
consolidating environmental protection, 
resource conservation, and agricultural and 
commerce development programs under 
one cabinet secretary, report to governor 
and general assembly 1960 

Air pollution control and abatement 
regulations, hearings scheduled on propos- 
ed revisions, Air Pollution Control Board 
1915 

Air quality standards, state delegated authori- 
ty to enforce performance standards for 
new stationary sources and national emis- 
sion standards for hazardous pollutants, 
EPA 1884 

Beverage containers 

—Legislation banning pull tabs on metal con- 
tainers approved by governor 2182 

—Loudoun County ordinance outlawing sale of 
nonreturnable containers struck down (Va 
CirCt) 1875 

Discharge permit program, Hanover County’s 
application to discharge treated 
wastewater effluent, Water Control Board 
hearing scheduled 2124 

James River wastewater discharges, 
hearings scheduled to compare economic 
costs and benefits from various treatment 
methods, Water Control Board 2034 

Kepone production, chemical firms charged 
with violation of water pollution laws, 
Water Control Board suit seeks $3.5 million 
in penalties 1991 

R. H. Bogle Chemical Co. ordered to build 
filtering system to prevent chemicals from 
washing into river, Water Control Board 
1885 

Sewage treatment construction projects, in- 
sufficient or delayed federal funding does 
not absolve municipalities from complying 
with 1977 deadline for achieving secondary 
treatment, Water Control Board’s suit to 
obtain relief from requirement denied (DC 
Va) 1789; state plans to appeal decision, 
Evans 1991 

Toxic and hazardous substances, four control 
bills approved by General Assembly, 
kepone problems seen as major impetus in 
action, summary of bills 2032 

Wastewater discharge permit violations by 
four firms and two municipalities, EPA to 
take over enforcement unless Water Con- 
trcl Board acts by April 10 deadline 2004 

Water quality management plan for portions 
of Isle of Wight County to be considered, 
Water Control Board hearing scheduled 
1837 


Ww 


WASHINGTON 


Air standards, implementation and enforce- 
ment of performance standards for new 
stationary sources and national standards 
for hazardous air pollutants, state’s request 
to delegate authority to local agencies ap- 
proved, EPA 1739 

Ecology Dept., enforcement actions and 
penalty collections during 1975 reported, 
summary 1835 

Weyerhauser Co. boiler constructed to meet 
state emission requirements, Ecology 
Dept. acted properly in denying full tax 
credit, facility held not operating for 
primary purpose of pollution control (Wash 
SupCt) 1789 


WATER 


See following heads: 

—COASTAL ZONES 

—CONTINENTAL SHELF 

—DREDGING 

—EFFLUENT LIMITATION GUIDELINES 


—LAKES AND RIVERS 

—OCEANS 

—RIVER BASINS 

—SALINE WATER 

—SEWAGE TREATMENT 

—SHIPS AND BOATS 

—WATER POLLUTION (In General) 
—WATER QUALITY STANDARDS 
—WATER RESOURCES AND SUPPLIES 


WATER POLLUTION (In General) 


See also LAKES AND RIVERS; SEWAGE 
TREATMENT; WATER QUALITY STAN- 
DARDS 

Clean lakes program, EPA to place priority 
on nonpoint source control and completion 
of in-lake restorative projects, letter to 
regional administrators 1995 

Environmental Protection Agency annual 
water quality program strategy paper, fis- 
cal 1977 program priorities outlined, draft 
paper 1945 

House Public Works and Transportation Com- 
mittee jurisdiction over pollution control, 
Jones (D-Ala) announcement that he will 
not seek re-election opens way for Wright 
(D-Tex) to assume chairmanship, Wright’s 
attitudes toward Federal Water Act out- 
lined 1757 

Idaho firm’s wastewater overflow, pollution 
complaint filed, Health and Welfare Dept. 
2119 

Land use, pollution control programs provide 
significant opportunity to shape policy, 
joint statement by EPA and Bureau of Out- 
door Recreation 2181 

Maryland service station charged with dum- 
ping petroleum product into city storm 
drain, first citation under new pollution 
control rules issued, National Resources 
Police 2004 

New Jersey 

—Construction permits on minor stream en- 
croachment projects, fees reduced, Bardin 
1958 

—Monitoring programs expanded to chart 
progress towards achieving clean water 
goals, Ricci 1909 

Oil spills, see OIL AND GAS 

Pollution control market facts, revised 
booklet published, Water Pollution Control 
Federation 1839 

Tennessee Water Quality Control Div., en- 
forcement actions, summary 2119 

Vinyl chloride in aquatic ecosystems, ac- 
cumulation unlikely, research to support 
EPA’s actions summarized, report 2148 

Virginia 7 

—Chemical firm ordered to build filtering 
system to prevent chemicals from washing 
into river, Water Control Board 1885 

—Kepone production, chemical firms charged 
with violation of pollution laws, Water Con- 
trol Board suit seeks $3.5 million in 
penalties 1991 


WATER QUALITY STANDARDS 


See also EFFLUENT LIMITATION 
GUIDELINES: SEWAGE TREATMENT; 
WATER POLLUTION (In_ General); 
WATER RESOURCES AND SUPPLIES 

Alabama management planning, hearing 
scheduled on proposed revisions to state’s 
continuing planning process, Water Im- 
provement Commission 2124 

Colorado salinity standards, EPA grants 
state’s request to delay issuance of stan- 
dards and control plan for Colorado River 
system 2028 


INDEX—SUMMARY — REPORTS 41 through 53 
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WATER QUALITY STANDARDS—Contd. 


Discharge permit program 

—Adjudicatory hearing requests, decision of 
EPA regional office to deny hearing ruled 
not reviewable except in extraordinary 
cases, Train 1828 

—Agricultural activities, EPA to propose 
regulations shortly, applicability outlined, 
Quarles 1793; proposed regulations publish- 
ed, text 1830, 1856 

—Animal feedlots, number of operations 
potentially covered by EPA proposed 
regulations exceed earlier estimates, 
Agriculture Dept. report 1726: Natural 
Resources Defense Council submits com- 
ments critical of proposed regulations, 
other comments submitted, list 1766: final 
regulations defining conditions for ob- 
taining permits issued, EPA 1944: final 
regulations published 2007 

—Enforcement management system for 
handling self-monitoring compliance 
reports established by EPA, Legro 2157 

—GAO study sees EPA faced with major ad- 
ministrative and program problems, en- 
couraging state administration of program 
recommended, problem areas identified, 
summary 1823 

—Housing developer’s petition to review per- 
mit dismissed for failure to file within 90 
days of permit’s issuance (CA 2) 2068 

—New York power plants requiring permits, 
regulations governing applications adopted, 
Public Service Commission 2127 

—Silvicultural activities, EPA proposes con- 
trol regulations, sources defined, text 1793, 
1810 

—Storm sewers, EPA proposed regulations 
on discharge permits criticized by Natural 
Resources Defense Council, Speth, other 
comments 1798; final regulations defining 
conditions for obtaining permits issued, 
EPA 1944; final regulations published 2007 


—Texas Water Quality Board schedules hear- 
ing to consider three permit applications 
2009 

—Virginia Water Control Board schedules 
hearing to consider Hanover County's per- 
mit application 2124 

Drinking water, see WATER RESOURCES 
AND SUPPLIES 

Federal Water Pollution Control Act 

—See also CONGRESS, subhead: House 
hearings; LEGISLATION, FEDERAL, HR 
9560, S 3037, S 3038 

—Cooling towers, power plants’ use ordered 
under Sec. 316(b), Goldwater (R-Calif) 
letter raises questions on EPA policy, EPA 
having difficulty in answering inquiry, 
earlier memo outlines agency position 
2113; EPA response indicates policy sup- 
ported by language of Act, Zener 2175 

—Cost effectiveness analysis guidelines, EPA 
administrator determines that revision and 
republication are not currently necessary 
2160 

—Decentralization of pollution control, 
benefits of giving states additional authori- 
ty noted, lack of commitment toward 
decentralization scored, EPA task force 
report 1824 

—Dredge and fill program, EPA subcom- 
mittee meets, Corps of Engineers and EPA 
officials discuss current program and possi- 
ble revisions to guidelines and regulations, 
comments 1963 

—Effluent limitations, EPA promulgation 
authority upheld, limitations ruled only 
“presumptively applicable” to individual 
permit applicants and can be rebutted and 
modified, limits for various subcategories 
remanded to EPA (CA 4) 1938 

—House e of amendments to Act pro- 
jected, action on National Water Quality 
Comm. recommendations doubtful, 
Sullivan 1870 


—House Public Works and Transportation 
Subcommittee schedules oversight 
hearings, EPA administration of sewage 
treatment construction grants and dis- 
charge programs to be considered 1732 


—National Water Quality Commission’s 
report on effects of achieving Act’s goals, 
National Research Council review urges 
recommendations that go beyond “mid- 
course corrections,”’ text 1722, 1747: com- 
mission moves into final report phase, input 
of 15 commissioners anticipated, 
recommendations to Congress drafted, of- 
ficials make no firm decision on means of 
seeking additional funds 1734: Executive 
Director Clarke outlines procedures for 
completing final report and contingency 
plans for additional funds, memo to com- 
mission members 1745; recent speeches by 
Commission members Gee and Moore 
provide indication of probable recommen- 
dations to Congress, summary 1754; 
National Research Council review finds 
draft shows no direct relationship between 
pollutant levels in raw water supplies and 
adverse health effects, other inadequacies 
cited, summary 1764; draft recommen- 
dations by key commission officials 
propose extending 1983 compliance 
deadline up to 10 years, summary of 
recommendations, text 1785, 1812: EPA 
comments indicate report underestimates 
benefits of requiring use of best available 
control technology by 1983 and 
overestimates costs, other agencies com- 
ment 1792; draft recommendations revised 
to specify proposed requirements for 
waiver, deferral, or modification of Act’s 


1977 deadlines, other revisions 1820; final | 


recommendations include sweeping 
changes in Act, Muskie (D-Me) opposes 
recommendations, other Comm. members 
comment, text of recommendations 1865, 
1890; House action on recommendations 
doubtful in current session, Sullivan 1870: 
Muskie (D-Me) and Baker (R-Tenn) ex- 
press strong reservations over recommen- 
dations, statements attached to final report 
1947; commission members Randolph 
(D-WVa) and Buckley (Cons-R-NY) dissent 
from recommendations, other members 
generally support proposals, comments 
1988; EPA Deputy Administrator Quarles 
criticizes recommendations, postponement 
of 1983 objectives seen undermining pollu- 
tion control efforts, NCWQ officials Moore 
and Smith criticize proposals in part, com- 
ments 2065 
—Oil spill reporting requirements, corpora- 
tion can be “‘person in charge’’ within 
meaning of Act, conviction of firm for 
failure to report spill upheld (CA 8) 1943 
—Sec. 208 management planning 
——Agencies formulating plans will be ex- 
pected to use and incorporate Sec. 201 
facility plans, EPA program guidance 
memorandum 1791 
——EPA review urges focus on nonpoint 
source pollution and broad state role in 
planning program, study team’s 
recommendations and findings outlined, 
policy statement and memo, text 2145, 
2162 


——Procurement of services, supplies, and 
equipment, interim guidance to assist 
grantees sent to EPA regions, text 2179, 
2200 


—Secondary treatment deadline, insufficient 
or delayed federal funding of sewage con- 
struction projects does not absolve 
municipalities from complying with 1977 
deadline (DC Va) 1789; Va. plans to appeal 
decision, Evans 1991 

—Water quality management programs, draft 
guidelines for state and areawide program 
development issued, EPA 2075 


Florida planning process revision, En- 
vironmental Regulation Dept. schedules 
hearing 2009 

Illinois preliminary pollution control program 
plans, hearings scheduled, state EPA 2034 

National Pollutant Discharge Elimination 
System (NPDES), see subhead: Discharge 
permit program 

New Mexico southwestern closed basins 
water quality management plan, hearing 
scheduled, Water Quality Control Commis- 
sion 1837 

Oil and hazardous substance discharges, con- 
trol regulations adopted by CEQ, EPA, and 
Coast Guard 2031 

Oklahoma pollution control program plan for 
fiscal 1977, Pollution Control Dept. 
schedules hearing 2034 

Virginia management plan for portions of Isle 
of Wight County, Water Control Board hear- 
ing scheduled 1837 


WATER RESOURCES AND SUPPLIES 


See also LAKES AND RIVERS: RIVER 
BASINS; WATER RESOURCES COUNCIL 
Corps of Engineers dam and canal projects, 
President’s budget request criticized, 
damage to environment and economy pro- 
jected, Environmental Policy Center report 
1959 
; Drinking water 
—Carcinogens and other toxic chemicals, En- 
vironmental Defense Fund requests EPA to 
establish point source monitoring program 
to protect water supplies 2141 
—Chloroform, EPA announces program to 
reduce environmental exposure, Train 2025 
—Concentrates isolated from water of five 
U.S. cities, EPA seeks contractor to 
analyze 30 concentrates 1774 
—National Academy of Sciences study of con- 
taminants will be confined to review of ex- 
isting literature. maximum contaminant 
levels will not be recommended, EDF 
critical of proposed study plan, EPA 
| response, Kimm 2021 
| —Organic chemicals, EPA revising strategy, 
alternative approaches for regulation out- 
lined, draft advance notice of proposed 
rulemaking, text 2174, 2193 
—Organic chemicals monitoring study, EPA 
designates 112 public water systems for in- 
clusion, list 1765 
—Ozonation method for disinfecting water 
and sewage developed by Accelerators Inc. 
and R. P. Industries Inc. 2000 
—Radiation limits, regulatory dispute 
between EPA and ERDA before Office of 
Management and Budget 2174 
—State programs under Safe Drinking Water 
Act, EPA allocates $7.5 million for es- 
tablishing and administering programs, 
allocations listed, text 1765, 1779 
—State supply programs, Vermont becomes 
first state to receive EPA grant under Safe 
Drinking Water Act 1950 
—State underground injection control 
programs, draft of EPA proposed 
regulations excludes pits, ponds, and 
lagoons from coverage, text 2071, 2084 
—Waste management techniques for best 
practicable treatment, EPA amends 
criteria to include interim primary drinking 
water standards, text 1771, 1780 
Energy Research and Development Admn. to 
fund energy-related studies of water by 
Water Resources Council, joint agreement 
signed 2008 
Energy self-sufficiency goals, water short- 
ages seen as constraining factor in at- 
taining goals in several areas, Ad- 
ministration’s energy proposals criticized 
for ignoring possible environmental effects, 
Wirth (D-Colo), House hearings 1759 
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WATER RESOURCES AND _ SUPPLIES— 
Contd. 


Great Lakes system, cleanup seen taking 
more than decade, Joint International Com- 
mission annual report 1958 

Hydroelectric dam project on New River, 
FPC did not violate NEPA or Wild and 
Scenic Rivers Act in granting construction 
permit (CA DC) 2022 

Madison Limestone aquifer in Powder River 
Basin, Geological Survey to conduct 
groundwater study, background reports 
available 1772 

Meramec Park Lake Dam, Corps of 
Engineers’ proposed construction upheld, 
no violations of federal statutes found (CA 
8) 2171 

Northeastern U.S. water supplies, increase 
recommended through use of system im- 
provements, surface water, ground water, 
wastewater, and salt water, Corps of 
Engineers interim study 1956 

Reclamation Bureau's process for adjusting 
or indexing authorized cost ceilings for 
projects examined, abuses detailed, House 
Government Operations Committee report 
2128 

Reserve Mining Co. taconite discharges into 
Lake Superior, firm ruled liable for interim 
costs of furnishing safe drinking water to 
communities which rely on lake as water 
source (DC Minn) 1873 


ENVIRONMENT REPORTER — Feb. 6—April 30, 1976 


Rio Grande region, further development of 
groundwater could greatly increase 
available water supply, Geological Survey 
report 2161 

Southwestern area resources, supplies will be 
limited due to low snowmelt runoff, above 
average supplies predicted in other sections 
of West, Soil Conservation Service 2188 

Upper Missouri Basin, increased industrial 
need for water could ‘‘over-allocate’’ 
supplies and alter agricultural economy of 
region, Environmental Policy Center 
report 1961 


WATER RESOURCES COUNCIL 
Energy-related water studies, 


Energy 
Research and Development Admn. to fund 
studies, joint agreement signed 2008 


Organizational regulations, amendments 
reflecting changes to Water Resources 
Planning Act proposed, text 2120, 2132 

Privacy Act of 1974, regulations implemen- 
ting law, amendment adopted 1886 


WEATHER 


Acid rainfail, utility industry urged to launch 
major research program, Edison Electric 
Institute draft study, Baruch 1800 


Ozone depletion, compounds other than 
fluorocarbons not seen as immediate threat 
to stratosphere, interagency task force 
report 2026 

Ozone reductions in atmosphere, use of 
nitrogen fertilizers unlikely to cause large 
depletions, Crutzen 2156 


WEST VIRGINIA 


Air quality implementation plan, EPA 
proposes to reaffirm original approval, text 
1905, 1920 

Natural Resources Dept., District 5 law en- 
forcement division, prosecutions during 
Jan. reported, summary 1835 


WISCONSIN 


Air quality implementation plan, EPA 
proposes revision to require new or 
modified sources receiving invalid permits 
to secure federal permit, text 1906, 1927 

Marine sanitation, EPA certifies that ade- 
quate facilities are available to dispose of 
ee from vessels using state waters 

Power plant construction, Natural Resources 
Dept. requests study on possible effects 
proposed plant will have on ozone levels in 
southeastern region 1877 


